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ADVERTISEMENT. 


The Committee appointed by the Royal Society to direct the publication of the 
Philosophical Transactions, take this opportunity to acquaint the Public, that it 
fully appears, as well from the council-books and journals of the Society, as 
from repeated declarations which have been made m several former Transactions , 
that the printing of them was always, from time to time, the single act of the 
respective Secretaries, till the Forty-seventh Volume : the Society, as a Body, 
never interesting themsehes any further in their publication, than by occa¬ 
sionally recommending the revival of them to some of their Secretaries, when, 
from the particular circumstances of their affairs, the Transactions had happened 
for any length of time to be intermitted. And this seems principally to have 
been done with a view to satisfy the Public, that their usual meetings were then 
continued, for the improvement of knowledge, and benefit of mankind, the great 
ends of their first institution by the Royal Charters, and which they have ever 
since steadily pursued 

But the Society being of late years greatly enlarged, and their communica¬ 
tions more numerous, it W’as thought ad\isable that a Committee of their mem¬ 
bers should be appointed, to reconsider the papers read before them, and select 
out of them such as tlie\ should judge most proper for publication m the future 
Transactions; which was accordingly done upon the 26th of March 1752. And 
the grounds of their choice are, and will continue to be, the importance and 
singularity of the subjects, or the advantageous manner of treating them ; w ith¬ 
out pretending to answer for the certainty of the facts, or propriety of the rea¬ 
sonings, contained in the several papers so published, which must still rest on 
the credit or judgment of their respective authors 

It is likewise necessary on this occasion to remark, that it is an established 
rule of the Society, to w T hich thev will always adhere, never to give their opinion. 
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as a Body, upon any subject, either of Nature or Art, that comes before them. 
And therefore the thanks, which are frequently proposed from the Chair, to be 
given to the authors of such papers as are read at their accustomed meetings, or 
to the persons through whose hands they received them, are to be considered in 
no other light than as a matter of civility, in return for the respect shown to the 
Society by those communications. The like also is to be said with regard to the 
several projects, inventions, and curiosities of various kinds, which are often ex¬ 
hibited to the Society, the authors whereof, or those who exhibit them, fre¬ 
quently take the liberty to report, and even to certify in the public newspaper^, 
that they have met with the highest applause and approbation. And therefore 
it is hoped, that no regard will hereafter be paid to such reports and public 
notices; which m some instances have been too lightly credited, to the disho¬ 
nour of the Society. 
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The President and Council of the Royal Society adjudged the 
Medals for the year 1827 as follows. 


A Royal Medal to Sir Humphry Davy, Bart, for his Bakerian Lecture “ On 
the relations of electrical changes/’ considered as the last link, in order of 
time, of the splendid chain of discoveries in chemical electricity, which ha* 
been continued for so many years of his valuable life. 

A Royal Medal to M. Struve, Director of the Observatory of Dorpat, for 
his work entitled “ Catalogus novus Stellarum duplieium.” 

A Medal on Sir Godfrey Copley’s donation to Dr. Prout, for his paper- 
entitled “ On the ultimate composition of simple alimentary substances, with 
some preliminary remarks on the analysis of organized bodies in general ’* 

A Medal on Sir Godfrey Copley’s donation to Lieutenant Henry Foster, 
Royal Navy, for his magnetic and other observations made during the Arctic 
expedition to Port Bowen. 
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I Experiments to ascertain the ratio of the magnetic forces acting on a needle 
suspended hot izontally, in Paris and in London. By Captain Edward Sabine, 
of the Royal At ftilery, Secretary of the Royal Society. 

Read June 21, 1527. 


The magnetic needles employed in these experiments were cylinders of 0,16 
inch diameter, and 2,4 inches in length, pointed at the ends : they were sus¬ 
pended by a single silk fibre of rather more than five inches in length. The 
box in which they were inclosed, as a protection from the weather, was of wood, 
having at the bottom a graduated circle in ivory, rather exceeding in diameter 
the length of the needles, and over the centre of which the silk fibre was sus¬ 
pended. The bottom of the box being rendered horizontal by means of foot 
screws, and shown to be so by an unattached spirit level, the zeros of the circle 
were placed in the direction of the magnetic meridian, and a needle was sus¬ 
pended in a horizontal position. Another needle was then employed to draw 
it 50 or 60 degrees from its natural direction ; on the removal of which, the 
suspended needle resumed its direction in the ordinary process of vibration. 
The registry of the vibrations was commenced when the arc had diminished to 
60°, and continued until it was reduced to below 5°: the method of registering 
the vibration will be best understood by a reference to the Tables at the close, 
and is too simple to require further explanation. The number of vibrations 
made by each needle between the arcs of 30° and 5° was usually from 300 to 
400 ; and the time in which these were performed varied, in the different 
needles, from 12 to 16 minutes: the mean time of performing 100 vibrations 
between the specified arcs is the result deduced for each experiment. 
mdcccxxviii. b 
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Four of the needles, Nos. IV, VIII, X, and XI, with an apparatus in dupli¬ 
cate, were sent to me in the summer of 1826 by Professor Hansteen of Chris¬ 
tiania, to be employed in obtaining- the comparative magnetic intensity in 
different parts of Great Britain. Shortly after their arrival, an opportunity 
occurred of sending two of the needles, Nos. IV and XI, with an apparatus 
to Captain Basil Hall, in Edinburgh ; by whom, assisted by Lieut. Robert 
Craigie, of the Royal Navy, the experiments numbered 12 to 16 in the sub¬ 
joined tables were made, in February 1827; and the needles returned, as to 
be included in the comparative experiments between Paris and London 

The two remaining needles, marked A and B, making six in all, weie made, 
at my request, by Mr. Dollond, in the autumn of 1826, of the same size and 
form as those sent me by Professor Hansteen. 

On the 3rd of December 1826, being about seven weeks before I expet tui 
to leave England for Paris, I made the experiments 1 to *1, with needles A and 
B, VIII and X, in the garden of the Horticultural Society at Chiswick ; and 
after an interval of six weeks, repeated, with the same needles, at Shcrnlold 
Park near Tunbridge Wells, on the 15th of January, the experiments 5 to 8, 
to ascertain that their magnetism had sustained no change. On the 30th of 
January, fifteen days only after this second trial, three of the needles, No VIII. 
A, and B, (No. X having been accidentally mislaid on that day.) were em¬ 
ployed in the garden of the Royal Observatory at Paris, in the experiments 
numbered 9 to II ; and on the 14th of March, No*. X and XI (which la^t had 
been returned by Captain Hall from Edinburgh), and the needles A and B 
repeated, were employed in the experiments numbered 17 to 20 , in which ob¬ 
servations I had the pleasure of being assisted by Mr. William Ritchie, rector 
of Tain Academy in Scotland. 

An opportunity occurring, No 4 -. VIII, X, and XI, were sent to England 
early in April, and the experiments numbered 21 to 24 made with those three 
needles and, with No, IV (sent by Captain Hall to London, but which had 
not been forwarded to me in Paris), in the garden of the Horticultural Society 
at Chiswick, on the 23 rd of April, by Captain Chapman of the Royal Artillery, 
who kindly undertook this trouble at my request; and having done so, re¬ 
turned them again to me at Paris. 

By Professor Hansteen’s recommendation, the four needles which he had 
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sent me were kept at all times separate from each other ; the two which 
Mr. Dollond made had been on the contrary kept together in a small ivory 
case ; the needles being placed parallel, but not touching, the north pole of the 
one being opposed to the south pole of the other, but not connected. Being 
desirous of ascertaining the effect which separation might have on the mag¬ 
netism of these needles (A and B), they were removed from each other after 
the expeiiments of the 14th of March, and kept apart until the 30th of April; 
when they were again tried in the garden of the Observatory at Paris, in expe¬ 
riments 25 and 2G, and their time of vibration was found the same as before. 
Nos. Mil and XI, which had arrived from Captain Chapman, were tried on the 
same day, Experiments 2~ and 28, and Nos IV and X, which arrived a few 
days after, on the 10th of May, in the experiments 29 and 30. Finally, on my 
return to England in June, the needles were again taken to the garden at 
Chiswick, and the experiments 31 to 34 made on the 11th of June. 

The place of observation in the garden at Chiswick was near the middle of 
the Ai boretum ; and in the garden of the Observatory at Paris, in the Cabinet 
of M. Arago, specially constructed for magnetic observations, which he kindly 
permitted me to occupy for the purpose. 

The Tables at the close contain the full details of the temperatures and the 
hours of the day at which the several experiments were made. It will be seen 
that the variations of temperature included at each station were very consi¬ 
derable ; but care was taken that the mean temperature of the several experi¬ 
ments with each needle should, in most cases at least, approach the same 
amount at London and at Paris : 


With Needle IV 
With Needle VIII 
With Needle X . 
With Needle XI . 
With Needle A . 
With Needle B . 


the mean temp, at London was 54,5 and at Paris 62 


50 . . . 

. 52,5 

40,5 . . . 

. 59 

54,5 

66,5 

55 . . . 

54 

54,5 

, 53 


Still the preponderance of high temperatures was at Paris ; and it is expe¬ 
dient therefore to reduce the several results to a nearer accord with what 
they would have been, had they been all made at the same temperature. I 
avail myself for this purpose of a formula for the reduction of different tem- 

b 2 
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peratures, which Professor Hansteen has derived from experiments made with 
a cylinder precisely similar in all respects to those which he sent to me. 
Supposing the time of n vibrations in the temperature t to be T seconds, and 
in the temperature f to be T seconds, T — T [1—0,000165 (Z'—/)], the tem¬ 
perature being expressed in degrees of Fahrenheit. It is possible that this re¬ 
duction may not be strictly correct for all cylinders of the same shape and make 
as that from whence it was originally derived; but it may at least be confidently 
presumed, that the results obtained by such cylinders being corrected by it, 
will more nearly approach a strict relation to each other, than when no attempt 
is made to counteract the elfect of differences of temperature : and that, view¬ 
ing the small ultimate amount to be compensated in the present case, this for¬ 
mula may be considered as being quite sufficient for the purpose. 

The following Table presents in one view the results obtained with each 
needle at the different stations at which they were tried. 


LONDON 


| | , Time of Redut- Corrected 
| i Vibrd- tion | Time of 
■ -- ! tion i to 4 <P ' Vibration 


fj. Time of Ikduc Corrected 
' “ n ibra- t.on T»me oi 
j Z, tion to4()0 \ il r itiun 


,V { 


c ' S I s is 

Apr . 23, 1 827, 1 f m 40 3 i 1,69' 0,00 '34 1,69 
June II, 1827, f m ’69' 343,21 -1,64 j 341,5? 


Mean.... 341,63 


VIII < 


Dec 3, 1826, 2£ p m 
Apr 23, 1827, 2 pm 
J une 4, 1827, Is f.m 
Mean...... 


Dec. 3, 1826,2 pm 
A pt 23, 1S27, 2} p m 
Mean.. .. 


275,85 —0,05 275,80 
276,44 0,00 1 276,44 

278,02j—1,33 j 276,69 


. 276,31 


41,329,63,-0,05 329,58 
|40, 330,86 0,00 j 330,86 


1 


< 


I I • 

Apr 23, 1827, 3 p m |40 313,98* 0,00 
June 11, 1827,3^ p m |69 313,37 ~ 1,53 
Mean.... . ..J ...... I ........ 


330,22 


May 10, 1827, 5| r m ,62 331,12 -1,20 329,92 
Mean..... ... L . 1 .....i 329,92 

i i==B=r : 

Jan 30, 1827, lli a m 2bI 267,22 +0,53 267,75 

Apt 30, 1827, 5i p m -77 268,76'-1,64 j 2t>7,l2 

Mean,..... . .. j .^267,435 

Mar. 14, 1827, li vm. UgJ 319,!/!—0.b4 ’ 

May 10, 1827, 5 pm j62j 320,38 — 1,16 

Mean.’....}.... 


313,98 

313,84 


313,91 


Dec 3, 1826, 3> p m ! 41' 247,03* -0,05 246,98 
June 11, 1827, 4 p m |69j 250,07 -1,20 j 248,87 

I 


Mean.|.|.247,9251 


Mar 14, 1827, 2\ r m >56; 30-1,13'—0,80 
Apr 30, 1827, 5 pm i 77, 3(f4,73i—1,86 

Mean... . j.j.» ..... 

Jan 30, 1827, Noon 23 238,95+0,48 ' 
Mar 14, 1827, 2j p m 56- 240,73 ! -0,63 
Apr. 30, 1827, 3* p m |77| 241,20]-1,47 ' 
Mean. 


Dec 3, 1926, 3 p m 41 345,94 ! -0,05 ; 345 89 
June 15, 1827, 3i p m 68 349,16.—1,39 j 34/,S7 


Mean.' ....1. 346,73 


Jan 30, 1927, 1 p m |28j 331,85 
Mar 14, 1827, 3 p m. !56' 337,21* 
Apr 30, 1827, 3 pm 177] 338,01] 
Mean.. 


303.10 | 

239,43 

240.10 
23 9,73 
2^9,573 


+0,66; 332,51 
-0,88'336,33 
-2,06 335,95 


334,93 
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From the results in the preceding Table it appears that when the horizontal 
intensity in London is taken as unity, the same intensity in Paris is shown by 
the several cylinders to be as follows : 

By Needle IV = 1,0/32 
By Needle VIII = 1,0675 
By Needle X = 1,0726 
By Needle XI = 1,0723 
By Needle A = 1,0709 
By Needle B = i ,0717 

Mean... 1,07137 or 1,0714. 

From the very careful observations which are regularly made on the dip of 
the needle at the Royal Observatory at Paris, the mean dip corresponding to 
the period when these experiments were made is known to have been 67° 58*. 
In assuming the dip at the same period at London to have been 69° 45', which 
is allowing a diminution of 3' per annum since it was observed in 1821 to be 
70 c 04', (Phil. Trans for 1822, Art. I.) we cannot fail to be sufficiently near the 
truth for the present purpose. The horizontal intensity at Paris being then 
as 1,0714, to unity at London, it results that the absolute intensity of terrestrial 
magnetism was greater at London than at Paris at the period of these experi¬ 
ments by about eleven parts in a thousand. 


The experiments of Captain IIall and Lieut. Craigie at Edinburgh with 
Nos. IV and XI give the following results . 


EDINBURGH. 

LONDON 

Needle t Date. 

Temp 

Time of 
Vibra¬ 
tion. 

Reduc¬ 
tion 
to 40° 

Corrected 
Time of 
Vib" 


Corrected 
Tunc of 
Vib ‘ 

No IV Feb. 15,1827- 
No XI; Ftb. 15, 1857.; 

33 

33 

350,47 
| 331,07 

+ 0 46 

1 + 0,43; 

350,93 

331,50 

Vibrations in London at 40' page 4.j 
Vibrations m London at 40° page 4. 

341,63 

313,91 


Whence the horizontal intensity at Edinburgh, when the same intensity at 
London is taken as unity, is by 

No XI == 0 9534 } And ^ a mean two N eec n es ? 0,9505. 
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In the grounds of Shernfold Park, Frant, Sussex: January 15th, 1827. 

Observer, Captain Sabixe. Therm. 38°. Chron. Molyneux 407. Rate, Mean Time. 


Exp. 

5. Needle VIII. Hour 2i P.M. 

Exp. 6. Needle X. Hour li P M. 

Vib°\ 

Tune. 

Vib a$ 

Time. 

300 Vib B! m 

Vib ns 

Time. 

Vib n \ 

Time. 

300 Vib ns . in 

0 

ID 

20 

30 

40 

50 

60 

80 

100 

120 

31 13,6 

31 41,6 

32 09,2 

32 37,2 

33 03,2 

33 32,2 

34 00,8 

34 55,2 

35 50 

36 45,2 

300 

310 

320 

330 

340 

350 

360 

44 58 

45 25,2 

45 52,6 

46 20 

4b 47,6 

47 14,2 
47 42,8 

13 44,4 

13 43,6 

13 43,4 

13 42,8 

13 42,4 

13 42 

13 42 

0 

10 

20 

30 

40 

50 

60 

80 

100 

120 

43 28,8 

44 02 

44 35,2 

45 08,4 

45 41,2 

46 14,4 
46 47,2 
4/ 56,2 
48 58,8 

50 04,4 

51 10 

52 15,2 

53 21,2 

54 26,8 

55 32 

56 37.2 

57 42,8 

58 4b.4 

300 

310 

320 

330 

340 

350 

360 

m s 

59 54 

00 26,4 
00 59,6 
01 32 

02 04,4 
02 37,2 
03 10 

tn s 

16 25 2 

16 24,4 

16 24,4 

16 23,6 

16 23,2 

16 22,8 

16 22,8 


Mean .. 

..13 42,94 


Mean .. 

.. 16 23,77 

140 

IbO 

180 

200 

220 

240 

260 

2S0 

37 40,4 

38 35,2 

39 29.6 

40 24,4 

41 19,6 

42 11,4 

43 09,2 

44 04 

Whence the Mean Time of 
100 Vibrations between 
the Arcs of JO 3 and 5 C 

27 J,S1 see. 

140 

160 

ISO 

200 

220 

240 

260 

280 

Wlienre the Mean Time of 
100 Vibrations between 
the Arcs of 30° and 5° 

327,92 sec. 







Exp. 

7. Nledll A 

Horn Si P M. 

Exp. 

8 . Needle B. Hour 4 P M. 

W | 

Turn 

\ ib rs 

Time 

300 Yib n * in 

Vib n * 

Time 

Vib ns . 

Time. 

300 Vib ni m 

0 , 
10 ! 
20 1 
30 
40 
50 
60 
80 
100 

J 20 

ni > 

30 06 

30 31,6 

30 56 

31 20 8 

31 45,6 

32 10 4 

32 35,2 

33 24,8 

34 14 

35 03 2 

300 

310 

320 

330 

340 

350 

360 

n s 

42 24 

42 48,8 

43 12,8 

43 37,6 

44 02 

44 26,4 
44 50 8 

m s 

12 18 

12 17.2 

12 16,8 

12 16.8 

12 16.4 

12 16 

12 15,6 

0 

10 

20 

30 

40 

50 

60 

80 

100 

120 

m s 

2 32,8 

3 07-6 

3 42,4 

4 17,2 

4 52 

5 26,8 

6 01,2 

7 10,4 

8 19-2 

9 2b,4 

10 37-2 

11 46,4 

12 55,2 

14 04,4 

15 12 8 

16 21,2 
17 30 

IS 39.2 

300 

310 

320 

330 

340 

350 

360 

m s 

iy 47,6 
20 21,6 

20 56 

21 30,4 

22 05,2 

22 39,2 

23 13.2 

m s 

17 14,6 

17 14 

17 13,6 

17 13,2 

17 13,2 

17 12,4 

17 12 


Mean .. 

..12 16,69 


Mean ,. 

..17 13,31 

140 
160 
180 ! 
200 
220 
240 
260 
280 

35 52 

36 41,2 

37 30 

38 19,2 

39 08 

39 57,2 

40 46 

41 35,2 

Whence the Mean Time of 
100 Vibrations between 
the Arcs of 30° and 5° 

245,16 sec. 

140 

160 

180 

200 

220 

240 

260 

280 

Whence the Mean Time of 
100 Vibtations between 
the Arcs of 30° and 5° 

314.44 sec. 
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In the Garden of the Observatory at Paris: January 30th, 182/. 

Observer, Captain Sabine. Therm 28°. Chron. Molynettx, No. 407. Rate, Mean Time. 


Needle VIII. Hour 1H. 


Exp. 10. 


Needle A Hour Noon. 


300 i 29 09,6 
310 I 29 36,4 
320 30 03,2 

330 30 29,6 

340 30 56 

350 31 23,2 

360 31 49,6 


Mean .... 13 21,66 


Mean .... 11 56,86 


Whence the Mean Time of 
100 Vibrations between 
the Arcs of 30° and 5° 
267,22 sec. 


Exp. 11. Needle B. Hour 12 to 1 P M. 


Vib cs . 

Time j 

0 

m 8 

43 49,6 

10 

44 23,G 

20 

44 56,8 

30 

45 30,4 

40 

46 04 

50 

4G 37,2 

60 

i 47 10,8 

80 

48 17,6 

100 

49 24 

120 

50 30,4 

140 . 

51 36,8 

160 - 

52 43,2 

180 1 

53 49 

: 200 

54 55,6 

220 

56 02 

240 

57 08 

260 

58 14,4 

280 

59-20,4 


Mean ....16 35,54 


Whence the Mean Time of 
100 Vibrations be tw een 
the Arts of 30° and 5 2 
331,85 sec 



Whence the Mean Time of 
100 Vibrations between 
the Arcs of SO' 1 and 5° 
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Edinburgh: February 15th, 1827- 

Observers, Captain Basil Hall and Lieut. Robert Craigil, R.N. Therm. 32°. Barom. 30,00. 
Chron. gaming 1*,5 per diem. 


Exp. 12. Needle IV. ExP. 13. Needle IV. Exp. 14. Ni EDLE IV. 

Yib BS | Time ■ Vib nl j Time Vib B * j Time j Vib”* ' Time Vib a * | Time. j Vib" s . | Time, 


i f 8 47,5 300 26 18,9 0 1 33 59,5 j 

j 9 23,5 _ 1 _10 | 34 35,5 ! 

9 58,5 ^ 20 ! 35 11,0 j 

1 10 34 JS o 30 « 35 45,5 

! 11 09,5 _ 40 j 36 20,7 i 

! 11 45,5 ; og 50 36 56,0 

! 12 19,5 ^ 2o 70 , 38 06,5 

I 13 29,8 f. 'o £ 90 : 39 16,5 

I H 59 7 ~ g g t'i HO 1 40 26.5 

I 15 50,0 S J % * 130 j 41 37,0 

‘ 16 59,5 ; | ^ Z "X | 150 i 42 46,5 

; 18 09,5 ! B ^ 170 J 43 57,0 

I 19 19.3 ! % g a *=» 190 I 45 06,5 

| 20 29.5 \ £ <k< 210 j 46 16,5 

! 21 39,5 j 0 - S 230 1 47 26,0 

! 22 49 8 j ® g S 250 48 36,5 

23 59,2 | ^2 270 I 49 46,0 

' 25 09,0 I S ( 


Exp. 

ir>. 

Nledlp XI. 

Exp. 

1C. Nefdll XI 

V,b n ‘. 

Time. 

Vib ns . 

Time | GOO \ ib n ‘ m 

w*. 

Time. 1 Yib n ’. 

Tune | 300 Vib ns in 

0 

47 31,0 

300 

63 26 ■ 16 05 

0 

m , 1 

16 52,5 | 300 

32 57 1 16 04,5 

10 

48 03,5 

310 

64 08 16 04,5 

10 

17 25.0 1 310 

33 29 ! 16 04 

20 

4a 36,0 

320 

64 40 16 04 

20 

17 57,5 j 320 

34 00.2 16 02,7 

30 

49 08,5 j 

330 

65 12 ! 16 03,5 

30 

IS 30.0 ■ 330 

34 33 ; 16 03 

40 

49 41,0 

340 

65 44 1 16 03 

40 

19 02,5 1 340 

35 04,8 16 02,3 

50 

| 50 13,5 ! 

350 

66 16 ! 16 02,5 

50 

19 35,0 1 350 

35 37,0 16 02 

60 : 

! 50 45,5 | 

360 i 

66 47*5 16 02 

60 1 

1 20 07,3 | 360 

36 09,0 , 16 01.7 

80 

51 50,2 j 



80 ! 

21 31,7 :_ 

1 

100 

; 52 54,8 | 


Mean .... 16 03.5 

100 ; 

i 22 16 ; 

Mean .. 16 02,9 

120 j 

53 58,8 j 



120 1 

23 20 , 


140 

55 03 5 



140 > 

_, _ 1 

24 24,5 1 I 


Whence the Mean Time of j 
100 Vibrations m Ares 
between 30° and 5° 

3 21.17 see 


Whence the Mean Tune of 
100 Vibrations m Aies 
between 30° and 5° 
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In the Garden of the Observatory at Paris: March 14th, 182/. 

Observers, Captain Sabine and Mr. Ritchie. Therm. 56°. Chron. Molyneux, No. 407. 

Rate, Mean Time. 

Exp. 

1 /. Needle X. 

Hour 1 tc 

2 P.M. 

Exp. 

18. Nlfdle X 

. Hour 2 to 3 P.M. 

Vib ns . 

Time. 

W. 

Time. 

300 Vib as m 

Vib". 

Time 

Vib as 

Time. 300 Vib" 5 m 

0 

m 3 

31 13,6 

300 

m b 

47 12,4 , 

m s 

15 58,8 

0 

m s 

59 17,2 

300 

m * ! m « 

14 31,8 1 15 14 

10 

31 46 

310 

47 44 

15 58 

10 

59 48 

310 

15 01.2 ; 15 13,2 

30 

32 18,4 

320 

48 16 

15 57,6 

20 

00 18,8 

320 

15 31 6 ! 15 12,8 

30 

32 50,4 

330 

48 48 

15 57,6 

30 

00 49,6 

330 

16 01,6 1 15 12 

40 

33 22,4 

340 

49 19,6 

15 57,2 

40 

01 20.4 

340 

16 32 j 15 11,6 

50 

33 54,8 

350 

49 51,6 

15 56,8 

50 

01 50,8 

350 

17 02,4 ! 15 11 6 

60 

34 26,8 

360 

50 23,2 

15 56,4 

60 

02 21.2 

360 

17 32,8 | 15 11.6 

80 

35 30,8 




SO 

03 25.4 



100 

36 34,8 


Mean .. 

.15 57.5 

100 

04 23,6 


Mean ... 15 124 

130 

37 38,8 




120 

05 24,8 



140 

38 42,8 




140 

06 25,2 



160 

39 46,4 




160 

07 26 



180 

40 50 

Whence the Mean Time of 

3 80 

08 26,8 

Whence the Mean Time of I 

200 

41 54 

100 

Vibrations between 

200 

09 27.6 

100 

Vibrations betw een 

220 

42 58 

the Arcs of 30 

0 and 5° 

220 

10 28,4 

the 

Arcs of 30° and 5 J 

240 

44 01,6 


319 17 

ec. 

240 

11 28,8 


30 U 3 sec. 

900 

45 05 9 








280 

46 08^8 
_ 




280 

13 30,4 



Exp. 

19. Needle A. 

Hour 2 

0 3 P.M. 

Exp. 20. Needle B. Hour 3 P.M. 

Vib os 

Tune 

Vib"* 

Tunc 

300 Vib n * in 

Vib“* 

Time 

Vib n * 

Time. « 300 Vib ns in 

0 

26 5*4 

300 

38 57,2 

12 03,2 

0 

51 5 2 

300 

08 45,2 ! 16 5*3,2 

10 

27 18,2 

310 

39 21,2 

12 03 

10 

52 26 

310 

09 18.4 j 16 52,4 

20 

27 42.8 

320 

39 45,2 

12 02,4 

20 

53 00,6 

320 

09 52,4 j 16 51,8 

30 

28 07,2 

330 

40 09,2 

12 02 

30 

53 34,4 

330 

10 26 ' 16 51,6 

40 

28 31,2 

340 

40 33,2 

12 02 

40 

54 08,4 

340 

10 59,6 i 16 51,2 

30 

28 55,6 

350 

40 57,2 

12 01,6 

50 

54 42,8 

350 

11 33,6 16 50,8 

60 

29 20 

360 

41 21,2 

12 01,2 

60 

55 16,4 

360 

12 06,8 ; 16 50,4 

80 

, 30 08,4 




SO 

56 24 



100 

30 56,8 


Mean .. 

..12 02,2 

100 

57 31,6 


Mean ....16 51.63 

120 

31 44,8 




120 

58 39,6 



140 

32 32,8 




140 

59 46.8 



160 

33 21,2 




160 

00 54 



180 

34 09,2 

Whence the Mean Time of 

180 

02 01,6 

Whence the Mean Time of 

200 

34 57,2 

100 

Vibrations between 

200 

03 08,8 

100 

Vibrations between 

220 

35 45,2 

the Arcs of 3 

)° and 5° 

220 

04 16 

the Arcs of 30 and 5° 

240 

260 

36 33,2 


240,73 sec. 

240 

05 23,2 

1 

337,21 sec. 

280 

38 09,2 




280 

07 37,6 
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II. On the resistance of fluids to bodies passing through them. By Jas. Walker, 
Esq . F.R.S.E. Communicated by Davies Gilbert, Esq. M.P. V.P.li.S. 


Read May 31, 1827. 


XhE principal object of this Paper is to explain a mode which I have taken 
to measure the resistance of fluids to bodies passing through them. It is, I 
believe, new; and being more simple and less subject to error than any yet 
adopted, I have thought it my duty to offer it to the Royal Society, together 
with the results of the experiments I have made up to the present time. I 
intend to continue the experiments In a boat which is building for the purpose, 
with some improvement in the machine, during the ensuing summer, the only 
season in which it can well be done, nearly a perfect calm being necessary 
for making them with accuracy. The machinery is of very easy construction, 
and the description of it may, I hope, lead others to follow the example, and 
to prosecute the inquiry in the same manner with surfaces of various forms 
and sizes. 

The resistance of fluids has long formed an interesting subject, and has 
lately acquired a new importance from the introduction of steam in naviga¬ 
tion, rendering the ratio between poiver and velocity essentially necessary 7 to 
be known. The comparison of canals with rail-roads, to which public atten¬ 
tion has of late been much directed, depends also chiefly upon the ratio 
between the resistance and velocity by each of those modes of conveyance. A 
question connected with this latter subject, to which my attention has been 
professionally called, led me to make the experiments I am about to detail 

It has been demonstrated and proved in the most satisfactory" manner, by 
various experiments, that the resistance from friction to a carriage upon a 
road or rail-road is the same at all velocities. I know, therefore, that the 
same strain upon a waggon which has the effect of moving it upon a rail-road 
at the rate of one mile per hour, will (after the inertia is overcome) be indi¬ 
cated at any other velocity at which the power is made to move; but I have 
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not found any theory or experiment by which, after knowing the strain upon 
a boat moving at the rate of two miles per hour, I have been able to fix satis¬ 
factorily the strain that is exerted upon it when moving at the rate of four 
miles per hour. 

The resistance of the fluid per se increases in the duplicate ratio of the 
velocity.—Experiment has amply confirmed this theory in the abstract; but 
there are other elements of resistance caused by viscidity, by friction, by the 
accumulation of the water in front and the depression towards the stern of 
the boat, for which our ignorance of the laws which govern the internal motion 
of the fluid has prevented any correct theory from being suggested; and the 
experiments, from their disagreement, and from the way in which they have 
been made, have not done much to supply the defect. 

The most important experiments upon this subject are those of the French 
Academy in 1776 and 1778, conducted by Bossut and others, and those that 
were made by the London Society for the Improvement of Naval Architecture 
between 1793 and 1798. 

The French experiments of 17/6 were made by means of boxes six feet in 
length (French measure), one foot wide, and two feet deep, or by the models 
of ships, of the same length, and nineteen inches wide; the depth of immer¬ 
sion varied from seven to sixteen inches; the velocity and resistance were 
calculated by the time of passing over fifty feet with uniform velocity. The 
motion was communicated by means of a silken cord two lines and a half in 
diameter, one end of which was attached to the float, while the other end was 
passed under a pulley or sheave, and then over another sheave at the height of 
seventy-six feet, when the weights were fastened to it. 

The moving power does not appear in any case to have exceeded twenty- 
four pounds, nor the velocity two miles and a half per hour ; and with those 
velocities the friction was considered so small as scarcely to be sensible. The 
general result was, that the resistance is in the duplicate ratio of the velocity; 
but the small velocities, the short distance, the friction of the sheaves, and the 
varying friction of the line dragged through the water, as well as the small 
sizes of the bodies themselves, have appeared to me objections to the applica¬ 
tion of the results of these experiments, especially to larger bodies and to 
higher velocities. 
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The principal object of the experiments which were made by Bossut and 
Condorcet in 1778, was to ascertain the difference of resistance to bodies of 
different forms: they appear to have been made with great care, but with 
machinery of nearly the same description as those of 1776, and subject, as far 
as respects what I had in view, to the same objections as the former ones; 
only that the bodies were somewhat different in size, some of them being two 
feet and others four feet wide, with two feet depth of immersion. 

The models which the London Society used for their experiments, so far as 
they have been published, were of various lengths, but all one foot broad and 
one foot deep ; and either sunk considerably under the surface, and held there 
by bars attached to a floating body, oi sunk until their upper surfaces were 
just level with the water. These were dragged across the water in the Green¬ 
land (now the Commercial) Dock, by means of a line passed under a sheave to 
the top of a triangle of poles, or shear legs, sixty feet high, thence through a 
system of pulleys, from which the box that contained the weight was suspended. 

The friction and rigidity of this machinery and line were important, when 
the small size of the body to be moved is considered;—it appears that it 
amounted in most cases to thrice the calculated resistance of the body. A 
very small error in deducting for this must have been fatal to the accuracy of 
the experiment; and although every pains appear to have been taken to 
ascertain the deduction to be made, it is extremely difficult to get at it in all 
cases with the necessary correctness. It does not appear that the friction 
between the water and the rope was taken into account: this alone, in so 
great a length, must have been considerable; and not only so, but varying in 
extent in the same experiment, as the line became shorter, and different also in 
each experiment, according to the velocity. 

My object has been to get rid of the liability to error from the above causes, 
and to show at one view the amount of all the resistances opposed to the body 
under different velocities: but to show those resistances without mixing them 
with the friction of the line through the water, or of the machinery. 

The accompanying drawing will give a correct idea of the plan I took. The 
experiments were made in the middle of the East India Import Dock, which 
is 1410 feet in length, 560 feet wide, and 24 feet deep ; so that there was no 
resistance from the sides or bottom of the dock. A spring weighing-machine 
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was fixed near the bow of the boat, the dial laid horizontally, so as to be 
easily seen by a person on board; one end of a line three-eighths of an inch in 
diameter was attached to the hook of the spring, the other end was carried 
ashore and attached to a reel or barrel three feet in diameter, the frame of 
which was firmly fixed in the ground, and the handles of sufficient length for 
the necessary number of men to turn the barrel. The velocities were calcu¬ 
lated from the time of passing through 1/6 yards, or one-tenth of a mile; but 
to obtain uniform velocity, the boat was at each experiment drawn over twice 
the length, and the 176 yards taken in the middle of the distance by two 
marks upon the line. The time between the two marks coming to the edge 
of the dock was carefully noted by a person stationed there for the purpose. 
Three persons at least were on board the boat;—one to read off the strain 
shown upon the dial every two seconds, one to write them down, and a third 
to steady the boat. An exact uniformity of motion by the men at the handles 
was obtained, after a little practice, by means of a pendulum varying in length 
(as a quick or slow motion was required) hung up in sight of the men, by the 
oscillations of which they regulated the revolution of the handles. 

It will easily be seen, that although the men who worked the barrel had to 
overcome the resistance arising from friction of the line through the water, 
and of the bearings of the barrel, the weights or strain marked by the hand or 
index of the dial on board the boat measured the resistances to the boat only. 

The experiments in the Table A were made in a full built boat loaded with 
two tons two cwt., exclusive of the men. The length of the boat upon the 
surface of the water was eighteen feet six inches; the breadth, six feet; the 
depth of immersion, two feet; the whole depth of the boat being three feet, 
leaving one foot above water, and the greatest immersed cross section nine feet. 

The experiments in Table B were made in the same boat as those of Table A, 
\rith about two tons of ballast. 

Column 1. is the number of seconds employed in passing 176 yards, or one- 
tenth of a mile.—Column 2. the velocity per hour expressed in miles and deci¬ 
mals of a mile.—Column 3. the actual measure of resistance or strain shown 
upon the dial of the machine.—And Column 4. the resistance calculated upon 
the ratio of the square, taking one of the experiments as a standard. 
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Table A. 


Table B. 


Number of 
Experiments. 

1. 

2. 

3. 

4. 

Seconds in 
passing 176 
yards. 

Miles and 
decimals 
per hour 

Actual re¬ 
sistance in 
pounds. 

Calculated resist¬ 
ance in pounds, 
taking No, 5. as 
standard. 

1 

124 

2,903 

15,75 

15,04 

2 

85 

4,235 

39,50 

32,01 

3 

146 

2,465 

10,00 

10,85 

4 

140 

2,571 

11,00 

11,80 

5 

145 

2,483 

11,00 

11,00 Standard 

6 

140 

2,571 

12,00 

11,80 

7 

120 1 

3,000 

14,00 

16,06 

S 

120 

3,000 

14,00 

16,06 


Number of 
Experiments. 

1. 

2. 

3. 

4. 

Seconds in 
passing 176 
yards. 

Miles and 
decimals 
per hour. 

Actual re¬ 
sistance m 
pounds. 

Calculated resist¬ 
ance in pounds, 
taking No 4. as 
standard 

1 

79 

4,557 

44,85 

38,59 

2 

80 

4,500 

40,32 

37,64 

3 

93 

3,871 

28,07 

27,85 

4 

94 ! 

3,830 

27,26 

27,26 standard 

5 

78 

4,165 

49,34 

39,59 

6 

141 

2,553 

10,03 

12,12 

7 

142 

2,535 

9,47 

11,94 

8 

142 

2,535 

9,52 

11,94 

9 

142 

2,535 

10,10 

11,94 

10 

143 

2,517 

9,23 

11,78 


As a number of the above velocities are nearly the same, I have averaged 
the results. The average resistance of Nos. 7 , 8 and 10 (low velocities), is 
9,41 pounds : the corresponding velocity, 2,529 miles. The average resistance 
of Nos. 1 and 2 (high velocities), is 42,59 pounds: the velocity, 4,529 miles 
per hour. The resistance calculated in the duplicate ratio of the velocities 
would be 38,11 pounds in place of 42,59.—Again, the same low velocities, 
Nos. 7 , 8 and 10, compared with No. 3 (velocity 3,8/1), would give, by calcu¬ 
lation, a resistance 22,04, while the actual resistance was 28,0/. 

The experiments in Table C were made in a boat twenty-eight feet in length 
(See the drawing); but being light, and more exposed to the action of the 
wind, the smaller boat already described was afterwards substituted. 


Table C. 


Number of 
Experiments. 

1- 

2. 

3. 

4. 

Seconds in 
passing 176 
yards 

Miles and 
Decimals 
per hour 

Actual re¬ 
sistance m 
pounds 

Calculated resist¬ 
ance m pounds, 
taking No 1. as 
standard 

1 

162 

o 222 

13,08 

13,08 standard 

2 

187 

1,925 

11,00 

9,82 

3 

89 

4,045 

47,26 

43,34 

4 

87 

4,138 

49,50 

45,35 

5 

137 

2,609 

18,10 

18,02 


d 2 
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A few experiments were also made in a small Thames wherry, the distance 
80 yards. The average velocity of four of these experiments was 106 yards per 
minute, or 3,60 miles per hour; resistance 10,4 pounds: and of four others, the 
velocity was 160 yards per minute, or 5,5 miles per hour; and the resistance 
29 pounds; while the ratio of the square of the preceding four experiments 
would have given 24,27 pounds. 

The smaller excess beyond the calculated resistance in the larger boat and 
the wherry, as compared with the other boat, I consider to have been owing to 
the form of the bow of those boats causing less heaping of the water in front 
of them. 

In almost every experiment, therefore, the resistance shows an increase 
amounting to the square of the velocity; but where the velocity is consi¬ 
derable, the resistance follows a still higher ratio, and this in open water. 
In narrow canals the increase must be considerably greater. 

The excess beyond the square is to be attributed in a great degree to the 
raising of the water at the bow in high velocities, and to the depression at the 
stern. This does not take place until the velocity is considerable; and in the 
low velocities of the French experiments it could not be so important. 

The boats which I used were taken without any previous preparation ; my 
object being to collect all the resistances to a boat in the ordinary state when 
in use; and the results have satisfied me, that, as respects the comparison of 
canal navigation with rail-roads, the rapid increase of resistance upon water 
brings the rail-road to a par with it at a lower velocity, than if the resistance 
upon canals were as the squares of the velocities, as hitherto calculated. 

If, with a speed of two miles and a half per hour, thirty tons upon a canal 
be equal to seven tons and a half upon a level rail-road, a speed of five miles 
per hour would, upon the principle of the square, bring the rail-road and canal 
to an equality; while the result of the experiments makes the two modes of 
conveyance equal, considerably under four miles per hour, and gives the rail¬ 
road the decided preference at all higher velocities. 

It will be observed, from the manner in which former experiments have 
been made, that the weights employed have been in proportion to the resistance; 
that is at least to the square of the velocity. The way in which I made the 
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experiments, required a weight or power at least in the ratio of the cube. Thus 
if the weight put into the scale in the former experiments produced a velocity 
1, a weight 4 produced a velocity 2 ; while in my experiments, if one man at 
the wheel produced a velocity 1, eight men (even without regarding the excess 
beyond the commonly received theory) were required to produce a velocity 2. 
The cause is evident; and would scarcely deserve mentioning, but that it 
affords a simple way of removing the confusion I have heard and seen ex¬ 
pressed on the subject of the ratio of the square and the cube. As the weight 
4 descended in the scale with twice the velocity, the expense of power per 
second was as 8, or as the cube; but the distance (50 or 96 feet) being per¬ 
formed in half the number of seconds, brought the quantity of power exerted to 
pass through the given distance back to 4. And in my case, as one man over¬ 
came the resistance 1 , four men would be required to overcome the resistance 
4 with the same velocity: but the velocity being twice the former velocity, it 
required twice the power, or eight men ; the distance was, however, gone over 
in half the time, so that the expense of power, by doubling the velocity, was 
only as 4 to 1, as in former experiments. So in overcoming the friction upon 
a road or rail-road, if a fixed engine of one-horse power move a waggon upon 
a level road one mile per hour, a two-horse power, acting through a wheel and 
pinion, or otherwise, will be required to double the speed, although the friction 
at all velocities is uniform : and cccteris paribus , the quantity of power re¬ 
quired for moving a given weight a fixed distance upon land, is the same at 
all velocities; while upon water the quantity increases considerably beyond 
the square of the velocity. 

The following statements with velocities at two and four miles per hour 
upon a road and upon water, show at one view the whole of the points. 


Land Experiments. 


Velocity per hour ..♦. 2 miles 

Distance passed over. 2 miles 

Power of engine required.. 1-horse 

Time occupied.................... 1 hour 

Quantity of mechanic \ . j 

power expended j 


Water Experiments. 


Velocity per hour. 2 miles 

Distance passed over. .2 miles 

Power of engine required .. 1-horse 

Time occupied .1 hour 

Quantity of mechanic"! 
power expended j * ” 
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Land Experiments. 


Water Experiments, 

Velocity per hour ... 

Distance passed over.. 

,.. 4 miles 

.. .2 miles 

Velocity per hour ....... 

Distance passed over..... 

. 4 mdes 

. 2 miles 

Power of engine required.. 

,..2-horse 

Power of engine required-] 

f 8-horse by theory, 
[_more by experiment 

Time occupied. 

... ^ hour 

Time occupied ......... 

. § hour 

Quantity of meehamcT 

,. .1 

Quantity of mechanic^ f 4 by theory, more 

power expended J by experiment 

power expended J 



But the most remarkable difference between the experiments I have made, 
and the others to which I have referred, is the absolute measure of resistance. 
By the French experiments, a square foot with a velocity 1,854 mile per hour, 
had a resistance of 7,25 pounds. My experiments with a midship section of 
nine feet superficial, and the same velocity, make the resistance eleven pounds, 
or only 1,22 per foot superficial. The difference between a flat opposing* sur¬ 
face and the form of the boats I used, will account in part for this great varia¬ 
tion : but on comparing another experiment of Bossut’s, in which the front or 
prow is an angle of 96°, I found the resistance nine pounds per foot, with a 
velocity under two miles and one-third per hour; which exceeds my experi¬ 
ments in fully as great a proportion as the former: I am therefore disposed to 
think that much of the difference is to be ascribed to the way in which the 
experiments have heretofore been made, although it is certainly difficult to 
suppose so very great a disagreement from that cause alone. I have proved 
the accuracy of the weighing-machine I used; and the mode of making the 
experiments is so simple, that I think there is little room for error. I can only 
promise to take advantage of the approaching season, and to communicate 
without prejudice the results of any experiments I may make in confirmation 
or correction of what I have already done. 
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III. On the cot'redions in the elements of Delambres Solar Tables required by 
the observations made at the Royal Observatory, Greenwich. By George 
Biddell Airy, Esq. M.A., Fellow of Trinity College Cambridge, and Lucasian 
Professor of Mathematics in the University of Cambridge . Communicated by 
John Frederick William Herschel, Esq. V.P.R.S 

Read December 6, 1827. 


The attention of the Board of Longitude having been directed to the state of 
the Solar Tables used in the construction of the Nautical Almanac, the Astro¬ 
nomer Royal was requested to furnish the Board with a comparison of the 
computed and observed Right Ascensions of the Sun since the erection of the 
new transit instrument at Greenwich : and I was desired to examine the discre¬ 
pancies with a view to the discovery of the errors in the elements of the tables 
The papers containing this comparison I received at the beginning of June 
last; and in the last summer, as soon as other engagements permitted, I un¬ 
dertook the laborious work of examining the discordances. The corrections 
of the elements determined by these calculations agree in general with those 
that have been obtained from other observations ; but in one particular, and 
that an important one, there is a very remarkable difference. The results of 
such an inquiry will perhaps be acceptable to the Royal Society ; and the sin¬ 
gularity of the conclusion which I have mentioned, will make it necessary for 
me to describe the manner in which I have obtained it. 

The number of observations from which this comparison is made is 1212, 
commencing on July 30, 1816, and terminating on December 30, 1826 The 
only interruption of any importance is one of about three months, from Fe¬ 
bruary 4, to May 22, 1825. These do not include all that are given in the 
Greenwich Observations, but only those which are likely to have been least 
affected by irregularities of the clock, &c. in consequence of the observation of 
standard stars at no great interval. As far as the end of 1820 the observations 
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are reduced by Dr. Maskelyne’s catalogue ; after that time they are reduced 
by Mr. Pond’s catalogue of 1820, in which the right ascensions of the stars are 
increased 0",31, of time. Though there is sometimes a disagreement in the 
errors for consecutive days amounting to three or four tenths of a second of 
time, (undoubtedly produced partly by the errors of observation and partly by 
those in the calculation of the Nautical Almanac,) yet when the skill of the 
observers and the excellence of the instrument are considered, I believe it will 
be allowed that this mass of observations is equal to any that has been used for 
the purpose of correcting the tables. 

A slight inspection of these errors was sufficient to indicate that a correction 
of the epochs of the sun’s longitude and of the longitude of the perigee, with 
perhaps an alteration of the equation of the centre, would bring the calculated 
place for any one year sufficiently near to the observed place ; and with these 
corrections only I commenced my calculations. But, upon comparing the dis¬ 
crepancies for different years, I found that there was certainly some other source 
of irregularity ; and such could be found only in the erroneous mass assigned 
to some of the planets. The masses of Venus and Mars being the only ones 
which produce any sensible effect on the Earth’s motion, and which can be 
measured in no other way, I supposed them subject to error, and with these 
five assumed corrections the greatest part of the calculations has been made. 
A more critical examination showed that there was an error in the assigned 
mass of the moon ; but the rapidity of variation of the lunar inequality allowed 
me to determine this correction by a more simple process. 

Suppose now O to be the observ ed error of the tables, the sun’s observed 
place being reduced by Dr. Maskelyne’s catalogue; e the error of Maskelyne’s 
place of the equinox in M, or the quantity by which the right ascensions of 
all the stars in his catalogue ought to be increased, both expressed in seconds 
of time. Then O — e is the real error of the tables in JR. After January 1st, 
1821, when the observations are reduced by Mr. Pond’s catalogue, in which 
the right ascensions are increased by ,31 of time, the error of the tables is 
O + ,31 — e. The corresponding errors in longitude, expressed in seconds of 
space, are 15 sec 23° 28' X cos 2 dec X Q — e ; and 15 sec 23° 28' X cos 2 dec 
X O -f - ,31 *— e. Now if the proper corrections were applied to the elements 
of the tables, the sum of the quantity just found, and the alteration produced 
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in the longitude by those corrections, would, if the observations were accurate, 
be nothing; and if there be no constant cause of error in the observations, 
upon adding a great number of quantities thus formed, the errors may be ex¬ 
pected nearly to destroy each other, and the sum may be assumed equal to 
nothing. Let X be the number of seconds of space by which the epoch of the 
sun’s longitude ought to be increased ; Y the increase in seconds of the epoch 
of the longitude of perigee : Z the increase which must be made in the greatest 
equation of the centre : suppose the mass of Venus to be increased in the ratio 
of 1 : ] -f V, and that of Mars in the ratio of 1 : 1 -f M. Then X — Y is the 
increase of the mean anomaly. Now the tables contain the alteration in the 
equation of the centre for an increase of 10' in the mean anomaly, and for a 
diminution of 17", 177 in the greatest equation of the centre. The sun’s true 
longitude then being taken from the Nautical Almanac, and his true anomaly 
found by subtracting the longitude of the perigee, the mean anomaly cor¬ 
responding was found in the tables, and the alterations of the equation 
of the centre for + 10' in mean anomaly and — 17 V 77 i n the greatest equa¬ 
tion were taken out: call them a and b. By the alteration of epochs and 
of the equation of the centre, the tabular longitude would be increased by 
X + —The perturbations of Venus and Mars are increased 

each by a constant to make them always positive ; (Delambre has not mentioned 
the values of the constants, but they appear to be respectively 16"6, and 6 f ',5 ; 
they are subtracted from the equation of the centre): call these c and d ', and 
let/ and g be the tabular perturbations. Then the real perturbations are f — i 
and g — d ; and by increasing the masses of Venus and Mars, the sun’s tabular 
longitude would be increased by V (/ — c) and M (g — d). If then we neglect 
for the present the lunar equation, which we may do, since every group of 
equations will comprehend several lunations, we shall have a series of equa¬ 
tions similar to the following, each of which is true excepting the errors of ob¬ 
servation ; 

O = 15 sec23°28' X cos 2 decl X O^e + X + - S— — 1 - Jg- + V(/- c) + M(ff — d). 

600 17,177 

Dividing this by 15 sec 23° 28', and putting 600 x U xl as- 28' 
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__ _^ __M__ 

17,177 x 15 x sec 23° 28' ^ 15 sec 23° 28' V > 15 sec 23° 28' ~ tUe e( * Ua “ 

tion becomes 

0 = cos 9 decl X O — e 4- x *f a y + b z + v (/ — c) *+■ m (g — d). 

The equations thus formed were to be divided into groups of two kinds; 
one kind in which the coefficient of one of the unknown quantities was large, 
another in which it was small or negative: and by subtracting the sum of one 
group from the sum of the other, an equation would be obtained in which the 
coefficient of that quantity w r ould certainly be large, and in which the other 
coefficients probably would not be large. As there was some uncertainty 
respecting the values of c and d , it appeared desirable to eliminate them from 
all the equations but one: this was done by dividing the equations into groups 
of equal numbers and subtracting one from the other. Thus the equations were 
divided into eleven groups containing 606 equations, in which the value of a 
was positive or > — 3,8; and eleven groups containing 606 equations, in 
which a was negative and < — 3,8; their difference gave this equation : 

(j3)... 0 = + 85,484. -ex 9,382 +j/x 15048,9 - z X 368,58 + » x 1026,7 + mx 598,4. 

They w T ere again divided into eleven groups containing 006 equations, in 
which the value of b was positive and > 2,5 ; and eleven groups containing 
606 equations, in which b was < 2,5 or negative : their difference gave 
(y)...0 = - 22,785 -e x 13,832 -yx 174,5 + sr x 13319,28 + v X 517,3 + m X 636,0. 

They were then divided into thirteen groups of 606 equations, in which the 
value of / exceeded 15,4; and thirteen groups of 606 equations, in which/ 
was less than 15,4 : their difference gave 

(8)... 0 SB + 61,465 -ex 1,536 +y x 2905,7 + z x 95,50 + vX 6655,1 + m x 223,2. 

Similarly, they were divided into nine groups of 606 equations, in which g 
exceeded 6,3 ; and nine groups in which g was smaller: from their difference 
(e)... 0 = + 65,860 + e X 6,678 +y x 5706,9 + zx 3944,46 + v X 439,9 + m x 2307,2. 

Lastly, by adding together all the equations, 

(«)...0 = - 177,278 -ex 1118,282 + (x - vc - md) X 1212 -y x 1744,3 
4 s x 1418,96 + v x 19319,1 + m X 7519,8. 
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As it was probable that the epoch of the sun’s longitude ought to be altered, 
it was to be expected that the secular motion of the tables was incorrect. I 
had supposed, however, that this error might be neglected in the investiga¬ 
tions, and that the results would be sufficiently accurate for the mean time of 
the observations: but an examination of the groups showed that this was not 
the case. The equations in which the coefficients of x and those of y were 
alternately positive and negative, as well as those in which the coefficients of v 
were alternately great and small, were distributed with tolerable uniformity 
over the several years. But it was not so with those in which the coefficients 
of m were alternately large and small. A single group in which the coefficients 
of m were large, extended over nearly two years at the beginning of the period 
of the observations, and comprehended 219 observations. The equation then 
(s) intended to have the coefficient of m large, would be of the same nature as 
if the sum of the equations for se\ eral years were subtracted from the sum of 
the equations for several years previous and would therefore be much affected 
by the error in the secular motion. This was taken into account in the fol¬ 
lowing manner: let S be the number of seconds of space by which the secular 
motion ought to be increased; and let X now represent the correction of the 
epoch for 181G. Then in q years after 181G the tabular longitude would have 

been greater, had the secular motion been correct, by ~ ; and in r years by 

rS * 100 

If in this interval X observations had been made, distributed almost 

uniformly over the interval, the sum of all the increments of the tabular longi¬ 
tude would have been nearly ~ (■— + (^ + r) in seconds of 

space. By this quantity the errors of the tables (m the original equations con¬ 
taining X, Y, &c.) ought to be increased : and thei’efore, in the equations con- 

S 

taining .r, y , &c. they ought to be increased by * N (? + »)• 

Let — o — p . then the first term of each group, (in which X T is the 

number of equations, and q and r the years and fractions of years from the 
beginning of 1816 to the first and last observation respectively, of that group,) 
must be increased by p xN(f-j-r). Applying this to all the groups, it is 
found that (a) ought to be increased by + 14051 .p ; (j8) by — 220 . p ; (y) by 
-f 393 .p ; ($) by — 241 .p ; and (s) by — 3817 .p. 
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Solving the equations thus augmented, we find 

x — vc — m d =s ,37718 + e x ,9696 — p x 24,182 

3 / = — ,0043027 + e X ,000964 — p x ,0697 

z = ,0029488 + e X ,001419 —p X ,1278 

v = —,006674 + e x ,000049 —p X ,0004 

m = —,021682 — e x ,00775 X 2,042 

And (supposing c = 16,6, d = 6,5), ,r = ,12547 + eX ,9200 — p X 10,915 ; 
whence 


X = + 2,0518 + e x 

15,045 

— S X ,05458 

Y = + 44,2690 + e x 

5,589 

+ S X ,1545 

Z = - ,8283 -ex 

,399 

+ S X ,01096 

Vs- ,1091 + e x 

,0008 

- S X ,000002 

M = - ,3546 -ex 

,1267 + S X ,01021 


in which X, Y, Z, and S are expressed in seconds of space, and e in seconds of 
time. 

The Astronomer Royal, in his latest catalogue, has made e = 0",20. To 
determine S we have the following data. From the researches of M. Bi rck- 
hardt (Conn, des Terns, 1816,) it appears that the correction of the epoch in 
1/83, using Maskelyne’s catalogue, was 0",25 : in 1801, 0",8. And from the 
expression above for X it appears that the correction, using Maskelyne’s cata¬ 
logue, was + 2,05 in 1816 + 5,458 years, or in the middle of 1821. The com¬ 
parison of this with the correction for 1/83 gives S = 4",7: the comparison 
with that for 1801 gives S = 6",1. Now if there be in the sun’s motion any 
inequality of long period, the value of S which is wanted here is not the real 
increase of mean secular motion, but that which, independent of the inequalities 
taken into account in the tables, but including ail others, applies to the period 
of the observations. I have therefore taken S = 6",0. After these substi¬ 
tutions I find that 

The epoch for 1816 ought to be increased by 4",734; or, more exactly, free 
from any uncertainty respecting the value of S, the epoch for 1821,5 
ought to be increased by 5",061. 

The epoch of the perigee ought to be increased by 46 ;, ,3. 

(These epochs are to be measured from the equinoxial point adopted by 
Mr. Pond in his catalogue of 1826.) 
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The greatest equation of the centre ought to be diminished by 0",84. 

The mass of Venus ought to be reduced in the proportion of 10000: 8911, or 
9:8 nearly. 

The mass of Mars ought to be reduced in the proportion of 10000:6813, or 
22:15 nearly. 

Hitherto I have not considered the possible error in the coefficient of the lunar 
equation. The variations of this equation are so much more rapid than any 
of the others, that the other corrections may be determined independently 
of it, and it can be determined independently of them, and even without 
reducing the errors to errors of longitude. I have merely arranged the 
observed errors in M from the middle of 1816 to the end of 1820 in two 
groups, one comprehending all the observations between new moon and 
full, and the other all the observations between full moon and new; from 
each group I have found a mean, and have taken the difference of the 
means. The same has been done from the beginning of 1821 to the end of 
1826. Thus, to the end of 1820, 

Mean of 248 errors between new moon and full = — ,0825. 

Mean of 265 errors between full moon and new T = — ,1609. 

Excess of the former -f* ,0784 in seconds of time. 

After 1820. 

Mean of 374 errors between new moon and full = —, 4493. 

Mean of 325 errors between full moon and new = — ,5445. 

Excess of the former + >0952. 

Mean of the whole ,0881 in seconds of time, equivalent to 1",322 of space 

To find the alteration which this requires in the coefficient of the lunar 
equation, suppose k to be that alteration: then the correction to the sun’s lon¬ 
gitude would be very nearly k X sin diff. long, of sun and moon. Now in 
the number of observations that we have taken, we may suppose that the dif¬ 
ference of longitudes of the sun and moon has had different values between 0° 
and 360° without any remarkable preponderance of any particular values. 
To reduce this to calculation, suppose while the angle increased from o to ir, 
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n observations were made at the intervals -: then we must find the mean of 

. * . 2?r n 

the quantities k sin-, k sin —, &c. up to k sin v : in other words we must find 


the value of — 2 sin —. 

n n 


Now 2 sin — = — 

n 


2 cos - 


cos x — i • - 
n 


2 sin — 
2 n 


: which from x = 1 to 


#=??+1 is 


2 n 


and the mean = - 


2 k 


2 sin - 


2n 


tan - 


2n 


2n tan —- 
2n 


which when n is very 


2k 


great becomes nearly = . This then is the mean quantity by which the 

longitudes between new moon and full, so far as they depend on this equation, 
2k 

are too great, and similarly — is the mean quantity by which the longitudes 

* < 4 £ 

between full moon and new are too small. Taking the difference then, — = 

7t 

difference of mean errors = 1",322 ; whence k = l",04. And since the sun’s 
longitude, as far as it depends on this, is too great between new moon and 
full, at which time the lunar equation increases the longitude, it follows that 
the coefficient of the lunar equation ought to be diminished by l' / ,04. The 
coefficient in Delambre s tables is 7">5 ' hence, if the moon’s parallax be not 
altered, the quotient of the moon’s mass by the moon’s mass + the earth’s 
mass is to be diminished in the ratio of 29 :25 nearly. 

If these deductions could be relied on, we should have 

l 


Mass of Venus = 
Mass of Mars = 

Mass of the Moon = 


401211 

1 


3734602 
1 


X that of the Sun. 
X that of the Sun. 


80,4 


X that of the Earth. 


And the limits of the errors of Delambre’s tables, roughly estimated, would 
be as follows. 

Error in epoch for 1830 .— 5",6 

Greatest error from error in place of perigee . . . ± l f ',5 7 

Greatest error from error in greatest equation of centre ± 0,8 J 
Greatest error from the combination of these.± 1 ,7 
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Greatest error from error in mass of Venus. ± 1",5 

Greatest error from error in mass of Mars.± 1 ,9 

Greatest error from error in mass of the Moon .± 1 ,0 

Greatest possible negative error .— ll",7 

Greatest possible positive error.. + 0",5 


I shall now compare these results with those which have been found from 
an examination of some of Dr. Maskelyne’s observations. 

In the Connaissance des Terns for 1816, M. Burckhardt has given the 
results of a comparison of Delambre's tables with nearly four thousand of 
Maskelyne’s observations, extending from 1/74 to 1810. The following are 
his most important conclusions. 

1st. The correction of the epoch in 1801 was -f 0",8. In 1/83, + 0",25. In 
1732, — 3",0. The latter was found from 310 of Bradley’s observations, 
and the result seems doubtful, from the uncertainty of the reductions. 
2nd. The correction of the longitude of the perigee in 1783 was-}-25"; in 1801 
it was — 2",7. If these places of the perigee be used, the variable part of 
aberration is not to be applied, in order to find the sun’s apparent place. 
3rd. The correction of the greatest equation of the centre in 1783 w r as — 0",84; 
and in 1801,- l",23. 

4 th. The coefficient of the lunar equation to be diminished from 7">5 to 6",8. 
5th. The mass of Venus to be diminished -£-th. 

6th. The mass of Mars to be diminished ?vth '• which produces an almost in¬ 
sensible effect on the sun’s longitude. 

The general agreement of my conclusions with those of M. Burckhardt is 
highly satisfactory. The correction of the equation of the centre and the 
diminution of the mass of Venus are absolutely the same: the diminution of 
the coefficient of the lunar equation differs very little. In the diminution of 
the mass of Mars there is a sensible difference: and though my equation for 
m is not so favourable for its exact determination as those for y, %, and i\ yet I 
am inclined to think that M. Burckhardt’s diminution is not sufficient. The 
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slight disagreement in the increase of secular motion deduced from the com¬ 
parison of my correction of the epoch with the two given by M. Burckhardt, 
(a correction which in general is liable to less uncertainty than any other,) 
seems to show that there is still some very small inequality in the suns motion 
not included in the tables. 

But our deductions as to the correction of the place of the perigee do not 
present the same agreement. It must be observed that the variable part of 
aberration is included in the longitude given by M. Burckhardt’s corrected 
perigee. Now the effect of this variable part is the same as if the longitude of 
the perigee were increased by 10",1. Consequently M. Burckhardt’s cor¬ 
rection of the perigee ought to be diminished by 10",1. Thus we have, 

Correction of perigee in 1783, -f 14",9 
Correction of perigee in 1801, — 12",8 
Correction of perigee in 1821, + 46",3 

The motion of the perigee then appears to be of the most irregular kind. Of 
the accuracy of the correction for 1816, as established by Mr. Ponds obser¬ 
vations, there can be no doubt. Independently of the very great care which 
has been used, by systematic checks on every part of the operations, to insure 
accuracy in the numerical calculations, it is sufficient to glance at the dis¬ 
crepancies of the observed and calculated M, in order to see that the longitude 
of the perigee must be increased. The negative errors of the tables are in¬ 
variably greatest in summer. The necessity of diminishing the masses of 
Venus and Mars, and even of diminishing the equation of the centre, is not 
evident till the equations are formed: but the error and the kind of error in 
the place of the perigee will never be doubted by any one who has seen the 
observations. The equation also (/3) in which the coefficient of y is large, is 
very favourable for its exact determination. 

I can see only two ways in which this singular irregularity can be accounted 
for. One is by supposing that the term in the motion of the perigee which 
depends on the square of the time is incorrectly calculated. I have too much 
confidence in the accuracy of the results in the Mecanique Celeste to suppose 
there the existence of an error sufficiently great. The other is by supposing 
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some yet undiscovered inequality of the form a . sin c) where 6 is the sun’s 
mean longitude and b a coefficient differing veiy little from unity. This I 
suspect to be the true cause of the discordance of theory and observation. 

The corrections which I have stated as the result of this examination differ 
in some degree from those deduced in the Phil. Trans, for 1827, p. 65, &c. 
from Mr. South’s observations. The smallness of the number of observations 
there used, and the rejection of any alteration of the planetary perturbations, 
are sufficient to account for this difference. 

G. B. Airy. 

Trinity College, Cambridge , 

Oct. 3rd , 1827. 


POSTSCRIPT. 


I have the satisfaction of stating to the Royal Society, that since the com¬ 
munication of the paper above, my conjecture with regard to the origin of one 
of the irregularities noticed in it has been completely verified. Upon examina¬ 
tion of the planetary theory, I find that in consequence of the action of Venus, 
the Earth's motion in longitude is affected with an inequality for which the 
expression, taking the mass of Venus as determined in this paper, is 

2",6 x sin-^8 x mean long. Venus — 13 x mean long. Earth + 39° 57 j*. 

The period of this inequality is about 240 years. This term accounts com¬ 
pletely for the difference in the secular motions given by the comparison of the 
epochs of 1783 and 1821, and by that of the epochs of 1801 and 1821. From 
the known relations of terms in the investigations of physical astronomy, it 
will be seen that there must be in the expression for the Earth’s longitude, 
terms, probably sensible, of the forms 


and 


A. sin -^8 x mean long. Venus — 12 x mean long. Earth + bJ^, 
C. sm-^14 x mean long. Earth — 8 x mean long. Venus -f D^-; 


and these may account for the alteration of the equation of the centre, and the 
irregular motion of the perigee. The earth’s latitude also must be affected 
MDCCCXXVIII. F 
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with similar terms. I have been prevented from calculating these terms, and 
from extending the former so as to include the parts depending on the secular 
v ariations of the elements, and even from examining some parts so carefully as 
I could wish, by the excessive labour attending these investigations. The term 
calculated is of the 5 th order; and I believe it may be fairly stated that the 
labour of the calculation is twenty times as great as for the long inequality of 
Saturn, and far greater than for any term hitherto treated of. I shall resume 
the investigations as soon as I have sufficient leisure and spirits: and I propose 
then to lay before the Society a more detailed account of the calculation. 

G. B. Airy. 

Trinity College , 

December 1 6th, 1827- 


Erratum in the Paper on Mr. South’s observations. 

In the Phil. Trans for 1827, page 69, line 16 ,-for I s 30°, V 30°, V 30°, 10* 30°, —lead V 13 c 
4 s 15°, 7 s 15°, 10* 15°. This error has not aflected the calculations 
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IV. Experiments to determine the difference in the length of the seconds pen¬ 
dulum in London and in Paris. By Captain Edward Sabine, of the Royal 
Artillery , Secretary of the Royal Society. Communicated by Thomas Young, 
M.D., Foreign Secretary to the Royal Society , and Secretary to the Board of 
Longitude. 


Read November 15, 1827. 

THE length of the pendulum vibrating seconds having been measured in 
London by the method and apparatus of Kater, and in Paris by those of Borda 
and Biot, and the standards of linear measure of the two countries having been 
referred respectively to those measurements for future verification, an endea¬ 
vour was made by M. Arago in 1817 and 1818, at the instance of the Bureau 
dcs Longitudes, to bring the lengths so measured into direct comparison with 
each other, by ascertaining, by means of invariable pendulums conveyed inter¬ 
mediately between Paris and London, the difference of length that actually 
exists between the pendulums at those places; which difference ought also to 
be that between the absolute measurements. 

From a summary account of the proceedings on that occasion, published at 
the close of the 3rd volume of the Base du Systeme Metrique, we learn that from 
certain accidental causes therein noticed, the rates of the pendulums employed 
were not obtained with sufficient precision to make the result conclusive. 

By the indulgence of the Duke of Wellington, Master General of the Ord¬ 
nance, the leave of absence from my regiment, under which I had completed 
my former pendulum experiments, was continued whilst I should have the 
means of employing inyself usefully. No better mode of doing so presented 
itself, with such means as were within my command, than to carry into effect 
a purpose which had been deemed of sufficient importance to have been recom¬ 
mended by the Bureau des Longitudes, and undertaken by M. Arago. 

M. Schumacher had requested me to procure for him an invariable pen¬ 
dulum similar to those I had employed in my own experiments, and to aseer- 

F 2 
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tain its rate at Mr. Browne’s house in London, before it should be sent to him 
at Altona. Having communicated to M. Schumacher my wish to use this 
pendulum in the comparison between London and Paris, I received his most 
ready consent; although it would occasion a delay of some months in the 
period of the pendulum’s reaching him. My intention being also known to 
the Board of Longitude, I obtained permission to employ a pendulum belong¬ 
ing to the Board, which had been made at the same time as M. Schumacher’s, 
to replace the one formerly lent to Captain Hall, and since supplied at the 
request of the Russian Government, to Captain Lutke of the Russian Navy, on 
a scientific voyage to the Pacific. The Board’s pendulum was marked No. /, 
and M. Schumacher’s No. 8. Each was accompanied by an iron tripod stand, 
and the usual apparatus of agate planes, thermometers, &c.: and with M. Schu¬ 
macher’s was a tripod stand of oak, designed to support the clock used in the 
observation of coincidences. The tripod stands of the clock and pendulums 
were in all respects similar to those I had used in my former experiments, 
which renders a particular description of them here unnecessary. The instru¬ 
ments were forwarded to me at Paris by Mr. Jones their maker, early in the year, 
so as to be in readiness to commence the experiments when the spring should 
be sufficiently advanced; and by the good offices of M. Arago they passed the 
Custom-house at Calais with no other inconvenience than a short delay. 

From the moment that my intention was known at Paris, the utmost desire 
was shown by the gentlemen of the Royal Observatory to afford me every pos¬ 
sible facility and accommodation. The Salle de la Meridienne, in which 
M. Biot’s experiments had been made, was placed at my disposal; and one of 
the pendulum stands was established, as near as its shape would permit, to the 
very spot in which his measurement had been made. A clock which had been 
previously used in pendulum experiments was supplied for the observation of 
coincidences ; and its daily rate was ascertained with the necessaiy exactness 
by M. Mathieu, by comparing it at intervals of twelve hours with the transit 
clock of the Observatory. Having assured myself by trial on the 27 th of April 
that all parts of the apparatus were in order to commence, the dispositions 
being in every particular the same as those I had adopted in my former expe¬ 
riments, and the weather having apparently set in mild and steady, the obser¬ 
vations were begun on the following day. 
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No. I. of the Tables forming an Appendix to this Paper, contains an account 
of the daily rate of the clock used in observing coincidences, from the 27th of 
April to the 10th of May inclusive, and is given precisely as I received it from 
M. Mathieu. In Table II. are contained the particulars of thirteen distinct 
determinations of the rate of pendulum No. 8 obtained by the method of coin¬ 
cidences. In twelve of these the knife edge of the pendulum rested on its own 
agate planes, and in the thirteenth experiment on those belonging to No. 7* 
The planes were numbered according to the pendulums to which they be¬ 
longed. Of the thirteen determinations, four were obtained by M. Mathieu, 
four by M. Nicollet, three by myself, one conjointly by M. Nicollet and 
M. Sayary, and one conjointly by M. Savary and myself. Corrected for the 
arcs of vibration and for the buoyancy of the air, and reduced to a common 
temperature of 58° Fahr., being the mean of all the temperatures at which 


they were made, the results were as follows : 

Experiment 1 . M. Mathieu . 85922,12 Vibrations. 

Experiment 2. Captain Sabine . 85922,40 Vibrations. 

Experiment 3. M. Nicollet . 85922,33 Vibrations. 

Experiment 4. M. Mathieu . 85922,28 Vibrations. 

Experiment 5. M, Nicollet ...... 85922,56 Vibrations. 

Experiment 6. Captain Sabine . 85922,54 Vibrations. 

Experiment 7- M. Mathieu . 85921,51 Vibrations. 

Experiment 8. M. Nicollet . 85921,81 Vibrations. 

Experiment 9. Captain Sabine . 85921,95 Vibrations. 

Experiment 10. M. Mathieu . 85921,88 Vibrations. 

Experiment 11. MM. Nicollet and Savary . 85921,90 Vibrations. 

Experiment 12. M. Savary and Captain Sabine 85921,91 Vibrations. 
Experiment 13. M. Nicollet .. 85922,65 Vibrations. 


Table III. contains the particulars of thirteen determinations of the rate of 
pendulum No. 7, obtained also by the method of coincidences. In eleven of 
these the knife edge rested on the planes of No. 8, and in the two others on its 
own planes. In addition to the gentlemen who favoured me with their co¬ 
operation in the experiments with the pendulum No. 8, I had the pleasure 
of being joined in those with this pendulum by Captains Freycinet and 
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Duperrey ; whose voyages round the worlds specially devoted to the sciences, 
have done so much honour to their country and to themselves, and have con¬ 
tributed so largely to the extension of pendulum experiments in particular. 
Of the thirteen determinations,—six were obtained by M. Mathieu, three by 
M. Nicollet, one by M. Savary, one by Captain Freycinet, one by Captain 
Duperrey, and one by myself. Corrected for the arcs mid for the buoyancy of 
the air, and reduced to a common temperature of 60° Fa hr., being the mean 
temperature at which they were made, the results are as follows : 


Experiment 1. M. Mathieu . 85933,81 Vibrations. 

Experiment 2. M. Nicollet . 85934,15 Vibrations. 

Experiment 3. Captain Sabine .... 85934,09 Vibrations. 

Experiment 4. M. Mathieu . 85933,93 Vibrations. 

Experiment 5. M. Mathieu . 85934,14 Vibrations. 

Experiment 6. Captain Duperrey . . . 85934,40 Vibrations. 

Experiment 7. M. Mathieu . 85933,92 Vibrations. 

Experiment 8. M. Nicollet . 85934,19 Vibrations. 

Experiment 9. Captain Freycinet . . . 85934,21 Vibrations. 

Experiment 10. M. Mathieu . 85933,96 Vibrations. 

Experiment 11. M. Nicollet . 85934,30 Vibrations. 

Experiment 12. M. Mathieu ..... 85934,77 Vibrations. 

Experiment 13. M. Savary . 85934,83 Vibrations. 


Whilst each of the pendulums was thus in its turn employed in the observa¬ 
tion of coincidences, a series of experiments was at the same time carrying on 
with the other to ascertain its rate by means of a journeyman clock or counter ; 
the second tripod stand being placed for that purpose on the opposite side of 
the room. This method was employed by Captains Freycinet and Duper¬ 
rey in the pendulum experiments made during their voyages; and though 
inferior to that of coincidences in the approximation and accordance of indi¬ 
vidual results, there appears no reason to doubt that by sufficiently multiplying 
the observations it would conduct to the same mean determination- In the 
present case five results only were obtained with No. 8, and a like number with 
No. 7- Those with No. 8, although exhibiting discordances with each other 
exceeding two seconds in amount, afford a mean approaching within three 
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tenths of a second of that furnished by the coincidences. The particulars of 
these are given in Table V, and of those with pendulum No. 7 in Table IV. 
The whole of these experiments were conducted by M. Mathieu, assisted 
either by M. Nicollet, M. Savary, or myself, as two observers are requisite in 
this method. The planes of No. 7 were used throughout, except in the last 
experiment with pendulum No. 8. The thermometer, and the arc by which the 
amplitude of vibration was registered, were carefully compared, and found to 
agree with those used in the experiments by the other method. Each com¬ 
parison of the clock and counter entered in the Tables is a mean of eleven ob¬ 
servations. The several results with each pendulum corrected for the arc and 
for the buoyancy of the atmosphere, and reduced to the same common tem¬ 
perature respectively as those obtained by the coincidences, are as follows : 


Pendulum No. 8. 

Experiment 1. 85920,87 Vibrations. 
Experiment 2. 85921,15 Vibrations. 
Experiment 3. 85921,34 Vibrations. 
Experiment 4. 85922,73 Vibrations. 
Experiment 5. 85923,18 Vibrations. 


Pendulum No. 7- 

Experiment 1 . 85933,49 Vibrations. 
Experiment 2. 85932,86 Vibrations. 
Experiments. 85931,88 Vibrations. 
Experiment 4. 85933,01 Vibrations. 
Experiment 5. 85932,92 Vibrations. 


It appears then as the mean result of eighteen distinct experiments with 
each pendulum,—thirteen obtained by the method of coincidences, and five by 
the counter,—that the pendulum No. 8 would perform 85922,06 vibrations at 
58° Fahr., and pendulum No. 7, 85933,83 vibrations at 60° Fahr., in twenty- 
four hours of mean solar time, in a vacuum, at the spot in which M. Biot 
measured the length of the seconds pendulum at Paris. 


Early in September, the pendulums and stands having been conveyed from 
Paris to London by water, as the least expensive mode of transport and that 
in which the pendulums were least likely to be injured, and the summer tem¬ 
perature having lowered to nearly the same average as during the period of 
observation at Paris, the comparative experiments in Portland Place were 
commenced. Mr. Browne’s absence from London at that season of the year 
having deprived me of the valuable assistance I have been accustomed to re- 
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ceive from him on similar occasions, in his very exact determination of the 
daily rate of his clocks, I employed for that purpose a small transit instrument 
of my own, placed in a temporary observatory which Mr. Browne has built 
on the top of his house. With this instrument the rate of Mr. Browne’s 
clock by Molyneux was determined between the 12th and 23rd of September 
as is shown in Tables VI, VII, and VIII; and the rate of his clock by Cumming, 
with which the coincidences were observed, was obtained by the morning and 
evening comparisons with Molyneux entered in Table IX. It will be seen by 
this table that the difference in the time shown by the two clocks between the 
12th and 21st of September never exceeded 29 s ,9 or fell short of 29 s ,7 • an 
additional instance of the steady going of those clocks, of which so many 
former proofs are on record. The comparisons in this Table afford also a 
veiy satisfactory presumption that a detached pendulum vibrating in front of 
the pendulum of a clock, as in the observation of coincidences, has no per¬ 
ceptible influence on the going of the clock: the detached pendulum in this 
case was kept in almost continual vibration, as may be seen by Tables X. and 
XI. between the morning and evening comparisons, and was always at rest 
between the evening and the morning: the effect of its motion on the clock, if 
indeed there was any effect at all, was perfectly insensible. The transit obser¬ 
vations give reason to conclude that the trifling gain of Cumming on Molyneux 
on the 21st, 22nd, and 23rd of September, by which their difference was gra¬ 
dually increased to 30 s ,6 at 10 P.M. on the 23rd September, was an increase in 
the rate of Cumming rather than a diminution in that of Molyneux ; and it is 
accordingly so considered in the daily rate of Cumming deduced in Table IX. 
from the comparisons with Moly neux. 

In Tables X. and XI. are contained the particulars of twelve results obtained 
with pendulum No. 7 , and of ten with pendulum No. 8, all by the method of 
coincidences, the pendulums being used at the same spot in which Captain 
Kater’s measurement of the length of the seconds pendulum was made. The 
agate planes of No. 8 were employed as at Paris in the greater part of the ex¬ 
periments ; the two last with each pendulum being the only experiments in 
which the planes of No. 7 were used. The thermometer was the same as at 
Paris, and suspended precisely at the same distance below the knife edge. 
The arc for noting the amplitude of vibration was also the same. Of the 
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twelve experiments with pendulum No. 7 , two were made by M. Quetelet of 
Brussels (who has since undertaken a series of pendulum experiments at the 
principal cities of the Netherlands), and the remainder by myself. Of the ten 
with pendulum No. 8, two were made by M. Quetelet, one by Captain 
Chapman of the Royal Artillery, and the others by myself. I had greatly to 
regret the absence from London of Mr. Baily, and of Captain Beaufort, R.N., 
Fellows of the Royal Society, who had otherwise promised me their co-opera¬ 
tion. The results corrected for the arcs of vibration and for the buoyancy of 
the atmosphere, and reduced to a common temperature of 63° Fahr., being 
the mean at which they were made, are as follows : 


/-Experiment 

1. . 

Captain Sabine. 

85944,61 vibrations. 

Experiment 

2 . 

Captain Sabine. 

85944,48 vibrations. 

Experiment 

3. . 

Captain Sabine. 

85944,55 vibrations. 

Experiment 

4. . 

Captain Sabine. 

85944,64 vibrations. 

Experiment 

5. . 

Captain Sabine. 

85944,55 vibrations. 

Experiment 

6. . 

Captain Sabine. 

85944,63 vibrations. 

Experiment 

7- • 

Captain Sabine. 

85944,41 vibrations. 

Experiment 

8. . 

Captain Sabine. 

85944,72 vibrations. 

Experiment 

9. . 

M. Quetelet. . . 

85944,79 vibrations. 

Experiment 

10. . 

Captain Sabine. 

85944,60 vibrations. 

Experiment 

11. . 

M. Quetelet. . . 

85944,71 vibrations. 

^■Experiment 

12. . 

Captain Sabine. 

85944,50 vibrations. 

r Experiment 

1. . 

Captain Sabine. 

85932,05 vibrations. 

Experiment 

2. . 

Captain Sabine. 

85932,09 vibrations. 

Experiment 

3. . 

Captain Sabine. 

85932,04 vibrations. 

Experiment 

4. . 

Captain Sabine. 

85932,00 vibrations. 

Experiment 

5. . 

M. Quetelet. . . 

85932,17 vibrations. 

Experiment 

6. . 

M. Quetelet. . . 

85932,29 vibrations. 

Experiment 

7. . 

Captain Sabine. . . 

85932,13 vibrations. 

Experiment 

8. . 

Captain Sabine. . . 

85931,93 vibrations. 

Experiment 

9. . 

Captain Sabine. . . 

85931,84 vibrations. 

^Experiment 

10. . 

Captain Chapman. . , 

85931,85 vibrations. 


MDCCCXXVIII. 


o 
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It appears then, by these experiments, that the pendulum No. 7 would make 
85944,60 vibrations at 63° Fahr., and the pendulum No. 8, 85932,04 at 63°, 
in 24 hours of mean solar time, in a vacuum, at the spot in which Captain 
Kater measured the length of the seconds pendulum in London. 


We have, therefore, for pendulum No. 7? 85933,83 vibrations at 60° Fahr. 
in Paris, and 85944,60 vibrations at 63° in London ; and for pendulum No. 8, 
85922,06 vibrations at 58° at Paris, and 85932,04 vibrations at 63° in London. 

Employing 0,421 of a vibration per diem as the equivalent to one degree of 
Fahrenheit’s scale (according to the result of the experiments made with two 
similar pendulums, of which the particulars are related in the volume of my 
former pendulum experiments, pages 198—208), and reducing the vibrations 
in Paris and in London to a common temperature of 60°, we have 


For Pendulum No. 7 * For Pendulum No. 8. 

In Paris .... 85933,83 . 85921,22 

In London . . . 85945,80 . 85933,30 

Whence the accelerations . . 12,03.12,08 


The mean acceleration is 12,05.—Such is the result obtained by taking into 
account the experiments made by means of the counter as well as those by the 
observation of coincidences ; and with the agate planes belonging to No. 7 , as 
well as with those belonging to No. 8 : that is to say, all the experiments made 
with either pendulum. 

Should we confine ourselves to that portion of the experiments alone m 
which the method of coincidences was followed and the planes of No. 8 em¬ 
ployed, we obtain as the mean of eleven distinct results in Paris and ten in 
London with pendulum No. 7 , twelve in Paris and seven in London with 
pendulum No. 8, an acceleration of 11,93 vibrations. Finally, therefore, if we 
regard in round numbers 12 seconds as the acceleration between Paris and 
London, we are warranted by these experiments in considering one tenth of 
a second, per diem, as the limit of probable error, and that it is extremely 
unlikely that the error should amount to two tenths of a second. 
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The length of the seconds pendulum in Mr. Browne’s house in London, 
by Rater’s measurement, is 39,13908; and in the Salle de la Meridienne in 
the Observatory at Paris, by Biot’s measurement, 39,12843. The difference of 
these two numbers is ,01065, corresponding to an acceleration of 11,76 seconds. 
The difference in the length of the seconds pendulum in London and in Paris, 
equivalent to an acceleration of 12 seconds, is ,01088. Captain Rater’s 
measurement in London, transferred to Paris by means of an acceleration of 
12 seconds, would make the pendulum in Paris 39,12820, instead of 39,1^843, 
the determination of M. Biot : and M. Biot’s measurement, transferred in like 
manner to London, would make its pendulum 39,13931, instead of 39,13908 
as measured by Rater. 

It is fitting that I should notice the original measurement of the length of 
the seconds pendulum in the Observatory at Paris, made in 1792 by M. Borda. 
The result he obtained was 39,12776; but as his experiments were made in 
the basement story of the Observatory, which is two stories lower than the 
Salle de la Meridienne, a compensation of ,00012, equivalent to something 
more than 30 feet, may be supposed to place M. Borda’s result in fair com¬ 
parison with M. Biot’s. Thus reduced, M. Borda’s result becomes 39,12764 
for the Salle de la Meridienne. 

Without the slightest intention of deciding between authorities, each of 
whom is deservedly held in such high respect,—and viewing indeed the very 
small differences in the three determinations as evidencing, in a remarkable 
manner, the ingenuity of the respective methods, and the experimental skill 
by which each w r as obtained,—it may be remarked in conclusion, that if a 
mean be taken for the Observatory at Paris, between the measurements of 
Borda, Biot, and Rater, (the latter transferred to Paris by means of the in¬ 
termediate acceleration of 12 seconds,) the determination of Rater will be 
found to hold very nearly the middle line between the other two; approach¬ 
ing nearer by ,00011 (equivalent to somewdiat more than one-tenth of a vi¬ 
bration per diem) to the measurement of Biot than to that of Borda. 


g 2 
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Table I. —Paris.—Comparaisons de l’Horloge qui a send aux Experiences du Pen- 
dule Invariable avec 1’Horloge Siderale qui est k cote de la Lunette M6ridienne. 


Ann4e 1827 

Epoques moyennes des 
Comparaisons 

* o-§ 

•of* e 

a —i vy 

Intervalles entre les Comparaisons 

Retard de l’horloge 
sur le terns moyen 

a I’horloge 
d’expenence 

a l’horloge 
siderale. 

^ S 
£ si 

a 

l’horloge 

siderale 

en terns 
sideral. 

cn terns 
raoyen. 

a l’horloge. 
d’exp^nence. 

entre les 
compar. 

en 24 h 
moyennes 

Avnl 

27 

( Matin 
( Soir 

8 64 42,00 

9 14 68,00 

h m s 

23 46 42,65 
12 10 49,31 

6 

4-0,23 

h 

12 

m 

24 

. 

6,66 

h 

12 

m 

24 

6,54 

h 

12 

m 

00 

4,64 

h 

12 

IB 

20 

16,00 

m e 

1 48,64 

3 31,33 

28. 

( Maim 
[ Soir 

7 34 29,00 
9 48 28,33 

22 33 33,31 
12 51 58,21 

40,23 

14 

IS 

24,90 

14 

18 

24,77 

14 

16 

4,14 

14 

13 

59,33 

2 4,81 

3 30,45 

29 

{ Matin 
X Soir 

6 05 17,33 
6 17 35,00 

21 11 22,05 
9 27 27,19 

-0,26 

12 

16 

5,14 

12 

16 

5,27 

12 

14 

4,68 

12 

12 

17,67 !l 47,01 

3 30,42 

30 

{ Matin 
X Soir 

5 59 55,00 

6 14 12,00 

21 13 25,58 
9 31 31,02 

-0,13 

12 

18 

5,44 

12 

18 

5,51 

12 

16 

4,59 

12 

14 

17,00 j 47,59 

| 

3 30,99 

Mai 

$ Matin 
1 So.r 

6 43 27,00 
6 19 50,00 

22 04 39,15 
9 44 38,78 

-0,25 

11 

39 

69,63 

11 

39 

59,75 

11 

38 

5,07 

11 

36 

1 

23,00'l 42,07 

3 31,06 

2 

( Matin 
l Soir 

6 02 10,33 
6 25 27,00 

21 30 37,88 
9 57 45,67 

1 

-0,35 1 

12 

27 

7,79 

12 

27 

7.97 

12 

25 

5,57 

12 

23 

16,67 

1 48,90 

3 30,46 

3 

$ Matin 
( Soir 

6 34 44,00 
6 17 04,10 

22 10 49,41 

9 56 47,85 | 

-0,28 

11 

45 

58,44 

11 

45 

58,58 

11 

44 

2,92 

11 

42 

20,10 

1 42,82 

3 30,29 

4 

f Matin 
X Soir 

6 17 22,67 
6 18 41,00 

22 00 50,93 
10 05 53,72 

l 

-0,13 

12 

5 

2,79 

12 

5 

2,85 

12 

3 

4,07 1 

12 

1 

1S,33 

1 45,74 

3 30,58 

5 

< Matin 
{ Soir 

6 22 59,00 
4 43 32,00 

22 13 57,05 
8 37 43,16 

j 0,00 

10 

23 

46,11 

10 

23 

46,11 

10 

22 

3,92 

10 

20 

33,00,1 30,92 

! 

3 30,46 

7 

$ Matin 
i Soir 

7 33 04,33 
7 47 22,00 

23 39 21,22 
11 57 27,28 

40,08 

12 

1 

18 

6,06 

!l2 

! 

18 

6,02 

12 

: 

16 

5,10 

112 

14 

17,67 

1 47,43 

3 30,16 

8. 

f Matin 
( Soir 

8 17 35,00 
8 26 5 2,33 

0 31 34,09 
12 44 38,39 

40,12 

! 

.12 

13 

4,30 

! 

1 

12 

1 

13 

4,24 

12 

11 

4,14 

12 

9 

17,33 

1 46,81 

'3 30,38 

10. 

5 Matin 
( Soir 

6 09 07,00 

7 51 11,00 

22 37 22,65 
12 23 42,76 

40,12 

13 

46 

20,10 j!3 

46 

20,03 

113 

I 

44 

4,66 

13 

42 

4,00 

2 0,66 

3 30,66 

| 


La marche diume de l’horloge siderale a ete obtenue par les passages des 
etoiles au meridien. Je me suis partieulibrement attache a observer les pas¬ 
sages de jour. La veille du jour oh Ton a commence les experiences du pendule,, 
le 26 avril, j’avais trouve par 4 etoiles le retard absolu de 1’horloge siderale 
sur le temps sideral. Je l’ai ensuite determine le 27 par 9 etoiles, le 28 par 8 
etoiles, le 29 par 8 etoiles, le 30 par 2 etoiles, le I er mai par 4 etoiles, le 2 par 
8 etoiles, le 3 par 3 etoiles, le 4 par 6 etoiles. Des retards absolus obtenus 
cbaque jour j’ai conclu la marche diurne du 27 avril au 4 mai. Les petites 
irregularites que Ton remarque dans les avances ou retards diurnes tiennent 
aux changemens de temperature qui ont etc tres sensibles. Le ciel s’est 
couvert le Samedi 5 mai, je n’ai pu revoir des etoiles que le 9: j’en ai observe 
4 qui m’ont servi k conclure la marche diurne pour le 5, le 7? le 8, et le 10. 
Les nombres que j’ai adoptes pour ces quatre jours sont d’ailleurs confirmes 
par les passages du soleil au meridien. 
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Table II. (Continued.) 


April 28th P M. Clock making 86189,55 Vibrations in a Mean Solar Day. 


a ,68. Th. 14°,4 Cent ' 


L757 ,00. Th 14 ,3 Cent. } 

Observer, M Nicollet 


84. Th. 14°,85. Planes No. 8. Therm. No. 4 


Therm. 

^3 

O £ 

Times of 

Arc of 

Intervals between Coincidences. 

Correc- 

Corrected Vibra- 

£5 

Disapp 

Ite-app. 

Coincidence. 

tion 

Nos. 

Clock. Pendulum. 

Arc. 

tions in 24 Hours 
Mean Solar Time. 

o 


m s 

™ a 

h m s 

0 


Vibrations Vibrations, 

+ 


56,7 | 

i i 

16 01 

16 04 

14 16 02,5 

0,98 

1-16 

630,6 628,6 

0,70 | 

85916,92 


2 * 

26 29 

26 34 

14 26 31,5 

0,94 

2 — 17 

630,77 628,77 

0,64 ; 

85916,94 


3 i 

36 57 

| 37 03 

; 14 37 00 

0,88 

3 — 18 

I 631,0 629,0 

0,57 

85916,95 


4 

47 25 ' 

1 47 37 

1 14 47 31 ' 

' 0,81 




I- 


„ I 8 ; 

56,4 | 9 i 

! io i 
! 11 | 
I 12 ! 
56,4 | 13 
; 14 
| 15 
I 16 

! 17 

56,4 { 18 


15 08 30 0,72 

15 19 00,5 0,67 
15 29 32,5 0,63 
15 40 03,5 0,59 

15 50 32,5 0,56 

16 01 06 0,52 

16 11 34 

16 22 08,5 0,47 
16 32 37,5 . .. 
16 43 11 0,39 

16 53 41,5 0,38 

17 04 13 0,36 

17 14 45 0,34 


Mean; Vibrations at 5G C ,46 Fahr 


Reduction to 58° Fahr.. — 0,65 

Correction for buoyancy .. +6,04 

Vibrations in vacuo at 58° Fahr. j 85922,33 


Exp. 4. April 29th A.M. Clock making 86189,58 Vibrations in a Mean Solar Day. 
Barom. ££ £ent.J 758 »» 92> Th . 13 o >65> pIanes No 8 . Therm No 

Observer, M. Matiiieu 


Therm No 4. 



Intervals between Coincidences, j Correc J 

Corrected Vibra- 

Nos. Clock. 

Pendulum, j Arc. Mean Solar Time. 

Vibrations 

Vibrations + 


1 — 16 631,73 

629,73 0,74 

85917,48 

2 — 17 631,93 

629,93 0,65 

85917,47 

3 — 18 631,83 

629,83 0,59 

85917,37 

| Mean; Vibrations at 55°,07 Fahr. 

85917,44 

I Reduction to 58 

0 Fahr.. 

— 1,23 

Correction for buoyancy. 

+ 6,07 

Vibrations in vacuo at 58° Fahr. 

85922,28 
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Table II. (Continued.) 


Exp. 5. April 29th A.M. Clock making 86189,58 Vibrations m a Mean Solar Day. 

Baron, {’““ft t11. If5 ^ »• ™e™. 

Observer, M. Nicollet 



© - 

Times of 

Arc of 







Disapp. Re-app. Coincidence. 

tm u. 

O 


ms ms h m s 

o 

56,3 

i 

37 12'37 13 9 37 12,5 

1,05 


2 

47 40 l 47 42 9 47 41 

1,00 


3 

58 07 ! 58 12 9 58 09,5 

0,92 


4 

08 37 | 08 42 10 08 39,5 

0,86 

56,6 

5 

19 06 j 19 12 10 19 09 

0,81 


6 




7 

40 06 40 15 10 40 10,5 

0,70 


8 



56,8 

9 

01 09 J 01 19 11 01 14 

0,60 


10 




ii : 

! 22 08 | 22 18 11 22 13 

0^52 


12 ! 

! 32 42 J 32 50 11 32 46 



13 

! 43 11 1 43 22 11 43 16,5 

0*4*6 


14 

! 53 43 ! 53 54 11 53 48,5 

! 0,42 

67,2 

15 

04 14 ! 04 25 12 04 19,5 

i 0.40 


16 : 

14 46 1 14 57 12 14 51,5 

1 0,38 


17 

25 16 1 25 28 12 25 22 i 

I 0,36 


1 18 

35 48 ! 35 59 12 35 53,5 

' 0,32 


19 

.1. 


57,6 

20 1 

56 48 ! 57 04 12 56 56 ! 

! 6,30 


21 ' 

07 20 ,07 34 13 07 27 

; 0,26 

57,7 

22 

| 17 48| 18 08 13 17 58 

0,25 


Nos Clock. Pendulum. Arc. 

Vibrations Vibrations "4“ 

1—20 630,71 628,71 0,66 

2 — 21 630,84 628,84 0,57 

3 — 22 630,97 628,97 0,48 

Mean, Vibrations at 57°,03 Fahr 


85916,96 

85916,93 

85916,88 


Reduction to 58° Fahr. . 
Correction for buoyancy . 


Vibiations in vacuo at 58° Fahr 



Exp. 6 . April 29th P M. Clock making 86189,58 Vibrations in a Mean Solar Day. 
Barom. 758 mra ,84. Th. 14 °,9 Cent. Planes No. 8. Therm No 4. Observer, Captain Sabine. 



Intervals between Coincidences I 

Correc- 

Corrected Vibra- 

Nos | Clock. 

Pendulum. 

Arc* . 

Mean Solar Time. 

1 Vibrations 

1 — 16 '630,167 

2 — 17 630,467 
3—18 630,533 

Vibrations 

628,167 

628,467 

628,533 

+ 

0,74 

0,63 

0,55 

85916.80 

85916.81 
85916,75 

Mean; Vibrations at 57°,27. 

t Fahr.| 

85916,79 

Reduction to 58° Fahr ........ 

Correction for buoyancy. 

— 0,30 
-1-6,05 

Vibrations m tacuo at 58° I 

i* AHR. 

85922,54 
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Table II. (Continued.) 


Exp. 7. April 80th A.M. Clock making 86189,01 Vibrations in a Mean Solar Day. 
Barom. Jq. Th. lf’s Snt.} 76 ° m,a > 10 - Th. 14°,15. Planes No. 8. Them. No. 4. 

Observer, M. Mathieu. 



Intervals between Coincidences. | 

Correc- 

Corrected Vibra. 

Nos. 

Clock. 

Pendulum. 

Arc. 

tions in 24 Hours 
Mean Solar Time 

1-16 

2—17 

3 — 18 

Vibrations 

630,57 

630,7 

630,77 

"Vibrations. 

628,57 

628,7 

628,77 

+ 

0,75 

0,67 

0,60 

85916,37 

85916,37 

85916,32 

Mean; 

Vibrations at 55°,83 Fahr. 

85916,35 

Reduction to 58° Fahr. 

Correction for buoyancy ........ 

t -0,91 

+ 6,07 

Vibrations m vacuo at 58° 1 

7 ahr. . 

85921,51 



Exp. 8. April SOth A M. Clock making 86189,01 Vibrations in a Mean Solar Day. 
Barom. 4 Cent! I 760 "" 11 ' Th - U °> 7 ' Hanes No. 8. Them,. No. 4. 

Observer, M. Nicollet. 



Intervals between Coincidences, j 

Correc- 

Corrected Vibra- 

Nos Clock. 

Pendulum 

Arc. 

Mean Solar Time, 

Vibrations 

Vibrations. 

+ 


1-16 629,9 

627,9 

0,67 

85916,01 

2—17 629,9 

627,9 

0,61 

85915,95 

3—18 630,13 

628,13 

0,52 

85915,94 

Mean: Vibrations at 57°,5 

Fahr. 

85915,97 


Reduction to 58° Fahr. . 
Correction for buoyancy . 


Vibrations m vacuo at 58° Fahr. 
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Table II. (Continued.) 


Exp. 9. 

Barom. j 

April 30th P.M. Clock making 86189,01 Vibrations in a Mean Solar Day, 
^“'""os 0 : Th.'ifiscm } 7S9 ™ H - Th.l4”,r5. Planes No. 8. Therm. No.4. 
Observer, Captam Sabine. 

l«g'S 
Therm 6 5 
|Z(3 

Times of 

Arc of 
Vibra¬ 
tion 

Intervals between Coincidences. 

Correc¬ 
tion for 
Arc. 

Corrected Vibra¬ 
tions in 24 Hours 
Mean Solar Time. 

Disapp 

Re-app. 

Coincidence. 

Nos. 

Clock. 

Pendulum. 

58,5 | 1 

i 2 

1 3 

1 5 

; 16 
i 17 
57,8 | 18 

j 

41 40 
52 08 
02 37 
13 04 
23 32 
10 00 
29 31 
40 02 

1 

m c 

41 45 
52 13 
02 42 
13 12 
23 42 
19 18 
29 50 
40 22 

h m a 

0 41 42,5 

0 52 10,5 

1 02 39,5 

1 13 08 

1 23 37 

3 19 09 

3 29 40,5 

3 40 12 

0,90 

0,83 

0,78 

0,74 

0,68 

0,34 

0,32 

0 29 

1-16 

2- 17 

3- 18 

Vibrations 

629,77 

630,00 

630,17 

Vibrations 

627,77 

628,00 

628,17 

+ 

0,59 

0,50 

0,44 

85915,77 

85915,88 

85915,90 

Mean; Vibrations at 58°,15 Fahr. 

85915,85 

Reduction to 58 ° Fahr . .. 

Correction for buoyancy. 

-4-0,06 
+ 6,04 

Vibrations in vacuo at 58° F#hr . 

85921,95 


Exp. 10. May 1st A M Clock making 86188,94 Vibrations in a Mean Solar Day 
Barom. j Th it [l Snt! } 760,mn > 00 - Th - 14 °> 65 PIanes No - 8 * Therm. No. 4. 

Observer, M. Mathieu. 


Therm 

No. of 
Comcid. 

| Times of 

Arc of 
Vibra-, 
tion. 

| Intervals between Coincidences. ] 

Correc- i 
tion for 
Arc. 

Corrected Vibra¬ 
tions in 24 Hours 
Mean Solar Time 

1 Disapp 

! 

Re-app. 

Coincidence. 

Nos. 

Clock 

Pendulum 

56.6 

56.7 

56.8 1 

56.9 
56,9 
56,9 
56,9 
56,9 

56,9 

56,9 

56,8 

56.8 

56.9 
57,0 
57,1 
57,3 

1 

2 

3 

4 

5 

6 

7 

! 8 

9 

10 

31 

12 

13 

14 

15 

16 

17 | 

18 

i m b 

l 30 22 
! 40 51 
51 19 
01 48 
12 17 
22 46 
33 14 
43 46 

m s 

30 25 
40 54 
51 23 
01 53 
12 24 
22 55 
33 25 
43 57 

h m s 

6 30 23,5 

6 40 52,5 

6 51 21 

7 01 50,5 

7 12 20,5 

7 22 50,5 

7 33 19,5 

7 43 51,5 

1,00 

0,93 

0,88 

0,82 

0,77 

0,72 

0,68 

0,63 

1-16 

2— 17 

3- 18 ! 

Vibrations 

630,6 

630,8 

631,0 

Vibrations 

628,6 

628,8 

629,0 

+ 

0,72 

0,61 

0,55 

85916,30 

85916,27 

85916,29 

Mean; Vibrations at 56°,89 Fahr 

85916,29 

Reduction to 58° Fahr. 

Correction for buoyancy. 

-0,47 
+ 6,06 

04 47 
15 18 

04 59 
15 30 

8 04 53 

8 15 24 

0,55 

0,51 

Vibrations in vacuo at 58° Fahr. . 

85921,88 

36 19 
46 51 
; 57 22 
07 54 
18 24 
28 56 

36 36 
47 09 
57 39 
08 11 
18 45 
29 16 

8 36 27,5 

8 47 00 

| 8 57 30,5 

9 08 02,5 

9 18 34,5 

9 29 06 

0 , 46 
0,42 
0,39 
0,37 
0,34 
0,32 

__l 


MDCCCXXVIII. H 
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Table II. (Continued.) 


Exp. 11 . May 1 st A M. Clock making 86188,94 Vibrations in a Mean Solar Day. 
Barom. { 759 ““ ° S g Cent} 739 """> 68 - Th - 15 °- 05 - PlaMS No. «• Therm. No. 4. 

Observers. 1—9, M. Nicollet; 12 — 18, M. Savary. 



Intervals between Coincidences Correc- 

Corrected Vibra- 

~ tion for 

Nos. Clock. Pendulum. Arc 

Vibrations. Vibrations. + 

1— 16 629,43 627,43 0,74 

2— 17 629,50 627,50 0,63 

3— 18 629,63 627,63 0,58 ! 

tion In 24 Hours 
Mean Solar Time. 

85915,82 

85915.73 

85915.74 

Mean; Vibrations at 58°,24 Fahr. 

85915,76 

Reduction to 58° Fahr. 

+ 0,10 

Correction for buoyancy. 

+ 6,04 

Vibrations in \acuo at 5S° Fuiu. 

j 85921,90 


ExP. 12. May 1st P.M. Clock making 86188,94 Vibrations in a Mean Solar Day. 
Barom. Q^nt } ^8 mn, ,92. Th. 15°,1. Planes No. 8 . Therm. No. 4. 

Observers 1—15, M. Savary ; 16—18, Captain Sabixe. 


Therm. 

Vl 

Times of J 

Arc of 

*3 

Disapp. 

lle-app. 

Coincidence. 

tion. 

O 


! m s 

TO S 

h m s 

o 

58,9 

l 

03 02 

03 05 

1 03 03,5 | 

0,92 

58,9 

2 

13 29 

13 32 

1 13 30,5 

0,87 


3 

23 57 

24 03 

1 24 00 

0,80 


4 

34 26 

34 31 

1 34 28,5 

0,75 

58,8 

5 

44 53 

44 59 

1 44 56 

0,70 


6 

55 21 

55 28 

1 55 24,5 

0,67 


7 

05 50 

05 58 

2 05 54 

0,62 

58,7 

8 

16 18 

16 27 

2 16 22,5 

0,59 


9 

26 50 

26 57 

2 26 53,5 

0,56 

; 58,7 

10 

37 18 

37 28 

2 37 23 

0,52 


11 

47 47 

47 59 

2 47 53 

0,49 


12 

58 17 

58 28 

2 58 22,5 

0,46 

58,6 

13 

08 45 

08 57 

3 08 51 

0,44 


14 

19 12 

19 30 

3 19 21 

0,39 


15 

29 43 | 

30 00 ! 

3 29 51,5 

0,38 

58,6 

16 

40 11 ! 

40 31 

3 40 21 

0,34 


17 

50 42 

51 00 

3 50 51 

0,32 

58,5 

18 

01 10 

01 32 

4 01 21 

0,30 


Nos. 

Clock. 

Pendulum. 

Arc 


Vibrations 

Vibrationo 

+ 

1-16 

629,17 

627,17 

0,60 

2—17 

629,37 

627,37 

I 0,54 

3-18 

629,40 

627,40 

0,45 


tion for jtions in 21 Hours 


85915,58 

85915,58 

85915,51 


Mean; Vibrations at 58°,71 Fahr 


Reduction to 58° Fahr. 
Correction for buoyancy 


Vibrations in vacuo at 58° F^hr. 
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Table II. (Continued.) 


Exp. IS 

Barom. 

. May 8th A.M. Clock making 86189,62 Vibrations m a Mean Solar Day. 

752° m, ,56. Th. 15° St.} 752mm > 58 ‘ Th - 15 °* planes No * 7 ' Therm. No. 4. 
Observer, M. Nicollet. 

Therm 

*"6 
o z 

Times of 

Arc of 
Vibra¬ 
tion. 

Intervals between Coincidences. 

Correc¬ 
tion for 
Arc. 

Corrected Vibra¬ 
tions in 24 Hours 
Mean Solar Time. 

Disapp. 

Re-app. 

Coincidence. 

Nos. 

Clock. | Pendulum. 

57,4 

57,3 

57.2 

57.3 
57,3 
57,3 
57,3 
57,3 
57,3 
57,3 
57,3 | 

l 

3 

4 

m g 

17 55 
28 22 
38 51 

4Q 23 

m 8 
18 01 
28 32 
39 01 
49 33 
01 04 
10 36 
03 13 
45 20 
55 50 
06 22 
16 55 

h m a 

8 17 58 

8 28 27 

8 38 56 

8 49 28 

9 00 59,5 
9 10 30 

10 03 04,5 
10 45 07,5 

10 55 39,5 

11 06 11 

1 11 16 42,5 

0,94 

0,88 

0,82 

0,76 

0,70 

0,66 

0,46 

0,37 

0,34 

0,32 

0,30 

1-16 

2-17 

3 — 18 

Vibrations j Vibrations 

630,77 628,77 

630,93 628,93 

631,11 629,11 

+ 

0,62 

0,55 

0,47 

85916,96 

85916,95 

85916,95 

5 ! 00 55 

6 , 10 24 
11 ! 02 56 

15 1 44 55 

16 55 29 

17 1 06 00 
18 | 16 30 

Mean; Vibrations at 57°,3 Fahr. 

85916,95 

Reduction to 5 8° Fahr.. 

Correction for buoyancy.. 

-0,29 
+ 5,99 

Vibrations in vacuo at 58° Fahr. 

85922,65 


Table III. 

Paris.—Coincidences observed with the Invariable Pendulum No. 7. 


Exp. 1 . May 2nd A.M. Clock making 86189,51 Vibrations in a Mean Solar Day. 

Ba.om. 1xl!; if’o Cent.} 758 ” m . 60 - Th - 15 °- p!anei > No - 8 - Therm. No - 4 - 
Observer, M. Mathieu. 


tion for tions in 24 Hours 
Arc Mean Solar Time. 

-f 

0,72 85928,84 

0,65 85928,87 

0,57 85928,83 


~- j - 

) 


o| 

Times of 

Arc 0 

"herm 

£0 

Disapp, 

Re- 

app 

Coincidence. 

tion. 

0 


» 

g 

m 

8 

h 

m 

s 

0 

57,0 

1 

54 

07 

54 

09 

5 

54 

08 

1,00 

57,1 

2 

05 

03 

05 

05 

6 

05 

04 

0,95 

57,1 

3 

16 

00 

16 

04 

6 

16 

02 

0,89 

57,2 

4 

26 

57 

27 

03 

6 

27 

00 

0,83 

57,2 

5 

37 

57 

38 

03 

6 

38 

00 

0,78 

57,3 

6 

48 

56 

49 

03 

6 

48 

59.5 

0,72 

57.3 

7 

59 

56 

00 

03 

6 

59 

59,5 

0,68 

57,4 

8 

10 

54 

11 

02 

7 

10 

58 

0,63 

57,4 

9 

21 

52 

22 

02 

7 

21 

57 

0,59 

57,5 

10 

32 

51 

33 

02 

7 

32 

56,5 

0,56 

57,5 

11 

43 

50 

44 

02 

7 

43 

56 

0,52 

57.5 

12 

54 

50 

55 

04 

7 

54 

57 

0,49 

57,6 

13 

05 

50 

06 

05 

8 

05 

57,5 

0,47 

57,6 

i 14 

16 

50 

17 

06 

8 

16 

58 

0,43 

57,7 

15 

.27 

50 

28 

07 

8 

27 

58,5 

0,40 

57,8 

! 16 

! 38 

51 

39 

08 

8 

38 

59,5 

0,38 

57,9 

! 17 

49 

51 

50 

07 

8 

49 

59 

0,36 

58,1 

i 18 

00 

49 

01 

08 

9 

00 

58,5 

0,33 


j Intervals between Coincidences. | 

Nos. 

Clock. 

Pendulum 

1-16 

2— 17 

3— 18 

Vibrations 

659,43 

659,67 

659,77 

Vibrations 

657,43 

657,67 

657,77 


Mean; Yibiations at 57°,45 Fahr. 


Reduction to 60° Fahr. 
Correction for buoyancy 


Vibrations m vacuo at 60° Fahr. 



O 
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Table III. (Continued.) 


Exp. 2. May 2nd A.M. Clock making 86189,54 Vibrations in a Mean Solar Day. 
Barom. |”® m ” 758”"\06. Th. 15°,4. Planes No. 8. Therm. No. 4. 

Observer, M. Nicollet. 


] o 3 | Times of ] Arc of 

Therm. | o S —-i j—- 1 Vibra- 

! ^ cj Disapp. | Re-app j Coincidence { tion. 


Intervals between Coincidences. Correc- Corrected Vibra- 
tion for tions in 24 Hours 
Nos. Clock. Pendulum Arc. Mean Solar Time. 

__ __l 

, Vibration* ‘ Vibrations + 

1 - 16 659,07 657,07 0,53 85928,51 

2- 17 659,20 657,20 0,45 85928,49 

3- 18 659,33 657,33 0,40 85928,50 

Mean; Vibrations at 59°,12 Fahr. 85928,50 


Reduction to 60° Fahr. 
Correction for buoyancy 


Vibrations in vacuo at 60° Fahr. 


Exp. 3. May 2nd P M. Clock making 86189,54 Vibrations m a Mean Solar Day. 

*““»• {Itrfo. TR If: 8 Cent} *«“•«• Th - I5 ° 9 ' Planes N °' * 1 2 3 * * * * 8 - Therm ' No ' 
Observer, Captain Sabine. 


Therm. J d £ f 1-j- 

! & q j Disapp j Re-app. Coincidence. 


2 04 42,5 
2 15 39,5 
2 26 37,5 

2 37 34,5 

3 10 29 

3 32 27,5 
3 43 27,5 

3 54 26 

4 05 24,5 
4 16 23 

4 27 24 
4 38 24 
4 49 22,5 


Interva's 

between Coincidences 

! Correc- 

Nos. 

Clock, 

Pendulum. 

I 

! Aic, 

1 


| Vibrations 

Vibrations 

+ 

1-14 

! 658,58 
658,81 

656,58 

0,61 

2-15 

656,81 

0,53 

3-16 

658,89 

656,89 

0,47 


Mean Solar Time 


Mean; Vibrations at 59°, 17 Fahr. 85928,42 


Reduction to 60 ° Fahr. , 
Correction for buoyancy , 


Vibrations in vacuo at 60 ° Fahr. 
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Table III. (Continued.) 


Exp. 4. May 3rd A.M. Clock making 86189,71 Vibrations m a Mean Solar Day. 
Barom. { Jfj g£} 756'"'",72. Th. 75",35. Planes No. 8. Therm. Nc 

Observer, M. Mathieu. 


Planes No. 8. Therm. No 8 


Iq j Disapp. i Re-app ! Coincidence. tion. 


20 53 22 
16 04 19 
12 15 17 
08 26 15 
07 j 37 13 
03 48 11 


i 59 j 10 11 j 
i 56 j 21 08 ! 

56 i 32 08 ; 
! 55 ! 43 08 j 
■ 55 | 54 0B j 
54!05 08 I 
53'16 07 I 
53 i 27 07 ! 
53 j 38 07 l 
52 i 49 07 | 
52 l00 06 . 


5 53 21 1,00 

6 04 17,5 0,95 

6 15 14,5 0,89 

6 26 11,5 0,83 

6 37 10 0,78 

6 48 07 0,72 

7 10 05 0,60 

7 21 02 0,58 

7 32 02 0,55 

7 43 01,5 0,51 

7 54 01,5 0,49 

8 05 02 0,45 

8 16 00 0,42 

8 27 00 0,39 

8 38 00 0,37 

8 48 59,5 0,34 

8 59 59 0,32 


| Intervals between Coincidences. I 

Nos. 

Clock 

Pendulum. 

1-16 

2— 17 

3— 18 

Vibrations. 

658,6 

658,8 

658,97 

Vibration* 

656,6 

656,8 

656,97 


tion for ttons m 24 Hour 


85928,70 

85928.67 

85928.68 


[ Mean; Vibrations at 58°,19 Fahr i 


Reduction to 60° Fahr. 
Correction for buoyancy , 


Vibrations m vacuo at 60 ° Fahr 


Exp. 5. May 3rd A M. Clock making 86189,71 Vibrations in a Mean Solar Day. 

Barom. j”™. If a Cem.} 756 """' 72 - Th ' 15 ° 8 ' Flanes No 8 - The ™’ No «• 

Observer, M Mathiec. 



Q O 

Times of 

Arc of 

Intervals between Coincidences 

Correc- 

Corrected Vibra- 

Therm 

a S 

D.sapp. j Re-app. 1 Coincidence. 

ion 

Nos. | Clock. J Pendulum. 

tion for 
Arc. 

Mean Solar lime. 

0 


» , 1 » . 1 h » . 

o 

j Vibrations j Vibrations. 

+ 


59,0 

1 

06 49 ! 06 51 ; 9 06 50 

1,00 

1-16 657,77 1 655,77 

0,70 

85928,34 

59,0 

2 

17 45 j 17 49 9 17 47 

0,96 

2—17 658,00 ! 656,00 

0,64 

85928,38 

59,1 

3 

28 41 28 47 i 9 28 44 

0,91 

3- 18 658,13 j 656,13 

0,58 

85928,38 

59,2 

1 4 

39 37 ' 39 42 i 9 39 39,5 

i 0,84 




59,3 

’ 5 

! 50 34 | 50 40 9 50 37 

! 0,80 

Mean, Vibrations at 59°,44 F\hr 

85928,37 


6 ! 

! 01 30 01 35 10 01 32,5 

1 0,74 





7 1 

12 26 12 33 10 12 29,5 

0,69 

Reduction to 60° Fahr. .. 


-0,23 

59,4 

8 i 

9 

23 22 23 31 10 23 26,5 

0,63 

Correction for buoyancy .. 


-f 6,00 

59,4 

59,4 

10 
ii ! 

45 20 45 28 10 45 24 

56 16 56 27 10 56 21,5 

0,56 

0,52 

Vibrations in vacuo at 60° F'HR. 

85934,14 


|07 16 07 26 11 07 21 0,48 

18 14 18 26 11 18 20 0,47 

40 11 40 24 11 40 17,5 0,38 

51 08 51 25 11 51 16,5 0,36 

02 09 02 25 12 02 17 0,34 

13 08 13 24 12 13 16 0,32 
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Table III. (Continued.) 


Exp. 6. May 3rd P.M. Clock making 86189,71 Vibrations in a Mean Solar Day. 
„_f756 n,m ,45. Th. 16°,1 Cent.l 


( 756 mtn ,45. Th. 16°,1 Cent.1 
a '\756 ,60. Th. 16 ,2 Cent./ 


Cent! / 756mm ’ 52 * Th * 16 °’ 15 * Planes No. 8. Therm. No. 4. 
Observer, Captain Duperrey. 




Times of 

Arc of 

Therm. 







Disapp. 

Re-app. Coincidence 

toon. 

0 


m s 

ms h m s 

0 

60,0 

1 

30 44 

30 48 12 30 46 

0,90 

60,2 

2 

41 40 

41 44 12 41 42 

0,84 


3 

52 35 

52 42} 12 52 38,5 

0,78 


4 

03 32 

03 40 j 13 03 36 

0,73 


5 

14 30 

14 37 13 14 33,5 

0,68 


6 




60,1 

7 

36 25 

36 34 13 36 29,5 

0,60 


8 

47 22 

47 32 13 47 27 

0,57 


9 ! 

58 21 

58 31 13 58 26 

0,52 


10 ; 




60,2 

11 1 

20 19 1 

20 28 14 20 23,5 

0,45 


12 j 

31 16 

31 27 14 31 21,5 

0,42 


13 


. | . ! 



14 

53 12 

i 53 27' 14 53 19,5 

0,38 

59,7 

15 

| 04 11 

04 27 ’ 15 04 19 

; 0,35 

1 

16 | 

15 10 

j 15 26 15 15 18 , 

0,32 


17 I 

26 10 

; 26 26 1 15 26 18 

0,30 

59,7 ! 

18 

37 08 

j 3/ 26 J 15 37 17 

| 0,30 






Arc of Intervals between Coincidences Correc- j Corrected Vibra- 

Vibra- -j j tion for ;tious in 24 Hours 

toon. Nos. Clock. Pendulum Arc. ! Mean Solar Time. 


85928,37 

85928,41 

85928,40 


Nos. 

Clock. 

1-16 

2— 17 

3- 18 

Vibrations 

658,13 
658,40 
; 658,57 


Mean: Vibrations at 60°,05 Fahr ' 


Reduction to G0 ° Fahk. 
Correction for buoyancy 


Vibrations in vacuo at 60 ° Fahr. 



Exp. 7. May 4th A M. Clock making 86189,42 Vibrations m a Mean Solar Day. 

r 757 m m i5 Th 15°,3 Cent 1 1ROar ™ x - 0 r™ XT . 

Barom. < j-j 10 rp^ j- ^ > 7oi nm ,12. 111. 15 ,35. Planes No. 8. Therm. No. 4. 

Observer, M. Mathtetj. 


I I Vibra-f——— 

Disapp ; Re-app. Coincidence 1 toon. I Nos, 


0 


m 

S ' 

m 

s 

h 

m 

s 

57,8 

1 

08 

41 '• 

08 

44 

6 

08 

42,5 

57,9 

2 

. 19 

38 

19 

41 

6 

19 

39,5 

57,9 

3 

1 30 

35 

30 

40 

6 

30 

37,5 

57,9 

4 

i 41 

33 , 

41 

40 

6 

41 

36,5 

57,9 

5 

52 

31 

52 

39 

6 

52 

35 

57,9 

6 

j 03 

30 

03 

38 

7 

03 

34 

57,9 

7 

i 14 

29 

14 

38 

7 

14 

33,5 

58,0 

8 

25 

28 ' 

25 

38 

7 

25 

33 


9 









10 








58,0 

! 11 

1 58 

26 , 

58 

38 

7 

58 

32 

> 58,0 

' 12 

' 09 

24 1 

09 

37 i 

8 

09 

30,5 

58,0 

! 13 

j 20 

23 

20 

37! 

8 

20 

30 

58,1 

l 14 

| 31 

25 , 

31 

38 ' 

8 

31 

31 

58,2 

1 15 

| 42 

25 1 

42 

39 1 

8 

42 

32 

58,2 

1 16 

, 53 

26 1 

53 

40 

8 

53 

33 

58,3 

| 17 

1 04 

27 , 

04 

40 

: 9 

04 

33,5 


1 18 

1 15 

27 j 

15 

41 1 

! 

! 9 

15 

34 


Intervals between Coincidences 

Correc- 

■ Corrected Vibra-! 

Nos. 

Clock 

Pendulum. 

Arc. 

Mean Solar Time. 


, Vibrations 

Vibrations 1 

+ 


1-16 

• 659,37 

i 657,37 j 

0,72 

1 85928,71 

2-17 

659-60 

! 657,60 1 

0,64 

85928,72 

3—18 

J 659,77 ] 

| 657,77 1 

0,57 

1 85928,71 

1 

Mean; 

Vibrations at 58° Faiir .. 

1 85928,71 


Reduction to 60° Fahr. 
Correction for buoyancy 


I Vibrations m vacuo at 60° Fahr. 
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Table III. (Continued.) 


f 757 mm ,10. 
'1756 , 22 . 


May 4th A.M. Clock making 86189,42 Vibrations m a Mean Solar Day. 

”22 Th.‘ if |l Cent]} 75Qmm > GQ - Th. Planes No. 8. Therm. No. 4. 

Observer, M. Nicollet. 







'03 

Times of 

Arc of 


A (J 

Disapp. Re-app. Coincidence. 

tion. 

D 


TO s m 8 h m s 

0 

58,6 

1 

25 47 25 47 9 25 47 

1,02 


2 

36 42 36 44 9 36 43 | 

0,96 


3 

47 36 47 41 9 47 38 

0,88 

59-0 

4 

58 33 58 40 9 58 36,5 

0,82 

59,1 

5 

09 29 09 37 10 09 33 

0,77 


6 

20 . 



7 

31 21 31 33 10 31 27 



8 ; 

42 . 


59,5 

9 

153 21 53 31 10 53 27 

0]59 


10 



59-8 

11 

15 16 15 32 11 15 24 

0,50 

59,9 

12 

26 18 26 31 11 26 24,5 

0,47 

60,0 

13 

37 17'37 29 11 37 23 

0,44 


14 

! 



15 

59 14!59 26 11*59 20 

0,40 

60,1 

16 

10 13 ! 10 28 ! 12 10 20,5 

0,36 


17 

21 10 '21 28! 12 21 19 

0,34 

60,1 

18 i 

32 09 32 28 | 12 32 18,5 

0,32 


_i 

1 ! 



1 Intervals between Coincidences, j 

Nos. 

Clock. 

Pendulum. 


V ibrations 

Vibrations 

1-16 

658,23 

656,23 

2—17 

658,40 

656,40 

3—18 

658,70 

656,70 


tion for tions in 24 Hour 


85928,26 

85928.26 

85928.27 


Mean ; Vibrations at 59°,85 Fahr.J 


Reduction to 60° Fahr. , 
Correction for buoyancy , 


Vibrations m vacuo at 60° Fahr. 



f 73G mm . 
n -\755 ; 


May 4th P M. Clock making 86189,42 Vibrations m a Mean Solar Day. 

’’J; JjT’J 755™",75. Th. 16°,3. Planes No. 8. Therm. No. 4. 

Observer, Captain Freycinet. 



Arc of I Internals between Coincidences I Correc- Corrected Vibra- 


Nos. 

Clock. 

Pendulum. 

tion for 
Arc. 

tions m 24 Hours 
Mean Solar Time 

1-17 

Vibrations 

658,94 

Vibrations 

656,94 

+ 

0,43 

85928,25 

2—18 

i 658,97 i 

656,97 

0,39 

85928,23 

3—19 

| 659,16 

l 657,16 

1 

0,33 

85928,25 


Mean; Vibrations* at 59 c .95 Faiir 


Reduction to 60° Fahr. 
Correction for buoj ancy 


Vibrations m vacuo at 60° Fahr. 
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Table III. (Continued.) 


Exp. 10. May 5th A.M. Clock making 86189,54 Vibrations in a Mean Solar Day. 
Barom. Thl if’,3 Cent!} 753 " m > 32 - Th ' 18°,1. Planes No. 8. Therm. No. 4. 

Observer, M. Mathiec. 



°1 


Times of 

Arc of 

Therm. 

O S 

Z O 

u 

Disapp. 

Re-app. 

Coincidence. 

tion. 



ra s 

m s 

h m g 

Q 

58,8 

1 

13 43 

13 44 

6 13 43,5 

1,02 

58,9 

2 

24 37 

24 39 

6 24 38 

0,96 

59,0 

3 

35 32 

35 35 

6 35 33,5 

0,89 

59,0 

4 

46 29 

46 33 

6 46 31 

0,83 

59,0 

5 

57 26 

57 31 

6 57 28,5 

0,78 

59,1 

6 

08 22 

08 29 

7 08 25,5 

0,72 

59,2 

7 

D 

19 20 

19 27 

7 19 23,5 

0,68 

59,3 

O 

9 

41 15 

41 24 

7 41 19,5 

0,59 

59,4 

10 

52 13 

52 24 

7 52 18,5 

0,56 

59,4 

11 

03 11 

03 22 

8 03 16,5 

0,52 

59,4 

12 

13 

14 10 

14 21 I 

8 14 15,5 

0,49 

59,6 

14 

36 *08 ! 

36 18 

8 36 13 

0,42 

59,8 

15 1 

47 06 j 

47 17 

8 47 11,5 

0,39 

59,9 

16 , 

58 05 ! 

58 17 

8 58 11 

0,37 

60,0 

60,1 

17 

09 03 j 

09 15 

9 09 09 

0,36 

18 1 

20 02 

20 14 

9 20 08 

0,33 


Intervals between Coincidences. 

J Correc- 

Nos. 

Clock. ! 

Pendulum. 

i tion for 
Arc. 

1-16 

Vibrations ! 

657,83 1 

Vibrations 

655,83 

+ 

0,73 

2-17 

j 658,07 

656,07 

0,66 

3-18 

658,30 

656,30 

0,57 


85928,23 

85928,26 

85928,25 


Mean; Vibrations at 59°,37 Fahr.| 


Reduction to 60° Fahr. , 
Correction for buoyancy , 


Vibrations m vacuo at 60° Fahr. 85933,96 



EXP. 11 . May 5th A.M. Clock making 86189,54 Vibrations in a Mean Solar Day. 

Barom. { Cent.} 753 “ 05 ' Th ’ 16 °* 1 ' Plane8 No ‘ 8 ' The ™- No ' 4 ' 

Observer, M. Nicollet. 


Therm, j 

e S* 

Times of 

Arc of 

o S 
Z o 
O 

Disapp i 

Re-app. j 

Coincidence. 

tion 



i m s j 

m s 1 

h m s 


60,3 

1 

34 05 ] 

34 06 j 

9 34 05,5 

1,02 

60,4 

o 

45 02 i 

45 05 j 

9 45 03,5 

0,94 

60,4 

3 

55 54 

56 01 

9 55 57,5 

0,88 

60,5 

4 

06 51 

06 58 

10 06 54,5 

0,83 

60,9 

7 

39 39 

39 49 

10 39 44 

0,68 

60,9 

8 

50 36 

50 47 

10 50 41,5 

0,62 

60,9 

9 

01 33 

01 45 

11 01 39 

0,58 

60,8 

10 

12 31 

12 43 

11 12 37 

0,55 

60,8 

11 

23 29 

23 41 

11 23 35 

0,51 

60,4 

16 

18 21 

18 35 

12 18 28 

0,38 

60,4 

! 17 

29 20 

29 34 

12 29 27 

0,36 


18 

40 19 

40 34 

12 40 26,5 

0,32 


| Intervals between Coincidences. 

Correc- 

Corrected Vibra- 

Nos. 

Clock. 

Pendulum. 

tion for 
Arc. 

tions in 24 Hours 
Mean Solar Time. 

1-16 

Vibrations 

657,5 

Vibrations 

655,5 

0,74 

85928,10 

2-17 

657,57 

655,57 

1 0,64 

85928,04 

3-18 

657,93 

655,93 

j 0,55 

85928,09 


Mean; Vibrations at 60°,61 Fahr. 


Reduction to 60° Fahr. 
Correction for buoyancy . 


Vibrations m vacuo at 60° Fahr. 













LENGTH OF THE SECONDS PENDULUM IN LONDON AND IN PARIS. 57 


Table III. (continued.) 


Exp. 12. May 7th A.M. Clock making 86189,84 Vibrations m a Mean Solar Day. 
Barom. {*£ ££ J*°;® } 748--.9S. Th. 15°,8. Planes No. 7. The™. No. 4. 

Observer, M. Mathieu. 


Therm. 

0-1 

Times of j 

Arc of 

*3 

[ Disapp J Re-app | 

Coincidence. 

tion 

58,4 1 

1 

m 

24 

, 1 
oil 

m 

24 

s ! 

03 

h 

7 

24 

02 

1,00 

58,5 

2 

34 

57 

35 

02 ' 

; 7 

34 

59,5 

0,94 

58,7 < 

3 

45 

54 ! 

46 

01 

i 7 

45 

57,5 

0,89 

58,9 i 

4 

56 

52 1 

06 

59 

j 7 

56 

55,5 

1 0,82 

59,1 1 

7 

:29 

50 | 

29 

57 

8 

29 

53,5 

j 0,68 

59,2 1 

8 

140 

50: 

1 40 

58 

8 

40 

54 

j 0,62 

59,3 

9 

! 51 

48 

51 

57 

8 

51 

52,5 

! 0,58 

59,4 

10 ! 

02 

48 

02 

56 

9 

02 

52 

j 0,53 

59,4 

11 

1 13 

46 

13 

56 

9 

13 

51 

1 0,50 

59,5 

i 12 

! 24 

43 

i 24 

57 

9 

24 

50 

10.47 

59,6 : 

I 13 ; 

35 

43 

1 35 

57 

9 

35 

50 

0,45 

59,8 

14 

46 

44 

1 46 

58 

9 

46 

51 

0,42 

59,9 

15 

57 

44 

! 5 7 

59 

9 

57 

51,5 

! 0,38 

59,8 1 

! 16 

08 

45 

i 09 

02 

10 

08 

53,5 

1 0,36 

59,3 1 

! 18 i 

30 

45 

! 31 

03 

I 10 

30 

54 

0,32 


Intervals between Coincidences. Corrcc- 

Corrected Vibra- 

Nos. 1 Clock. Pendulum. Arc. 

Mean Solar Time, 

Vibrations Vibrations + 

1-16 659,43 657,43 0,70 

3—18 659,74 657,74 0,59 

85929,12 

85929,15 

Mean; Vibrations at 59°,25 Fahr 

85929,13 

Reduction to 60° Fahr. 

Correction for buoyancy. 

— 0,31 
+ 5,95 

Vibrations in vacuo at 60° Fahr. 

85934,77 



Exp. 13. May 7th A.M. Clock making 86189,84 Vibrations in a Mean Solar Day. 
Barom. ^ 74.9 ’10* Th* 16 2 Cent } 749 msn ,05. Th. 16°,1. Planes No. 7. Therm. No. 4. 

Observer, M. Savary. 


j *8 f- Times of Arc of 

o £ -j-1-'Vibra¬ 

to Disapp. Re-app., Coincidence. tion. 


59.4 | 1 

59.5 | 2 


60,0 10 
60,0 11 
60,0 12 
59,7 13 

59,3 14 

59,3 15 

59,3 16 


Intervals between Coincidences j Correc- : 

j Corrected Vibra- 

Nos. Clock. Pendulum, j Arc. 

[Mean Solar Time. 

Vibrations Vibrations \ + 


1 — 15 658,93 656,93 0,73 

85928,95 

2-16 659,32 657,32 J 0,65 

85929,03 

3—17 659,64 657,64 0,56 

85929,06 

Mean; Vibrations at 59°,73 Fahr 

85929,01 

Reduction to 60° Fahr. 

-0,11 

Correction for buoyancy. 

+ 5,93 

Vibrations in vacuo at 60° Fahr 

85934,83 



MDCCCXXVIII. 
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Table IV, 

Paris.—Rate of the Invariable Pendulum No. 7, obtained by the Counter. 


Exp. 1. April 29th, 1827. Clock making 86189,58 Vibrations in a Mean Solar Day. 
Planes No. 7. Therm. No. 3. Observer, M. Mathieu. 


No. of Com- j 
parisons. 

Comparisons. 

Arc of II 
Vibration. 

Temp. 

Barometer. 

Intervals between Comparisons 

Correc¬ 
tion for 
Arc 

Corrected 

Vibrations in 
24 Hours 
Mean Sokr 
Time. 

Clock. Counter 

Merc. 

Therm. 

Nos. 

Clock | Counter 



0 

Fahr 


Cent 


h m Vibrations 

Vibrations 


1 

11 07 3 50 01,536 

1,10 

57,4 

759,30 

14,2 

1 -8 

4 0 |l4356,355 

0,70 

85929,04 

2 

11 37 4 19 56,218 

0,88 


759,25 

14,5 

1-9 

5 0 (17945,437 

0,62 

85928,94 

3 

12 07 (4 49 50,709 

0,76 

58,0 

759,25 

14,6 

2—8 

3 30 (12561,673 

0,49 

85927,91 

4 

12 37 15 19 45,277 

0,64 

58,0 

759,25 

14,8 

2-9 

4 30 116150,755 

0,45 

85928,01 

5 

13 07 5 49 39,700 

0,55 

58,0 

759,25 

14,8 

3-9 

4 0 14356,264 

0,37 

(85928,15 

6 

13 37 16 19 34,282 

0,47 

58,0 

759,25 

14,8 


— 



7 

14 07 ! 6 49 28,791 

0,40 

57,8 

759,00 

14,6 

Mean, 

Vibrations at 57°,71 Fahr !S5928,41 j 

8 

15 07 <7 49 17,891 

0,30 

57,3 

758,80 

14,5 





9 

1 16 07 8 49 06,973 

0,24 

57,2 

758,80 

14,5 

Reduction to 60° Faiir. . 


-0,96 










+ 6,04 



1 




A/orrecuon ior ouoyancy . 



Mean.... 

57,71 

759,13 

14,6 




85933,49 

[ l 

\ lbrati 


Fahr. , 


Exp. 2. April SOth, 1827. Clock making 86180,01 Vibrations m a Mean Solar Day. 

Planes No. 7. Therm. No. 3. Observer, M. Mathieu. 

No of Com¬ 
parisons 

Comparisons. 

Arc of 
Vibration. 

Temp. 

Barometer. 

Intervals between Comparisons. 

Correc¬ 
tion for 
Arc. 

Corrected 
Vibrations m 
24 Hours 
Mean Sokr 
Tune 

Clock. 

Counter. 

Merc. 

Therm, 

Nos. 

Clock. 

Counter. 

1 

2 

3 

4 

5 

6 

h m 

8 15 

9 15 

10 25 

11 25 

12 15 

13 25 

h m s 

0 30 19,9 

1 30 08,864 

2 39 56,182 

3 39 45,309 

4 29 36,091 

5 39 23,418 

Q 

1,01 

0,71 

0,50 

0,38 

0,30 

0,21 

Fahr 

56,0 

56.6 

57.6 
58,2 
58,5 
58,8 

760/15 

760,20 

759,85 

Cent 

14.1 

* * ’ * 

15,0 

15.1 

1- 5 
1-6 

2- 5 
2-6 

h m 

4 0 

5 10 

3 0 

4 10 

Vibrations 

14356,191 

18543,518 

10767,227 

14954,554 

V iterations 

0,63 

0,51 

0,39 

0,31 

85927,42 

85927,78 

85927,86 

85928,18 

Mean : Vibrations at 57°,62 Fahr, 

85927,81 

Mean.... 

57,62 

760,07 

14,73 

Reduction to 6 
Correction for 

0 ° Fahr.. 

-1,00 

+€,05 

, 


Vibrations in vacuo at 60° Fahr. 

85932,86 
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Table IV. (Continued.) 


Exp. 3. May 1st, 1827. Clock making 86188,94 Vibiations m a Mean Solar Day. 

Planes No. 7. Therm. No. 3. Observers, MM. Mathieu and Sabine. 

No. of Com- 
parisons. 

Comparisons. 

Arc of 
Vibration 

Temp. 

Barometer. 

Intervals between Comparisons. 

Correc¬ 
tion for 
Arc. 

Corrected 
Vibrations m 
24 Hours 
Mean Solar 
Tune. 

Clock. 

Counter. 

Merc 

Therm 

Nos. | Clock, 

Counter 

1 

2 

3 

4 

5 

6 

h m 

9 14 

9 49 
10 19 
11 34 

13 14 

14 14 

h m s 

1 03 23,836 

1 38 17,600 

2 08 11,991 

3 22 58,164 

5 02 40,002 

6 02 29,018 

o 

1,00 

0,80 

0,68 

0,47 

0.28 

0,20 

Fahr 

57.1 
57,9 
58,3 
59,0 

59.1 
59,1 

i 

mm 

760,00 

Cent. 

14,8 

1 h m 

1 — 5 | 4 0 

1— 6150 

2— 5 j 3 25 
2—6 | 4 25 

Vibrations 

14356,166 

17945,182 

12262,402 

15851,418 

Vibrations 

0,59 

0,49 

0,44 

0,35 

85927,17 

85926.94 
85925,9 3 

85925.95 

Mean ; Vibrations at 58°,42 Faiir 

85926,50 

Mean .... 

58,42|760,00 

14,8 

Reduction to 60° Fahr. 

Correction for buoyancy ........ 

-0,66 
+ 6,04 


Vibrations m vacuo at 60° Fahr. 

85931,88 


Exp. 4. May 8th, 1827. Clock making 86189,62 Vibrations m a Mean Solar Day. 
Planes No. 8. Therm. No. 3. Observer, M. Mathieu. 


No ol Com¬ 
parisons 

Comparisons. 

Arc of | 
Vibration. 

Temp. 

Barometer. 

Intervals between Comparisons. 

Correc¬ 
tion for 
Arc 

Corrected 
Vibrations m 
24 Hours 
Mean Solar 
Time. 

Clock 

Counter. 

Merc 

Therm. 

Nos. 

Clock. 

Counter. 

1 

2 

3 

4 

5 

6 

h m 

7 53 

8 53 

9 53 

10 53 

11 53 

12 53 

h m s 

0 24 20,600 

1 24 09,736 

2 23 58,736 

3 23 47,778 

4 23 36,827 

5 23 25,909 

0 

1,01 

0,77 

0,60 

0,48 

0,38 

0,30 

Fahr 

57,5 
5/, 7 
57,8 
57,8 
57,7 
57,7 

75^60 

752,85 

Cent 

15,0 

15,8 

1- 5 
1-6 

2- 5 
2-6 

h m 

4 0 

5 0 

3 0 

4 0 

Vibrations 

14356,227 

17945.309 

10767,091 

14356,173 

Vibration, 

0,73 

0,63 

0,52 

0,44 

85928.37 

85928.38 
85927,48 
85927,74 

Mean; Vibrations at 57°,7 Fahr. 

85927,99 

i 

Mean.... 

57,7 

[752,22 

15,4 

Reduction to 60° Fahr. ........ 

Correction for buoyancy. 

! -0,97 
+ 5,99 


Vibrations in vacuo at 60 ° Faiir. 

85933,01 


i 2 
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Table IV. (Continued.) 


Exp, 5. 

May 10th, 1827. Clock making 86189,36 Vibrations in a Mean Solar Day. 

Planes No. 8. Therm. No. 3. Observer, M. Mathieu. 

Si 

'll 

5? * 

Comparisons. 

'll 

a s 

Temp. 

Barometer. 

Intervals between Comparisons. 

Correc¬ 
tion for 

Corrected 
Vibrations in 
24 Hours 

Clock, 

Counter. 

<■3 

> 


Merc. 

Therm. 

Nos. 

Clock. 

Counter. 

Are. 

Mean Solar 

Time. 

1 

2 

3 

4 

h m 

5 58 

6 58 

7 58 

8 58 

9 58 
10 58 

h m s !o 

0 43 12,982 11,00 

1 43 02,054 0,78 

2 42 51,209 0,60 

3 42 40,091 10,44 

4 42 29,209 |0.33 

5 42 18,164 |0,22 

Fahr 

57.3 

57.4 
58,3 
59,0 
59,6 
60,0 

mm 

751,25 

Cent 

14,6 

1- 5 
1-6 

2- 5 
2-6 

h tn 

4 0 

5 0 

3 0 

4 0 

Vibrations. 

14356,227 
17945,182 
10767,155 
14356,110 

Vibrations 

0,66 

0.52 

0,47 

0,36 

85928,04 

85927,38 

85927,71 

85927,02 

6 

750,30 

16,0 

Mean, 

Vibrations at 5 8°. 6 Fahr. 

85927,54 

Mean.... 

58,6 | 

750,77 

15,3 

Reduction to 60° Fahr. 

-0,59 








Correction for buoyancy .... 

+ 5,97 








Vibrations in vacuo at 60° Fahr. 

85932,92 


Table V. 

Paris.—Rate of the Invariable Pendulum No. 8, obtained by the Counter. 


Exp. 1. May 2nd, 1827. Clock making 86189,54 Vibrations m a Mean Solar Day. 
Planes No 7. Therm. No. 3. Observer, M. Mathieu. 


jj a Comparisons. g 

<*. § 

° 2 | 

o 5 •«* -g 

A ~ Clock Counter, 

Temp. 

Barometer. 

Merc, J Therm 

Intervals between Comparisons Correc¬ 
tion for 

Nos. Clock Counter 

Corrected 
Vibrations in 
24 Hours 
Mean Solar 
Time. 

h m | h m s o 

Fahr 

mm 

Cent 

h in j Vibrations j Vibratio s 


1 9 08 !0 56 12,218 1,00 

58,5 

758,60 

15,2 

1-5 4 0 14353,9551 0,59 

85914,49 

2 10 08 11 56 00,745 0,71 

59,0 


1-6 5 0 |l7942,455 0,50 

85914,46 

3 11 23 3 10 46,218 0,49 

4 12 13 4 01 36,773 0,37 

5 13 08 4 55 26,173 0,28 

6 14 08 5 55 14,673 0,20 

59,4 I 
| 60,0 
i 60,0 

59,8 

757,13 

15,8 

2 — 5 3 0 '10765,428 0,37 
2—6 4 0 14353,928 0,30 

Mean; Vibrations at 59°, 4o Fahr. 

85913,99 

85914,04 

85914,25 

Mean. ... 

59,45 

757,87 

15,5 

Reduction to 58° Fahr.. 

Correction for buovancv.. 

+0,61 
+ 6,01 


Vibrations m vacuo at 58° Fahr. |85920,87 
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Table V. (Continued.) 


Exp. 2. May 3rd, 1827. Clock making 86189,71 Vibrations in a Mean Solar Day. 
Planes No. 7. Therm. No. 8. Observer, M. Mathieu. 


Comparisons. 


1 9 33 0 18 35,100 |l,00 

2 10 33 1 18 23,745 |0,70 

3 11 33 2 18 12,011 0,50 

4 12 33 3 18 00,718|0,37 

5 13 33 4 17 48,945 j0,28 

6 14 33 5 17 37,789 !0,20 


| Barometer. 

Merc. 

Therm 

mm 

757,00 

Cent 

15,5 

1 




755,65 

16 ,. ' 

756,32 

15,8 


Intervals between Comparisons, 

! Corrected 
Correc- Vibrations in 
tion for i 24 Hours 

Nos. Clock. Counter. 

i Mean Solar 
j Time. 

h m Vibration* 

1 — 5 4 0 14353,845 

1- 6 5 0 17942,689 

2- 5 3 0 10765,200 

2-6 4 0 14354,044 

Vibrations, j 

0,59 (85914,02 
0,50 |85915,75 
0,36 85912,33 

0,29 |85914,90 

Mean, Vibrations at 60°,17 Fahr.!85914,25 

Reduction to 58° Fahr. . 
Correction for buoyancy, 

. +0,91 

•. +5,99 

Vibrations m vacuo at 58' 

3 Fahr. 85921,15 


Exp. 3. May 4th, 1827. Clock making 86189,42 Vibrations m a Mean Solar Day. 
Planes No. 7. Therm. No, 3. Observer, M. Mathieu. 


£ ^ | 

(3 g ; Comparisons. g 

oc! sj <3 Temp. 

Barometer. 

0 js, ! ^ a ! 

% Clock Counter. £ 

Merc. Therm. 

; h m h m s o Fahr 

mm Cent 

1 8 46 0 41 57,873 1,00 58,5 

757,30 15,2 

2 9 46 1 41 46,363 0,70 59,4 

•. 

3 1 10 48 2 43 34,364 0,50 59,9 

i . 

4 11 46 3 41 23,589 0,36 60,3 


5 12 46 14 41 11,809 0,27 60,6 


6 ; 14 16 j6 10 54,745 0,18 60,4 


Mean .... 59,85 

757,30 15,2 


h m Vibrations 

4 0 14353,936 

5 30 19736,872 

3 0 10765,443 

4 30 16148,382 


tion for Hours I 
Xrr Mean Solar 
Tune. I 

-1 

Vibrations 

0,58 85914,26 

0,47 85915,03 

0,35 85913.95 

0,27 85915,00 


Mean: Vibrations at 59°,85 Fahr. 85914,56 


Reduction to 58° Fahr . -f 0,78 j 

Correction for buoyancy. -f 6,00 ' 


Vibrations in vacuo at 58° Fahr. 85921,34 















No of Com-F I or> co *. « «, „ No. of Com. 

pansons. j | parisotis. 
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Table V. (Continued.) 


ExP. 4. May 5th, 1827. Clock making 86189,54 Vibrations in a Mean Solar Day. 
Planes No. 7. Therm. No. 3. Observer, M. Mathieu. 


Comparisons 


h m h m s 

8 08 0 33 25,382 

9 28 1 53 09,909 

10 08 2 33 02.464 

11 08 3 32 50,855 

12 08 4 32 39,527 


Temp. 

Barometer. 


Merc. 

Therm. 

Fahr 

59.9 
60,5 
61,0 
61,3 

60.9 

mm 

753,50 

Cent 

16,0 

60,6 

752,60 

16,4 

60,7 

753,05 

16,2 


Intervals between Comparisons. 

Correc¬ 
tion for 

Corrected 
Vibrations in 
24 Hours 

Nos. Clock Counter. 

Arc. 

Mean Solar 
Time. 

h m Vibrations 

1—5 4 00 14354,145 

Vibrations 

0.60 

85915,64 

1-6 5 00 17942,482 

0,50 

[85914,60 

2-5 2 40 9569,618 

0,32 

85917,08 

2-6 3 40 13157,955 

0,26 

'85915,24 

Mean; Vibrations at 60°,7 Fahr. 

85915,64 

Reduction to 58° Faiir. . 


+ 1,13 

Correction for buoyancy . 


+ 5,96 

Vibrations in vacuo at 58 : 

3 Faiir 

85922,73 


iP. 5. May 7th, 1827. Clock making 86189,84 Vibrations in a Mean Solar Day. 
Planes No. 8. Therm. No. 3. Observer, M. Mathieu. 


Comparisons. +, g Barometer, 

o « Temp. 

j ~ < j3 j 

Clock. Counter. > Merc Them 


8 18 0 10 31,182 1,00 59,2 748,90 15,6 

9 18 1 10 19,782 0,70 60,0 . 

11 18 3 09 56,955 0,38 59,9 . 

12 28 s4 19 43,636 0,28 60,4 . 

13 18 \b 09 33,927 0,20 59,9 749,00 16,0 

___ 

Mean ... 59,88 748,95 15,8 
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Table VI.—Transits observed in London. 


Wires Observed. 


827. Stars. 

1st. 

2d. 

Meridian. 

4th. 

5th. 

Sept, 

m 

s 

m 

S 

h 

m 


m s 

m s 

12 y Aquilae... 
x Aquilae ... 

13 40,4 

14 04 

8 

14 

28 

14 51,2 

15 15,2 

17 

58,8 

18 

22 

8 

18 

45,6 

19 08,8 

19 32,8 

aCygm ... 

10 

48,4 

11 

21,2 

9 

11 

53,6 

12 26,4 

13 59,6 

t Pegasi .. 

11 

00,4 

11 

24,4 

10 

11 

48 

12 12 

12 36 

Capella... 

37 

49,2 

38 

22,4 

17 

17 

38 

56 

39 29,2 
41 28,8 

40 02,8 

13 «Lyra?.... 

2 

52,4 

3 

22,8 

7 

3 52,4 

4 22 

4 51,6 

y Aquilae .. 

9 

48,4 

10 

11,6 

8 

10 

35,2 

10 59,2 

11 22,4 

st Aquilae... 

14 

06,4 

14 

30 

8 

14 

53 2 

15 16,8 

15 40,4 

St C} gin ... 

6 

55,6 

7 

28,8 

9 

08 

01,6 

8 34 

9 06,8 

14 Sun’s l ht L 

54 

30 

54 

53,6 23 

55 

17,6 

55 40,8 

56 04 

Sun’s 2 J L 

56 

38,4 

37 

02 

23 

57 

25,2 

57 49,2 

58 12,4 

15 Sun’s 1'* L 



... 


23 

54 

59,G 

55 22,8 

55 46,4 

Sun’s 2 1 L 

56 

20,8 

56 44 8 23 

57 

08 

57 31,6 

57 54,8 

y Dratoms 

16 

30,8 

17 

08 

6 

17 45,6118 22,8 

19 00,4 

16 Sun’s 1 st L 

53 

56 

54 

19,6 

23 

54 

42,8 

55 06 

55 29,2 

Sun’s 2 1 L 

56 

04 

56 

27,6 

23 

56 

50,8 

57 14 


17 Sun’s l n L 

53 

37,2 

54 

00,4123 

54 

24 

54 47,2 

55 10,4 

Sun’s 2 f L 

55 

45,6 

56 

09,2 

23 56 

32 

56 55,2 

57 18,8 

18 Sun’s l' 1 L 

53 

19,2 

53 

42,8 

23 

54 

06 

54 29,6 54 52,8 

Sun’s 2 1 L 

55 

27,2 

55 

50,8 

23 

56 

14 

5G 37,6 

57 01,2 

Cipella... 

.. 


15 

07,2 

17 

15 

40,8 

16 13,6 

16 47,2 

Rigel ... 


. 

17 

26 

17 

17 

49,6 

18 13,2 

18 36,4 

st Ononis., 

56 

32,8 

56 

56,4 

17 

57 

20 

57 43,6 

58 07,6 

19 Sun’s 1« L 



53 

24,4 

23 

53 48 

54 11,6 

54 34,8 

Sun’s 2 d L 

i55 

10 j 

55 

34 

23 

55 

57,2 

56 20,4 

56 43,6 

y Di acorns 

... 

. 

... 


6 

02 

14,8 

2 51,6 


st Jjvrce...... 

39 

36,4 

40 06,4 

6 

40 

36 

41 05,6 

41 35,6 

20 » C'ygni ... 

39 

48,4 

40 

20,8 

8 

40 

53,6 

tl 26,4 

41 59,2 

x Ononis... 
22 Sun’s 1 st L 

i 48 
! ... 

49,2 

49 

12,4 

17 

23 

49 

52 

36,4 

57^5 

49 59,2 

50 23,2 

Sun’s 2 f L, 

!... 


... 


23 

55 

05,6 



st Lyras,.,... 

28 

00 

28 

29,6 

6 

28 

59,6 

29 29,6 

29 59,2 

y Aquilae.. 

<34 

56 

35 

19,6 

7 

35 

42,8 

36 06,8 

36 30,4 

x Aquil^... 

'.39 

13,6 

39 

37,2 

7 

40 00,8 

40 24,8 

40 48,4 

» Cjgm ... 

132 

03 2 

32 

36,4 

8 

33 

09,2 

33 41,6 

34 14 

s Pegasi ... 

i 32 

16 

32 

40 

9 

33 03,6 

33 26,8 

33 50,8 

x Ononis... 

... 


... 


17 

41 

50 

42 13,6 42 37,6 

23 y Draconis 

45 

31,2 

46 

08 

5 

46 

45,2 

47 22,8 

48 00,4 

a Lyrse...... 

24 

07,6 

24 37,6 

6 

25 

06,8 

25 36,4 

26 06,4 

y Aquilae... 

31 

03,2 

31 

26,4 

7 

31 

50,4 

32 14 

32 38 

st Aquilae... 

35 

20,4 

35 

44,2 

' 

36 

07,6 36 31,6 

36 55,2 

at Cygm ... 

... 


28 

42,8 

8 

29 

15,6 29 48,8 

30 21,2 

e Pegasi ... 

... 




9. 



. 

29 58 


By By By 

Chronometer. Moltnecx Clmming. 


8 14 27, S 8 

8 18 45,6 8 

9 11 53,8 9 

10 11 48,13 10 
17 38 55,93 17 
17 41 05,2 17 

7 3 52,27 7 

8 10 35,33 8 

8 14 53,33 8 

9 08 01,4 9 


13 41,58 8 14 

17 59,35 8 18 
11 07,36 9 11 
11 01,5 10 11 
38 08,5 17 38 
40 17,76 17 40 
03 03,3 7 03 

09 46,11 8 10 

14 04,1 8 14 

07 12,05 9 07 


8 14 11,38 

8 18 29,15 

9 11 37,16 
0 11 31,3 
7 38 38,3 
7 40 47,56 

7 03 33,1 

8 10 15,91 

8 14 33,9 

9 07 41,9 


\ 23 56 21,32 23 55 29,92 23 55 59,72 

| 23 56 03,73 23 55 09,13 23 55 38,93 

6 17 45,53 6 16 49,73 6 17 19,53 

j 23 55 46,75 23 54 48,65 23 55 18,5 

| 23 55 28 23 54 27,7 23 54 57,45 

j 23 55 10,16 23 54 06,56 23 54 36,36 

17 15 40,53 17 14 34,33 17 15 04,23 

17 1/ 49,6 17 16 43,4 17 17 13,3 

17 57 20,07 17 56 13,8 17 56 43,7 

| 23 54 52,55 23 53 45,65 23 54 15,55 

6 02 14,6 6 01 06,7 6 01 36,6 

6 40 36 6 39 28,1 6 39 58 

8 40 53,67 8 39 41,07 8 40 10,87 

17 48 36,13 17 48 22,53 17 48 52,43 

| 23 54 01,6 23 52 43,4 23 53 13,5 

6 28 59,6 6 27 40,8 6 28 11 


5 28 59,6 6 

' 35 43,07 7 
' 40 00,93 7 
i 33 08,93 8 
> 33 03,47 9 
' 41 50,07 17 
i 46 45,47 5 
i 25 06,93 6 
31 50,4 7 

36 07,77 7 
1 29 15,7 8 

i 28 10,4 9 


6 27 40,8 6 28 

7 34 24,2 7 34 . 

7 38 42,03 7 39 

8 31 49,98 8 32 i 

9 31 44,42 9 32 ! 
7 40 30,07 17 41 { 

5 45 24,07 5 45 l 

6 23 45,43 6 24 ’ 

7 30 28,8 7 30 l 

7 34 46,17 7 35 ; 

8 27 54,1 8 28 ‘ 

9 27 48,73 9 28 : 
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Table VII. 

Rate of Molyneux deduced from the preceding Transits of Stars. 


Stars. 

Dates. 

Clock’s Loss 
on 

Sidereal Time 

Difference be¬ 
tween Sidereal 
and Solar Time. 

Clock’s 
Gain on 
Solar Time. 

Interval 
of Days. 

Clock’s daily 
Gain on 
Solar Time. 

y Aquilae 

September 

12 to 22 

39 17*38 

39 19,*1 

1,72 

10 

0*17 

„ 

12 to 23 

43 12,78 

43 15,01 

2,23 

11 

0,22 

„ 

13 to 22 

35 21,91 

35 23,19 

1,28 

9 

0,14 

„ 

13 to 23 

39 17,31 

39 19,1 

1,79 

10 

0,18 

a Aquilae 

12 to 22 

39 17,32 

39 19,1 

1,78 

10 

0,18 

„ 

12 to 23 

43 13,18 

43 15,01 

1,83 

11 

0,17 

„ 

13 to 22 

35 22,08 

35 23,19 

1,11 

9 

0,12 

„ 

13 to 23 

39 17,93 

39 19,1 

1,17 

10 

0,12 

a Cygni 

12 to 20 

31 26,29 

31 27,28 

0,99 

8 

0,12 

„ 

12 to 22 

39 17,38 

39 19,1 

1,72 

10 

0,17 

„ 

12 to 23 

43 13,26 

43 15,01 

1,75 

11 

0,16 

„ 

13 to 20 

27 30,98 

27 31,37 

0,39 

7 

0,06 

„ 

13 to 22 

35 22,07 

35 23,19 

1,12 

9 

0,12 

„ 

13 to 23 

39 17,95 

39 19,1 

1,15 

10 

0,12 

„ 

20 to 23 

11 46,97 

U 47,73 

j 0,76 

! 3 

0,25 

t Pegasi 

12 to 22 

39 17,08 

39 19,1 

2,02 

: 10 

0,20 

„ 

12 to 23 

43 12,77 

43 15,01 

2,34 

11 

0,21 

Capella 

12 to 18 

23 34,17 

23 35,46 

! 1,29 

6 

0,21 

Rigel 

12 to 18 

23 34,36 

23 35,46 

1,10 

6 

0,18 

a Lyrae 

13 to 19 

23 35,2 

23 35,46 

0,26 

6 

0,04 

„ 

13 to 22 

35 22,5 

35 23,19 

0,69 

9 

0,08 

„ 

13 to 23 

39 17,87 

39 19,1 

1,23 

10 

0,12 

„ 

19 to 23 

15 42,67 

15 43,64 

0,97 

4 

0,24 

y Draconis 

15 to 19 

15 43,03 

15 43,64 

0,61 

4 

0,15 

„ 

15 to 23 

31 25,66 

31 27,28 

1,62 

8 

0,20 

„ 

19 to 23 

15 42,63 

15 43,64 

1,01 

4 

0,25 

a Orionis j 

18 to 22 

15 43,73 

15 43,64 

-0,09 

4 

-0,02 






0,15 
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Table VIII. 

Rate of Molyneux deduced from Transits of the Sun. 


1827- 

Sun’s Transit by 
Molyneux. 

Mean Time 
of Apparent 
Noon. 

% £ 

Rate of Molyneux deduced. 

Dates. 

Int* 

Daily 

Gain. 

Dates 

Int* 

Daily 

Gam. 

Dates. 

Int* 

Daily 

Gam. 

Sept 

h m s 

h m s 

8 

September 

Days 

s 

September 

Days 


September 

Days 

s 

14 

23 55 29,92 |23 55 40,2 

10,28 

14 to 15 

1 

0,21 

15 to 17 

2 

0,28 

16 to 22 

b 

0,06 

15 

23 55 09,13 |23 55 19,2 

10,07 

„ 16 

2 

0,36 

„ 18 

3 

0,22 

17 to 18 

1 

-0,14 

16 

23 54 48,65 123 54 58,2 

9,55 

„ 17 

3 

0,26 

„ 19 

4 

0,14 

„ 19 

2 

—0,02 

17 

23 54 27,7 

23 54 37,2 

9,50 

„ 18 

4 

0,16 

„ 22 

7 

0,13 

„ 22 

5 

0,06 

18 

23 54 06,56 

23 54 16,2 

9,64 

„ 19 

5 

0,15 

16 to 17 

l 

0,05 

18 to 19 

1 

— 0,09 

19 

23 53 45,65 

23 53 55,2 

9,55 

„ 22 

8 

0,14 

„ 18 

2 

-0,04 

„ 22 

4 

0,11 

22 

23 52 43,4 

23 52 52,6 j 9,20 

15 to 16 

1 

0,52 

„ 19 

i 

3 ! 

0,00 

19 to 22 

3 

0,12 


s 

Mean daily Rate. Gaming 0,13. 


Mean daily Rate of Molyneux finally concluded, gaining 0,15 from the 12th to the 23rd of Sept. 


Table IX. 


Comparisons of Molyneux and Cumming, Sept. 12th to Sept. 23rd. 


Sept s 

12,7 p.m. Cumming Fast of Molyneux 29,8 

13 , 5 a.m . 29,8 

— 7 p.m ... 29,8 

14 7 a.m ... ®9 9 

Sept. s 

18 , 7 p.m. Cumming Fast of Molyneux 29,8 

19, 5 a.m . 29,9 

6 p.m . 29,9 

5>0 * 7 A.M. . ....2Q,85 

— 7 8 p.m. 29,8 

15, 8 a.m. 29,8 

— 6 p.m... . 29,8 

16, 5 a.m. . 29,8 

6 p.m ... 29,8 

9 P.M. 2&85 

21 , 5 A.M. 29,9 

10 P.M. 29,95 

22 , 10 p.m .. 30,2 

23 H a.m. 30,4 

17,6 p.m . 29,7 

— ’ 10 P.M... 30,6 

f Sept. 12th p.m. to Sept. 20th p.m. gaining 0,18 per diem. 

Rate of Cumming deduced :< Sept. 20th p.m. to Sept. 21st p.m. gaining 0,28 per diem. 

CSept. 21st p.m. to Sept. 23d p.m. gaining 0,38 per diem. 


MDCCCXXVI1I. 


K 
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Table X. 


London.—Coincidences observed with the Invariable Pendulum No. 7* 


Exp. 1. September 13th A.M. Clock making 80400,18 Vibrations m a Mean Solar Day. 
Barom. 29°,96. Planes No. 8. Therm. No. 4. Observer, Captain Sabine. 

Therm. 

No of 
Comctd 

Tunes of 

Arc and 
Correction. 

Mean 

Interval. 

Corrected Vibra¬ 
tions xn 24 Hours 
Mean Solar Time 

Disapp. 

Re-app. 

Coincidence. 

63.7 

63.8 

63.9 

64,0 

1 

3 

33 

34 

35 

44 29 
50 41 
56 54 
03 43 
09 58 
16 12 

44 3*3 
50 46 
56 59 
03 52 
10 06 
16 19 

h m s h m b 

6 44 31 "| 

6 50 43,5 > 6 50 43,7 

6 56 56,5 J 

10 03 47,5"] 

10 10 02 V10 10 02,0 

10 16 16,5 J 

0,871 

>0,49 

0,28 J 

373,7 

! 

At 63°,85 Fah a. 

85938,27 

j 

Reduction to G3° Fahr. ........ 

Conection for buoyancy ... 

+ 0,36 
+ 5,98 

Vibrations m vacuo at 63° Fahr. 

85944,61 


ExP. 2. September 13th Noon. Clock making 86100,18 Vibrations m a Mean Solar Day. 
Barom. 30°,00. Planes No. 8. Therm. No. 4. Observer. Captain Sabine. 

Therm. 

No. of 
Coincid 

Tunes of 

Arc and 
Correction. 

Mean 

Interval. 

Corrected Vibra¬ 
tions in 24 Hours 
Mean Solar Time 

Disapp 

Re-app 

Coincidence. 

64.1 

64.2 

64.2 

64.3 

1 

2 

3 

31 

32 

33 

35 52 
42 05 
48 18 
42 34 
48 48 
55 01 

m s 

35 55 
42 08 
48 22 
42 41 
48 56 
55 10 

h m s h m s 

10 35 53,5-1 

10 42 06,5 M0 42 06,7 

10 48 20 J 

1 42 37,5 "1 

1 48 52 V 1 48 51,7 

1 55 05,5 J 

O 6 

0,83 "J 

>0,47 

0,29j 

1 

373,5 

At 54°, 2 Fahr 

85937,99 

Reduction to 63° Fahr. 

Correction for Buoyancy .. 

+ 0,50 
+ 5,99 

Vibrations in vacuo at 63° Fahr. ^ 

85944,48 
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Table X. (Continued.) 


Exp. 3. September 13th P.M. Clock making 86400,18 Vibrations m a Mean Solar Day. 
Baiom. 30°,05. Planes No. 8. Therm. No. 4. Observer, Captain Sabine. 

Therm. 

No. of 
Comcid. 

Times of 

Arc and 
Correction. 

Mean 

Interval. 

Corrected Vibra¬ 
tions in 24 Hours 
Mean Solar Time. 

Disap p 

Re-app. 

Coincidence 

64,3 

64,3 

64,1 

64,1 

1 

2 

3 

30 

31 

32 

m s 

16 20 

22 33 

28 46 
16 48 

23 00 

29 16 

16 24 

22 36 

28 49 
16 58 

23 11 

29 27 

h m s h in 6 

2 16 22 1 

2 22 34,5 >2 22 34,7 

2 28 47,5 J 

5 16 53 *1 

5 23 05,5 >5 23 06,7 

5 29 21,5J 

o s 

0,85*1 

VO,51 
0,31 J 

373,52 

At 64°,2 Fahr. 

85938,05 

Reduction to 63° Fahr. 

Correction for buoyancy. 

+ 0,50 
+ 6,00 

Vibrations m vacuo at 63° Fahr. 

85944,55 


Exp. 4. September 14th A.M. Clock making 86100,18 Vibrations m a Mean Solar Day. 
Barom. 30°,25. Planes No. 8. Therm. No. 4. Observer, Captain Sabine. 

1 hoi 

Times of 

Arc and 
Correction. 

Mean 

Interval. 

Corrected Vibra¬ 
tions m 24 Hours 
Mean Solar Time 

ilierm 

i_o 3 

55 y 

Disapp 

Re-app 

Coincidence. 

63.1 

63.2 

63.3 

63.4 

1 

T 

3 

29 

30 

31 

in s 

10 42 

16 55 
23 08 
05 06 

11 21 

17 37 

m s 

10 44 

16 58 
23 12 
05 15 

11 30 

17 43 

h m s h in s 

7 10 43 1 

7 16 56,5 > 7 16 56,5 

7 23 10 J 

10 05 10,51 

10 11 25,5 >10 11 25,33 
10 17 40 J 

o s 

0,801 

>0,47 
0,30 J 

6 

373,89 

At 63°,25 Fahr. 

85938,49 

Reduction to 63° Fahr..... 

Correction for buoyancy. 

+ 0,10 
+ 6,05 

Vibrations m vacuo at 63° Fahr. 

85944,64 


k 2 
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Table X. (Continued.) 


Exp. 5. September 14th Noon. Clock making 86400,18 Vibrations in a Mean Solar Day. 
Barom. 30°,22. Planes No. 8. Therm. No. 4. Observer, Captain Sabine. 

Therm. 

No. of 
Coincid. 

Times of 

Arc and 
Correction, 

Mean 

Interval. 

Corrected Vibra¬ 
tions in 24 Hours 
Mean Solar Time. 

Disapp. 

Re-app 

Coincidence. 

63,4 

63.7 

63.8 

64,0 

1 

2 

3 

29 

30 

31 

m s 

28 45 

34 58 
41 12 
23 04 

29 19 

35 30 

m s 

28 48 
35 02 
41 15 
23 11 

29 24 
35 40 

h in s h m s 

10 28 46,5"] 

10 35 00 M0 35 00 

10 41 13,5 J 

1 23 07,5*] 

1 29 21,5 V 1 29 21,33 

1 35 35 J 

o * 

0,86 "| 

>0,53 
0,32 j 

373,62 

At 63°, 725 Fahr 

85938,21 

Reduction to 63° Fahr.. 

Correction for buoyancy........ 

+ 0,30 
+ 6,04 

Vibrations m vacuo at 63° Fahr 

85944,55 


Exp. 6. September 14th P.M. Clock making 86400,18 Vibrations m a Mean Solar Day, 
Barom. 30°, 20. Planes No. 8. Therm No. 4 Observer, Captain Sabine. 

Therm. 

No. of 
Coincid 

Times of 

Mean 

Correction. 

Mean 

Interval. 

Corrected Vibra¬ 
tions in 24 Hours 
Mean Solar Time. 

Disapp 

Re-app. 

Coincidence. 

o 


m s 

m s 

h m s h m s 

O 8 

S 

At 63°,975 Fahr 

64,0 

1 

44 22 

44 25 

1 44 23,5] 





2 

50 35 

50 37 

1 50 36 >1 50 36 

0.871 



64,1 

3 

56 47 

56 50 

1 56 48,5 j 

1 , 



63,9 

28 

32 24 

32 31 

4 32 27,5] 

>0,65 

373,51 

85938,19 


29 

38 36 

38 45 

4 38 40,5 U 38 40,83 

0,42 J 



63,9 

30 

44 50 

44 59 

4 44 54,5 J 








Reduction to 63° Fahr. 


+ 0,41 





Correction for buoyancy 


+ 6,03 

Vibrations m vacuo at 63° Fahr j 

85944,63 
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ExP. 7. September 15th A.M. Clock making 86400,18 Vibrations m a Mean Solar Day. 
Barom. 30°,30. Planes No. 8. Therm. No. 4. Observer, Captain Sabine. 


Therm, 

0 S 

Disapp. 

Re-app. 

0 


m s 

m s 

63,6 

1 

50 24 

50 26 


2 

56 3/ 

06 40 

64,0 

3 

02 50 

02 54 

64,2 

30 

50 54 

50 59 


31 ! 

57 05 

57 12 

64,3 

32 

03 18 

03 24 


Times of 

Coincidence. 


Arc and I Mann . C ° mCt l 

Correction. ! Interval, tona « 24 Hours 

j Moan Solar Time* 


At 64°,025 Fa hr 


>0,47 373,45 85037,93 


Reduction to 63° Fahr. . 
Correction for buoyancy. 


Vibrations in vacuo at 63° Fahr. I 85944,41 


ExP. 8. September 10th P.M. Clock making 86400,18 Vibrations m a Mean Solar Day. 
Barom. 30°, 19. Planes No. 8 Therm. No. 4. Observer, Captain Sabine. 


64,1 3 

64,0 21 

22 

64,0 23 


Disapp j Re-app. 


Arc and Mean Corrected ^bra- 

Correction. Interval I “ f j 

i Mean Solar Time 


msjms hms bins o 

18 12 IK 16 j 1 18 14 “j 

24 25 24 29 1 24 27 >1 24 27,17 0,97 

30 39 j 30 42 1 30 40,5J 

22 40 | 22 45 3 22 42,51 

28 53 28 58 s 98 55..*; ks ok ha«?i <u« 


35 06 35 13 3 35 09,5j 


3 28 55,5 >3 28 55,83 0,475 J 


Reduction to 63° Fahr. . 
Correction for buoyancy. 


At 64°,05 Fahr. 


>0,81 373,433 j 


Vibrations in vacuo at 63° Fahr. 
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Table X. (Continued.) 


Exp. 9. September 20th A.M. Clock making 86400,18 Vibrations in a Mean Solar Day. 
Barom. 29°,79. Planes No. 8. Therm. No. 4. Observer, M. Quetelet. 

Therm. 

No. of 
Coineid 

Times of 

Arc and 
Correction. 

Mean 

Interval 

Corrected Vibra¬ 
tions in 24 Hours 
Mean Solar Time 

Disapp. 

Re-app 

Coincidence. 

61,6 

61,6 

61,7 

62,1 

62,2 

62,5 

1 

3 

31 

32 

33 

m s 

16 37 

22 49 

29 02 

23 47 

30 00 
36 14 

16 42 

22 56 

29 09 

23 53 

30 07 
36 21 

b m s h in s 

7 16 39,5") 

7 22 52,5 J> 7 22 52,5 

7 29 05,5 J 

11 23 50 “) 

11 30 03,5 ill 30 03,67 
11 36 17,5 J 

0,96“] 

>0,64 
0,34 J 

374,37 

At 61°,9i Fahr. 

85939,26 

Reduction to 63° Fahr. 

Correction for buoyancy. 

-0,44 
+ 5,97 

Vibrations in vacuo at 63° Fahr. 

85944,79 


Exp. 10. September 20th P.M. Clock making 86400,18 Vibrations m a Mean Solar Day. 
Barom. 29°,78 Planes No. 8. Therm. No. 4. Observer, Captain Sabixe. 

Therm. 

No. of 
Coineid 

Times of 

Arc and 
Correction. 

Mean 

Interval. 

Corrected Vibra- 
tions m 24 Hours 
Mean Solar Time. 

Disapp 

Re app 

Coincidence. 

62,0 

62,2 

62,3 

62,5 

1 

2 

3 

23 

24 

25 

ID S 

2 29 

8 42 
14 56 
19 35 
25 50 
32 04 

ra s 

2 32 

8 46 
15 00 
19 43 
25 57 
32 13 

h m s h m s 

1 02 30,51 

1 08 44 >1 08 44,17 

1 14 58 J 

3 19 39 "I 

3 25 53,5 >3 25 53,67 

3 32 08,5 J 

o s 

0,941 

>0,71 
0,41 J 

374,08 

At 62°,2J Fahr. 

85938,95 

Reduction to 63° Fahr... .. 

Correction for buoyancy. 

— 0,31 
+ 5,96 

Vibrations m vacuo at 63° Fahr 

85944,60 
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Table X. (Continued.) 


Exp, 11. September 22nd A.M, Clock making 86400,38 Vibrations m a Mean Solar Day 
Barom. 29°,58. Planes No 7. Therm. No. 4. Observer, M. Quetelet. 

Therm 

No of 
Comcid 

Times of 

Arc and 
CorrecUon 

Mean 

Interval. 

Corrected Vibra¬ 
tions in 24 Hours 
Mean Solar lime 

Disapp. 

Re-app 

Coincidence. 

61,9 

61,9 

62,0 

62,0 

1 

2 

3 

29 

30 

31 

m s 

#_ 

# 

# 

14 *00 
20 12 
26 27 

m s 
* 

* 

* . 

14 08 
20 22 
26 37 

h m s h m s 

* ’ ^ 7 25 42,5 

10 14 041 

10 20 17 >10 20 17,67 
10 26 32J 

o S 

loot 

>0,74 
0,40 j 

s 

374,113 

At 61°,95 Fahr. 

85939,22 

, , in Reduction to 63° Fahr. ........ 

' Pamculars mislaid.) Correction for buoyancy. 

-0,44 
+ 5,93 

Vibrations m vacuo at 63° Fahr 

85944,71 


ExP. 12. September 22nd P.M. Clock making 86400,38 Vibrations in a Mean Solar Day. 
Barom. SO 3 , 57. Planes No. 7. Therm. No. 4. Observer, Captain Sabine. 

J J Times of \ 

Arc and 
Correction. 

Mean 

Interval. 

Corrected Vibra¬ 
tions m 24 Hours 
Mean Solar Tune 

therm. 1 o = j 

j ^ u j Disapp. j Re-app 

Coincidence 

o J m s m s 

61,8 | 1 1 01 41 j 01 42 

62,1 j 26 | 37 21 j 37 29 

h m s 

12 01 41,5. 

2 37 25 . 

Ml} 0 ’ 5 * 9 

* 

373,74 

At 6i°,95 Fahr. 
85939,01 

Reduction to 63° Faiir. 

Correction for buoyancy. 

-0,44 

+5,93 

Vibrations m vacuo at 63° Fahr. 

85944,50 
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Table XI. 

London.—Coincidences observed with the Invariable Pendulum No. 8. 


ExP. 1 . September 16th Noon. Clock making 86400,18 Vibrations in a Mean Solar Day. 
Barom. 30°,34. Planes No. 8. Therm. No. 4. Observer, Captain Sabine. 


Therm. 

'si 

Times of 

Arc and 

Mean 

Corrected Vibra- 

z ° 

Disapp. Re-app. 

Coincidence 

Correction 

Interval. 

Mean Solar rime. 

0 


ms ms 

h m s 

h m s 


s 

s 

At 64°,9 Fahr. 

64,5 

1 

16 23 16 27 

11 16 25 ‘ 







2 

22 26 22 29 

11 22 27,5 

^11 22 28 

0,821 




64,9 

3 

28 30 28 33 

11 28 31,5 J 



U,42 

363,48 

85925,20 

65,0 

33 

30 12 30 19 

2 30 15,5 



r > 




I 34 

| 36 15 36 23 

2 36 19 

> 2 36 19,33 

0,25 J 




65,2 

| 35 

! 42 19 42 28 

2 42 23,5 J 

I 




i 


Reduction to 63° Fahr. 
Correction for buoyancy. 


+ 0,80 
+ 6,05 


Vibrations m vacuo at 63° Fahr. 85932,05 


, 2. September 17th A.M. Clock making 86400,18 Vibrations in a Mean Solar Day. 
Barom. 30°,36. Planes No. 8. Therm. No. 4. Observer, Captain Sabine. 


Therm. 

o 5 


lo 

Disapp 

Re-app 

64,3 

1 

16 32 

m s 

16 36 


2 

22 35 

22 39 

64,6 

3 

28 39 j 

28 42 

64,7 

34 

36 26 ! 

36 35 


35 

42 30 ! 

42 38 

65,0 

36 

48 33 

48 40 


Arc and 
Correction 


7 16 34 “ 
7 22 37 
7 28 40,5 „ 


7 22 37,17 0,93") 


10 42 33,67 ; 0,30 J 


Reduction to 63° Fahr. 
Correction for buoyancy. 


Corrected Vibra¬ 
tions m 24 Hour. 
Mean Solar Time 

At 64°,65 j ahr 


>0,54 363,53 85925,3 


Vibrations m vacuo at 63° Fahr. 














MDCCCXXVIII. 
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Table XI. (Continued.) 


1 Exp. 7. 

September 21st A.M. Clock making 86400,28 Vibrations in a Mean Solar Day. 


Barom. 29°,84. Planes No. 8. 

Therm. No. 4. Observer, Captain Sabine. J 

Therm. 

© 3 

Times of 

Arc and 

Mean 

Corrected Vibra¬ 
tions in £4 Hours 
Mean Solar Time. 

£ 1 

Disapp 

Re-app 

Coincidence. 

Correction. 

Interval 

61,6 

1 

m p 

35 51 

35 52 

h m s 

10 35 51,5"] 

h m 8 

O B 

* 

At 61°, 85 Fahr 


2 

41 55 

41 56 

10 41 55,5 

>10 41 55,17 

1,071 



61,8 

62,0 

3 

23 

47 57 
49 18 

48 00 

49 25 

10 47 58,5 J 
12 49 21,5"' 


>0,92 

364,11 

85926,62 


24 

55 23 

55 28 

12 55 25,5 

>12 55 25,67 

8.17 j 



62.0 

25 

01 27 

01 33 

13 01 30 j 

1 











— 0,48 








+ 5,99 














Vibrations 

m vacuo at 63° Fahr. 

85932,13 


Exp. 8. September 23rd A.M. Clock making 86400,38 Vibrations in a Mean Solar Day. 
Barom. 29°,55. Planes No. 7. Therm. No. 4. Observer, Captain Sabine. 

SlBB 

Arc and 
Correction. 

Mean 

Interval. 

Corrected Vibra¬ 
tions m 24 Hours 
Mean Solar Time. 

■Hum 

Coincidence. 

o j 1 m 8 j m s 

60,2 j 1 , 59 45 59 50 

60,4 j 34 j 20 11 | 20 20 

h m s 

5 59 47,5 ... 

9 20 15,5 . 

J ; m }°’ 86 

s 

364,485 

At 60°, 3 Fahr. 
85927,12 

Reduction to 63° Fahr. ... ! 

Coirection for buoyancy... 

— 1,13 
+ 5,94 

Vibrations m vacuo at 63° Fahr. 

! 85931,93 


Exp. 9. September 23ul A.M. Clock making 86400,38 Vibrations m a Mean Solai Day. 
Barom 29°,55. Planes No. 7. Therm. No. 4. Observer, Captain Sabine 

Therm. 

No ol 
Coincid 

Times of 

Arc and 
Correction. 

Mean 

Internal 

Corrected Vibra¬ 
tions in 24 Hours 
Mean Solar Time. 

Disapp 

Re-app. 

Coincidence. 

60,4 

60,7 

1 

29 

28 37 
18 40 

m s 

28 40 
18 47 

h m s 

9 28 38,5 . 

12 18 43,5 . 

1,001 * 
0.37/ 01,1 

364,464 

At 60°, 5 Fahr. 
85926,95 

Reduction to 63° Fahr.. 

Correction for buoyancy. 

— 1,05 
+ 5,94 

Vibrations m vacuo at 63° Fahr. 

85931,84 
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Table XI. (Continued.) 


Exp. 10. September 23rd P.M. Clock making 86400,38 Vibrations m a Mean Solar Day. 
Barom. 29°,57. Planes No. 7. Therm. No. 4. Observer, Captain Chapman, R.A. 

Therm. 

No. of 
Comcid. 

Times of 

Arc and 
Correction. 

Mean 

Interval. 

Corrected Vibra¬ 
tions in 24 Hours 
Mean Solar Time. 

Disapp 

Re-app. 

Coincidence. 

60,9 

61,4 

61,4 

61,4 

1 

2 

3 

35 

36 

37 

m s 

44 04 
50 07 
56 11 
10 24 
16 31 
22 32 

44 10 
50 13 
56 17 
10 41 
16 42 
22 43 

h m $ h m s 

1 44 07 *) 

1 50 10 >1 50 10,5 

1 56 14 J 

5 10 32,5") 

5 16 36,5 >5 16 35,5 

5 22 37,5 J 

o s 

1,01 “J 

>0,61 
0,28 J 

$ 

364,265 

At 61°,37 Fahr. 

85926,60 

Reduction to 63° Fahr.. 

Correction for buoyancy ........ 

-0,68 
+ 5,93 

Vibrations m vacuo at 63° Fahr. 

85931,85 


POSTSCRIPT. 

The expenses attendant on the conveyance of the pendulums and apparatus 
from London to Paris, and from Paris back to London, amounting to 26/. Ids. 
were defrayed by the Board of Longitude ; with whom the papers have been 
deposited, containing the original entries of the several observations recorded 
in this paper. 


In the account of my pendulum experiments made within the tropics and in 
the arctic circle, printed at the expense of the Board of Longitude, the rate of 
the clock with which the pendulums were compared was obtained at live 
stations, viz. at Bahia, Maranhain, Trinidad, Jamaica, and New York, by 
means of a small repeating circle of six inches diameter, belonging to the 
Board of Longitude. The correct value of the divisions of the level of this 
instrument having been ascertained by Captain Kater since the publication 
of that volume, see Phil. Trans. 1827, Art. IX., the observations made with it 
at the stations above mentioned have been recomputed: whence it appears 
that at Bahia the astronomical clock was losing less by 0 8 ,09 per diem,—at 
Maranham more by 0 s ,01 per diem,—at Trinidad less by 0 8 ,04 per diem,—at 
Jamaica more by 0 8 ,08 per diem,—and at New York more by 0 8 ,05 per diem,— 
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during the coincidences at each station, than was previously supposed. The 
length of the seconds pendulum at those stations requires consequently the fol¬ 
lowing corrections, viz. 


Bahia; . . 

. • + 

•00008 

Maranham; 

. . — 

•00001 

Trinidad; . 

• • + 

•00004 

Jamaica; . 

. . — 

•00007 

New York; 

. . — 

*00004 


I am also indebted to Captain Kater for the discovery of the two following 
inaccuracies, which I gladly avail myself of the present opportunity to correct. 
“ In the Table of results with the detached pendulums, the mean of the vibra¬ 
tions of pendulums 3 and 4 at New York should be 86117,98 instead of 
86118,48 ; and at Hammerfest 86220,96 instead of 86221,46 ; and the resulting 
seconds pendulums, respectively, 39,10109 instead of 39,10153, and 39,19468 
instead of 39,19512 ” 

None of these corrections are of sufficient magnitude to be sensible in the 
deductions by any of the modes in which the observed pendulums are combined 
or applied in the volume alluded to ; but, for the convenience of those persons 
who may have occasion to employ the results as data in other deductions, the 
following corrected Table is subjoined: 


St. Thomas ; 

Latitude 0 24,7 N 

Maranham; 

... 2 31,6 S 

Ascension; . 

... 7 55,2 S 

Sierra Leone; 

... 8 29,6 N 

Trinidad; . 

... 10 38,9 N 

Bahia; . . 

. . .12 59,3 S 

Jamaica; 

... 17 56,1 N 

New York; . 

... 40 42,7 N 

London; 

... 51 31,1 N 

Drontheim ; 

... 63 26,0 N 

Hammerfest; 

... 70 40,1 N 

Greenland; 

... 74 32,3 N 

Spitzbergen; 

... 79 49,9 N 


Pendulum 39,02074 inches 
.... 39,01213 . . 

.... 39,02410 . . 

.... 39,01997 . . 
.... 39,01888 . . 
.... 39,02433 . . 
.... 39,03503 . . 

.... 39,10120 . . 
.... 39,13929 . . 

.... 39,17456 . . 

.... 39,19475 . . 

.... 39,20335 . . 

.... 39,21469 . . 
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V. On the measurement of high temperatures. By James Prinsep, Esq. Assay 
Master of the Mint at Benares. Communicated by Peter Mark Roget, M.D. 
Secretary of the Royal Society. 

Read December 13, 1827. 

If all the experiments had been recorded, which at different times must 
undoubtedly have been made on the subject of Pyrometry, by those engaged in 
operations requiring the accurate management of fire, the catalogue would 
consist principally of abortive attempts, if not of decided failures. The efforts 
to obtain exact measurements of high temperatures have probably been aban¬ 
doned, partly from the occurrence of unforeseen difficulties, partly from the 
uncertainty of the results obtained: such, at least, appears to be the only way 
of accounting for the blank presented in this interesting and practically 
important branch of chemical knowledge. 

In the admeasurement of the lower portions of the scale of temperature, and 
the determination of the proper methods of graduation, and the laws of expan¬ 
sion, gaseous tension, See. a great degree of accuracy has been introduced. To 
the extent of the boiling point of mercury, indeed, we have tolerably exact 
values of the dilatation of metals and fluids; and by Messrs. Dulong and 
Petit’s experiments, the table has been extended to the irregularities of the 
thermometric indications of several substances, compared w r ith the supposed 
uniform expansion of air, or of any other gas in a diy state. 

But unth respect to the measure of heat produced by furnaces, until Mr. 
Daniell recently took up the subject, we only find upon record the invention 
of Mr. Wedgwood’s pyrometer; an instrument the indications of which are 
assumed in every chemical work as authority for some doctrines relative to 
the scale of temperature, which savour of the marvellous ; and for others, which 
a slight practical acquaintance with metals and crucibles must at all times 
have proved to be fallacious. As an example of the latter, I will only adduce 
the instance of the fusing point of copper, which, in Mr. Wedgwood’s table, is 



80 MR. PRINSEP ON THE MEASUREMENT OF HIGH TEMPERATURES. 

placed, on the authority of Mr. Alchorne, considerably below that of silver; 
whereas if a crucible containing the two metals in a state of purity be care¬ 
fully heated, the silver may be seen to flow round the copper some little time 
before the latter yields to the fire. 

When I assert that so little progress has been made in pyrometry, however, 
I must be understood to refer only to the absolute measurement of high tem¬ 
peratures ; for which purpose Mr. Wedgwood himself never considered his 
instrument qualified, although it was well adapted to the practical purpose of 
ascertaining deviations from a regulated heat required in any process of the 
arts. In this branch of the subject w r e may no doubt find numerous con¬ 
trivances on record, which the ingenuity of different artists has at different 
times suggested. Most igneous operations, however, such as enamelling, 
assaying, foundry, &c. furnish tests of themselves on which the workman can 
generally place all the confidence he requires. 

It is needless to describe the devices invented to indicate the mere compa¬ 
rative heat of fires: the principle of most of them consists in making a bar of 
some metal traverse the middle of the furnace, and act, by its elongation or 
otherwise, upon a convenient piece of mechanism outside. 1 have myself long 
made use of such a bar, carrying at one extremity an index on the compensa¬ 
tion principle, made of silver and gold: and I only advert to it here that I 
may take the opportunity of noticing a curious circumstance brought to light 
by its constant use during five years. 

The heat communicated to this compound index can never have much ex¬ 
ceeded the melting point of lead, or about 700 ° Fahr., and yet the surface of 
the gold has gradually become perfectly discoloured, and apparently pene¬ 
trated by the silver, in the same manner as would have been produced by 
mercury at a common temperature. This effect commenced on the edges of 
the slip of metal, and has now advanced nearly over the whole surface of the 
gold, giving it the appearance, under the microscope, of being studded over 
with hard tubercles of a leaden colour. The golden yellow, where it is not 
yet thoroughly changed, has become green like that of an alloy of gold and 
silver. The impregnation has extended to a considerable depth in the gold, 
and consequently the index has become less and less sensible to changes of 
temperature. But I should remark, that at the fixed end of the plate, where 
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a piece of platina foil had been joined, to strengthen and support the index, no 
discoloration has taken effect, the platina covering seeming to shelter the 
gold from the argentine vapours. I should also remark, that the two metals 
were originally quite pure, and were united without any alloy, by simply laying 
an ingot of silver over one of gold, and heating the two until the former just 
began to melt; the compound ingot was then laminated. 

Mr. Faraday has shown that mercury emits vapour capable of amalgamating 
with gold at very low temperatures. The circumstance just described tends to 
pro\ e that silver does the same while yet in a solid state, and below the lowest 
red heat visible in the dark. I unfortunately omitted to keep any note of the 
original weight of the bar, and am therefore unable to say whether any sen¬ 
sible diminution has taken place. 

To return from this digression.—In the Journal of the Royal Institution, 
vol. xi. Mr. Daniell has described an ingenious instrument, with which he 
measured the fusing points of many metals, and which has served to remove 
many of the anomalies of our so long undisputed catalogues. It may, however, 
be urged against his pyrometer, that platina has a smaller dilatation than 
every other metal, which is again diminished by the expansibility of the in¬ 
closing case of black-lead; and, moreover, that plumbago is acknowledged 
to be a very bad conductor of heat, and is liable to lose its shape. There 
does not appear by Mr. Daniell’s account, to have been a desirable accord¬ 
ance in the result of different trials, excepting in the two experiments upon the 
fusing point of silver. 

In the present day such a laudable jealousy of invention exists among 
scientific men, that it would be dangerous, even in this remote part of the 
world, to pass over any thing connected with my subject, lest I should be 
suspected of .plagiarism in what I may hereafter offer as my own. I should 
therefore notice that Dr. Ure has recommended an air thermometer made of 
platina; but I cannot learn whether his plan has ever been carried into effect*. 
Sir James Hall has also announced that he has found a means of measuring 
furnace heat; and the world will no doubt receive it with the confidence due 
to the ingenuity of the illustrious inventor. 

* I find since, that the instruments have been made for sale; but I have seen no statements of ex¬ 
periments made with them. 

MDCCCXXVIII. M 
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The mind often speculates upon such subjects without bringing its crude 
ideas into practical form. I have at one time thought that the light, and con¬ 
sequently heat, of a fire might be admirably measured by the eye, with the 
intervention of a series of thin plates of coloured glass or talc; the number 
necessary to obscure the light being the indication of the heat. 

It would be difficult, without actual trial, to estimate the objections to a 
photometer of this kind, from which doubtless some useful observations might 
arise: the intense heat of the oxy-hydrogen blowpipe, the fusion of platina, 
and other refractory metals, might thus be roughly estimated. The dark 
brown mica is well adapted for the construction of such an instrument, which 
might be made of one or two hundred thin laminae pasted on card frames. 
The eye should be protected from extraneous light by means of a dark tube 
during observation. 

After trying various plans, I have at last fixed upon one which appears to 
have superior claims to accuracy; and possesses the great advantage of being 
identifiable at any time and in any part of the world. 

The fusing points of pure metals are determinate and unchangeable; they 
also comprehend nearly the whole scale of temperature: the unoxidable, 
or noble metals, alone embrace a range from the low melting point of silver to 
the high ignition of platina. There-are, it is true, only three fixed points in 
this scale; but as many intermediate links may be made as are required, by 
alloying the three metals together in different proportions. When such a series 
has been once prepared, the heat of any furnace may be expressed by the alloy 
of least fusibility which it is capable of melting. Besides the unity of determi¬ 
nations which such a pyrometer would give, several other advantages might be 
enumerated:—the smallness of the apparatus; nothing more being necessary 
than a little cupel, containing in separate cells eight or ten pyrometric alloys, 
each of the size of a pin’s head:—the indestructibility of the specimens; since 
those melted in one experiment would need only to be flattened under the 
hammer to be again ready for action:—and the facility of notation; since three 
letters with the decimal of the alloy would express the maximum heat: thus, 
pyrom. S .3 G might be used for an alloy of 0.7 silver with 0.3 gold, and 
G .23 P would express gold containing 23 per cent of platina. 

Having thus explained the principles of my proposed pyrometer, I proceed 
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to describe the circumstances worthy of notide which occurred in the prepa¬ 
ration of the alloys. 

As gold melts at a heat not very much above silver, I assumed only ten 
degrees between them, measuring each by a successive addition in the alloy of 
10 per cent of gold to the pure silver; the tenth degree being, of course, 
measured by pure gold. These alloys are easily made, and require no com¬ 
ment : in accurate researches they may be further subdivided, using always 
the decimal notation. 

From the fusion of pure gold to that of pure platina, I assumed 100 degrees, 
adding one per cent of the latter metal to the alloy which measured each suc¬ 
cessive degree. Now, it is hardly to be supposed that the progress of these 
hypothetical degrees represent equable increments of heat; they will however, 
as I before observed, always indicate the same intensity; and their absolute 
value, as a matter rather of speculative than of practical interest, is to be sought 
by other expedients, such as the expansion of a platina bar. See. in co-operation 
with the pyrometric cupel. I shall hereafter have to show how this has been 
practised in measuring the melting point of silver. 

It was as long ago as the year 1821 when I made up the first twenty alloys 
of platina and gold; the metals were in a state of purity, and the proportions 
were adjusted to less than the thousandth part of the unit of each specimen, 
which weighed precisely 15 grains troy. The metals were fused in a powerful 
forge, supported on a small bone-ash cupel, and inclosed in an earthern cru¬ 
cible. The access of air was prevented as far as possible, and in some cases 
the metal was wrapped in paper to prevent the separation of small particles. 
I am thus particular in describing minutely the process of fusion, because some 
unexpected circumstances presented themselves in the fused buttons, which I 
believe have not hitherto been observed. Upon examining the specimens on 
their return from the fire, some were found to have gained considerably in 
weight; these were always more or less brittle under the hammer; others re¬ 
turned of the same weight as at first; and some few had even lost slightly in 
weight, and these, especially the latter, proved perfectly malleable. They were 
also of a brighter colour, and more deeply crystallized on the surface with the 
curiously knotted retiform indentations so peculiar to the alloys of platina. 

I cannot here refrain from indulging in a few remarks upon the cause of 

m 2 
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this phenomenon. Neither gold nor platina, alone, were known to have the 
faculty of absorbing oxygen at high temperatures ; and yet I could attribute 
the increase to nothing else, as carbon in many cases was not present, and the 
cupel exhibited no trace of being acted upon; excepting now and then where a 
paper covering had been employed, when the phosphate of lime had assumed, 
under the metallic button, a beautiful bright blue colour, resembling that of 
phosphate of iron. I soon satisfied myself that no carbon had been absorbed, 
by submitting a portion of the suspected metal to solution in nitro-muriatic 
acid. Neither could I obtain traces of silex, nor of any other earth; although 
M. Boussingault has observed that platina may even be readily fused by com¬ 
bining it with silex, which is effected by heating the metal in a crucible lined 
with wood charcoal: the metal in such case becomes brittle, and gains about 
one per cent in weight; but the silex is regularly discoverable by its forming 
a jelly on solution in aqua regia, which was by no means the case in my expe¬ 
riments. I am rather inclined therefore to believe, although unable to confirm 
the supposition for want of due examination, that the increase of weight must 
be attributed to oxygen, as has been proved by Mr. Lucas to be the case with 
regard to silver and copper. But the former of these metals gives out, at the 
moment of its becoming solid, the oxygen absorbed while it was in a liquid 
state: and copper, when quite brittle from the presence (as is supposed) of 
oxygen, may be restored to its malleable state by what is technically called 
poling; that is, by bringing carbon in contact with the melted metal: whereas 
when I remelted one of the platina alloys in an envelope of leather, it gained 
additional weight, and became more brittle than before.—The subject must 
be left for future examination. 

The following Table will explain more fully the effect to which I have 
alluded. I have continued the series of alloys up to 70 per cent of platina, 
but that and the previous specimen were not fused in the highest forge heat. 
G .55 P. was only half melted by the intense heat capable of fusing the cupel 
of Gualior clay in which it was supported. 
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Alloys of Platina and Gold. 


New 

Proportions of 

Heat employed. 

Colour of the 

Specific 

Gravity. 

Weight of 
fused bead. 

Malleability. 

Gold. 

Platina. 

Alloy. 

0 

100 

01 


1 

19*36 

1000 

Perfectly malleable. 

Rather brittle. 

1 

99 

1 [ 

hottest part of 

18*4 

1001*4 

2 

98 

2f 

assay furnace. 

s 

19*6 

1001 

Ditto. 

3 

97 

3j 

19*0 

1000 

Ditto. 

4 

96 

4 

ditto remelted. 

IPs 

19*8 

1004 

Not very perfectly fused. 

5 

95 

5 

forge. 

>» 

II# 

° gf-S 

19*1 

1008*5 

Brittle. 

6 

94 

6 

18-6 

1001 

Rather so on edges. 

7 

93 

7 

»» 


18*7 

1014*5 

Very brittle. 

8 

92 ' 

8 

ji 

a e 

JU <0 *s 

19*5 

1000 

Quite malleable. 

9 

91 

9 

»» 

o£ o 

19*4 

1000 

Quite malleable. 

10 

90 

10 


'S “Jt> 

18-7 

1005 

Brittle, 

11 

89 

11 


& "3 « 

19*0 

1003 

Brittle. 

12 

88 

12 


« s|*§ 

19*4 

1000 

Quite malleable. 

13 

87 

13 


so"®* 

18*8 

1013 

Very brittle. 

14 

86 

14 

»> 

18*6 

1000 

Malleable. 

15 

85 

15 

n 

.5 r c 
a * cs ». 

20-0 

1000 

Quite malleable. 

16 

84 

16 

it 

•a S gg 

19*1 

1004 

Brittle on edges. 

17 

83 

17 

it 

19*2 

1003 

Ditto. 

18 

82 

18 

11 

£ S’a-a 

20*5 

990? 

Perfectly malleable. 

19 

81 

19 

11 

I’SSf 

20*9 

996 

Ditto 

20 

80 

20 

bone-ash cupel 

;ig§ 

18*9 

1000*2 

Not entirely. 

21 

75 

25 

melted. 

20*9 

992 

Malleable. 

22 

70 

30 

a 

| Isj 

20-0 

994 

Not quite malleable. 

23 

65 

35 

,, 

° ° ®« 

19*9 

990 

Perfectly malleable. 

24 

60 

40 

a 


19*0 

1000*2 

Cracks on edges and blisters. 

25 

55 

45 



18-9 

1000*3 

Ditto, ditto, and brittle. 

26 

50 

50 

Gualior clay. 

s SS s 

20*0 

1000 

Rather brittle. 

27 

45 

55 

O.o. 2 a 

.. 

1000*3 

Brittle, but not fused. 

28 

40 

60 

crucible melted. 

^ i e-J 

.. 

991 

Not fused. 

29 

30 

70 


A 

" 

1000 

Platina wires only aggluti¬ 
nated or soldered together 
by the gold. 


Note 1,—The first four specimens were melted under an assay muffle: they 
were wrapped in paper* and the bone ash cupels were all stained under the 
metallic beads of a fine azure blue (query, phosphate of iron ?). 

2. —The beads melted in a forge, when suffered to cool gradually, were all 
crystallized deeply: the colour of the brittle beads was duller than that of the 
malleable ones. 

3. —No. 7 was remelted inclosed in leather: it gained an additional six- 
tenths per cent, and was more brittle than before. This is unfavourable to the 
oxygen hypothesis. 

4. —The specific gravities were taken after hammering and annealing; but 









86 MB. vmmw ON THE MEASUREMENT OP HiOH TEMPERATURES. 

they cannot be depended upon* on account of the small bulk of the specimens, 
and the cracks on their edges: they are, however, the mean of two separate 
experiments made at distant periods; and prove, in a general way, that the 
brittle were of less specific weight than the malleable beads, 

* *• ? $ * , 

I shall now proceed to mention a few trials made with my pyrometrie alloys 
in different furnaces and in different parts of the same furnace. The disparity 
of heat is greater than might .have been supposed: and where, as in assaying 
the precious metals, so much depends upon the temperature at which the 
operation is performed, it would be useful to know every difference in this 
respect obtaining in various countries, and its effect upon the quality or stand¬ 
ard of bullion. 

Maximum alloy melted. 


Muffle of an assay furnace; front;. . . ..S .0 G 

Muffle of an assay furnace; middle; average.S .3 G 

Muffle of an assay furnace; behind; average ...... S .5 G 

The Calcutta charcoal is better than that of Benares, and fre¬ 
quently heats the muffle to . . ... G .04 P 

Calcutta silver-melting furnaces of the English construction 

(specimens inclosed in an iron melting-pot).G .0/5 P 

Calcutta open native furnace... G .06 P 

Calcutta blast furnace for melting musters ....... G .20 P 

Black lead table furnace without chimney.G .08 P 

Apex of condensed air blowpipe flame. . . G .20 P 

Melting point of copper by two trials under a muffle . . , G .03 P 

Melting of cast iron, about. . . G .30 P 

Highest heat of a forge with the charcoal of Benares . . . G .55 P 


The above examples are sufficient to show the use of this simple instrument 
as an indicator of heat. I lay no stress upon the melting points of copper or iron, 
because I have no opportunity of trying them on a large scale. The instrument 
is well adapted for measuring the relative force of different fuel;—of pit-coal, 
charcoal, wood, &c.; a point, in this country especially, where woods vary so 
much in texture, of no inconsiderable interest. In conclusion, I may notice 
that some ingenuity is necessary in the contrivance of a box to hold and pre- 
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serve the specimens separate; and that the alloys of silver and gold lose in 
weight by long exposure to heat: they are however easily replaced; and the 
little musters need never be thrown away, as the gold may always be again 
purified. The platina alloys are very durable. 


Having explained the means which I had provided for ascertaining the 
relative heat of a furnace, I turn to the more interesting portion of my 
experiments on pyrometrie subjects; namely, the determination by means of 
an air thermometer of the absolute temperature at which pure silver enters 
into fusion. And here I pass over many fruitless endeavours made with cast 
iron retorts *, filled with azote to prevent oxidation, and proceed at once to 
the description of the apparatus which at last satisfied my expectations, and 
furnished the results presently to be enumerated. 

In Plate II. fig. 1. the complete apparatus is displayed at the moment of mi 
experiment. A, represents a retort or bulb of pure gold, weighing about 6500 
grains troy, and containing nearly ten cubic inches of air, B, is a tube also 
of pure gold, which at its outer end is firmly united by a small gold collar to a 
similar tube, C, of pure silver; the bore of the latter tube is larger than that 
of the gold; but to prevent any undue influence from the unequal heating of 
the air contained in them both, and to confine the operation entirely to the 
gold bulb, the two tubes are plugged by wires of the same metals, so as to 
leave a very minute crevice for the air to pass. The outer part of the tube C 
is kept cool with a wet towel, to protect the stopcocks and flexible tube D. 
The tube D completes the communication of the air bulb with the glass 
reservoir E, which is intended as a substitute for an inconvenient length of 

* These experiments only furnished me with one feet new to myself; namely, that east iron acquires 
a permanent increase of bulk by each successive heating: for die cubic contents of the retort used, 
as determined by the weight of pure mercury contained at the temperature of 80°, were as follows: 


Before the first experiment^. 9.18 cubic inches. 

After the first fire ... 9.64 

After three fires ... 10.16 


And the augmentation, which is more remarkable, exceeds the dilatation due to the temperature to 
which it was exposed; for as iron expands ,0105 in ISO degrees, the increase of bulk upon 10 cubic 
inches should be .105 X 3 = .815 at 1800° Faiir., or near the melting point of silver: whence it 
may be concluded that the dilatation of iron is not equable, as has been also proved by Messrs. 
DuLONGand Petit. v 
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graduated tube. This reservoir is nearly filled with olive oil, and is furnished 
with a safety tube and bulb F into which the oil rises when the air of A 
begins to flow, and a stopcock below, for the purpose of restoring the equili¬ 
brium of pressure by drawing out a portion of the oil. In the collar of the 
reservoir E, however, there is another stopcock aperture, leading into a gra¬ 
duated glass tube, G, in which a small bubble of oil is made to traverse. As 
this tube was very accurately divided into two-hundredths of a cubic inch, and 
may be read off to a tenth of that quantity, the equilibrium is capable of very 
delicate adjustment. 

The furnace, as the figure exhibits, was situated in an adjoining apartment, 
so as to screen the exterior apparatus entirely from the heat. A small ther¬ 
mometer in F, however, serves to note any small change of temperature in the 
reservoir. 

The furnace and muffle need no description, being of the ordinary assay 
construction, p, p, p, are little pyrometer cupels containing alloys of silver 
and gold, as mentioned in the former part of this paper. 

Fig. 2. represents one of these pyrometer cupels with the lid raised, showing 
three of the alloys melted, and the rest retaining their form. 

Every part of the instrument was ultimately rendered perfectly air-tight. But 
the first twelve experiments were rejected on account of minute leakage, which 
was at length entirely overcome; and several more were excluded on the sus¬ 
picion of the air within the bulb not being thoroughly deprived of moisture, 
which desideratum was at last considered to be attained after frequently reple¬ 
nishing it with fresh air from a mercurial gasometer, where it had been exposed 
for days and even weeks to the drying action of concentrated sulphuric acid. 

The absolute temperature, as must be evident from the construction of the 
instrument, is to be deduced from the measured volume of air expelled from 
the heated gold bulb; which volume again is to be found by the weight of 
the oil drawn from the reservoir, together with the adjustment of the bubble 
of oil in the graduated glass tube. The necessary calculation, however, em¬ 
braces several corrections: some of them of minor effect and of known and 
certain influence,—as the formulae for barometric and thermometric change; 
specific gravity of the oil, &c.;—others, which affect materially the results, and 
are by no means so certain in their power: these are the dilatation of gold at 
high temperatures, and the absolute law of gaseous expansion. The close 
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agreement of M. Gay-Lussac’s and Mr. Dalton’s expressions for the expansion 
of gas between the fusing and the boiling point of water (0.375 and 0.376 in 
180° Fahr.) leaves, it is true, but little room for hesitation in the adoption of 
the term 0.375 for 180 degrees. But as the tables of the dilatation of metals 
only give that of gold up to the boiling point of water, I may be wrong in as¬ 
suming an equable rate of increase for greater heat: and it is therefore as much 
to provide against alterations in these points by future experimentalists, as from 
an earnest desire to conceal nothing which may affect my general conclusions, 
that I venture to trouble the Society with a detail of the data on which the 
several calculations are made. By this means, too, the following tables will 
speak for themselves, without the necessity of continual explanation. 

First Series. 

1. The tubes of silver and gold not plugged. 

2. The contents, or interior volume of the gold bulb and tube, were found equal to 9.989 cubic inches, 

at the rate of 252,397 grains of pure water to the cubic inch at 80° Fahk. : but as the minus 
expansion of the portion of air in the gold tube, due to its not being heated to the full heat of 
the bulb, was rather more than balanced by the plus expansion of the air m the silver tube, the 
volume is estimated at 10 cubic inches. 


3. The specific gravity of the oil found to be .91 at 80° Fahk. 


Date. 

Oil ex- 

Barometer 

Thermometer 

Adjustment 

No. of 
Exper. 


pelled. 

before 

after 

before. 

after. 

of the Index. 


May 29 

trov grs 

1744*1 

jn dec 

29*55 

dec 

*48 

deg 

90* 

deg 

97* 

cub in 

+ •005 

1 

Small square muffle furnace.—Silver not melted. 

30 

1726*0 

29*40 

•40 

95* 

93*6 

+ *028 

2 

Ditto. About the same heat, or rather hotter, 

June 1 

1611*0 

29*36 

*35 

94*5 

100*5 

-•043 

3 

—silver not melted. 

Black’s table furnace with muffle; bright-red 

4 

1757*5 

29*43 

•40 

93*3 

94*5 

+ •010 

4 

heat, or orange —Silver not at all affected. 

Ditto —Could not raise sufficient heat to fuse 

5 

1786*2 

29*46 

•43 

87* 

87* 

-•Oil 

5 

silver with the large muffle in. 

Same furnace with narrower muffle —A silver 

6 

1753*5 

29*31 

•33 

91* 

94*8 

-•023 

6 

wire held over the bulb barely melted. 

Same furnace—heat not full. 

10 

1810*0 

29*315 

*31 

94*2 

96* 

+ •025 

7 

(Several subsequent experiments were rendered 
imperfect by a minute leakage where the gold 
and silv er tubes were joined this was remedied 
by adding solder.) 

Large assay furnace. Heat = S 4 G. 

(The next experiments were faulty from leak¬ 
age, and it became necessary to cut off and re¬ 
place the tip of the gold tube. The contents 
were now 10*062; or, allowing roughly for the 
portion less influenced by the heat, 10*03.) 

Large assay furnace; bright orange heat. ex¬ 

July 1 

1814*0 

j 

29*36 

•43 

90* 

90* 

+ •040 

8 

9 

518*5 

29*29 

*29 

84*1 

86* 

+ *055 

9 

pansion continuing,—doubtful whether mois¬ 
ture was not present. 

In boiling water. 

10 

1829-5 

29*275 

•27 

86*5 

84*5 

+ *062 

10 

Large furnace. Full melting heat. 


MDCCCXXVIII. 
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Second Series. 

1. The silver tube was now plugged with a wire whose cubic measure was 0*611 inch. This, pro¬ 

jecting a little way into the gold tube, diminished the latter about 0*03 inch. 

2. The volume of the gold tube being 0*415 inch, requires, now that there is no counterbalancing 

effect produced by the air of the silver tube, a correction to be introduced for its not sharing the 
full heat of the bulb itself in the furnace. I have thus experimentally estimated this correction, 
dividing the tube into four compartments: 

the first containing 0*185, heated, say to 1200°, yields expansion 0*647 


the second — *120 —* — 1100 — — *394 

the third — *080 — — 1000 — — *246 

the fourth — *030 — — 900 — — *086 

Sum... .1*373 

*415 heated all to 1600° would yield .... 1*785 


The quantity of cold air expelled from the tube proportionate to 1*785 is 0*319 

and for 1*373 is 0*290 
leaving a difference 0*029 

which is to be deducted from the residual gas m every experiment; or, as it comes to the same 
thing, may be deducted from the contents of the bulb and tube at once. 10*062 — *03 + *029 
= 10*003. Therefore 10,000 may be safely used as the volume of air during the present series. 

3. The specific gravity at the beginning and end of these experiments was 

24th of September at 88°... .*9111. 11th of July at 82°... .*9125 

And the latter estimation is used for the temperature of 80°; to which, in the following senes, the 
weight of the oil expelled is always reduced. 



Oil ex- 

Barometer 


Adjustment 

E. . 


Date 





° § 

Notes made at the time. 

pelled. 

before. 

after 

before 

after. 

of the Index 

«5 S' 


troy grs 

in dec 

dec 

deg 

deg 

cub in. 



July 14 
15 

1789* 

29*25 

•35 

83*3 

89* 

+ •012 

11 

Large furnace always used. Full melting heat. 
—Apparatus placed m the cold muffle the pre- 

1590* 

29*25 

•35 

83*8 

87- 


12 

ceding evening. 

Same experiment. At a full red heat. 


16 

1738*2 

29*28 

•38 

91- 

89*7 

-•030 

13 

Oil allowed to remain m the safety tube under 









a pressure of three inches during the night; so 
that a small portion of air might have been ab- 









sorbed by it. 

17 

o 

00 

29*38 

*375 

89*8 

92*5 

+ *068 

14 

Good experiment. When cooled down, the index 
returned almost precisely to the original point. 

19 

1801* 

29*28 

*39 

90* 

89-9 

+ •033 

15 

Fresh air from the gasometer. Hot fire. 

20 

489* 

29*37 

•37 

90* 

91* 

—•021 

16 

In boiling water—whole tube submerged. 

21 

1808*7 

29*32 

•34 

88*5 

88- 

+ •035 

17 

Hot fire. Henceforward the instrument was put 








suddenly into the muffle when heated to the 
necessary pitch. 


24 

1809*6 

29*27 

*282 

91* 

88*2 

+ •005 

18 

Moderate fire. 

24 

1816*2 

29*28 

•27 

91*8 

94*9 

+ •018 

19 ; 

Second fire—rather hotter than the last. 

25 

1821*9 

29*28 

*32 

88*2 

90*9 

-•060 

20 ; 


27 

1814* 

29*24 

•27 

85*4 

88*2 

—•012 

21 | 


28 

1836*2 

29*2 9 

•285 

85*7 

88*8 

+ •019 

22 

Hot fire. 

29 

1843*4 

29*26 

•28 

83*8 

83*9 

+ •069 

23 

Before this experiment the gold bulb had been 








inadvertently filled with the damp air of the 
room.—hygr. 91°. 


29 

1787*2 

29*29 

•27 

86*6 

91* 

+ •033 

24 

Dry air from the gasometer—low beat. 

3111813-4 
Aug 2,1816*7 

29*20 

*21 

82*9 

83*6 

•000 

25 

Silver-melting heat. 

29*436 

*442 

82* 

85* 

+ •025 

26 

Full heat. 

31795*7 

29*405 

*43 

83*7 

86*5 

+ *010 

27 

Silver not melted close to the bulb. 

51820* 

j 29*41 

•44 

83* 

85*5 

-•008 

28 

A hotter fire. 

71823*3 

I 29*45 

*455 

83- 

84*3 

+•028 

29 

Ditto. 

91821*6 

| 29*475 

*474 

89* 

91*4 

•000 

30 

Fully the melting point of silver—air fresh from 

_ 




the gasometer. 
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Although the foregoing series of experiments exhibits as much uniformity as 
could possibly be expected in a subject so liable to unavoidable irregularities, 
still I felt anxious to get rid altogether of the small correction allowed for the 
imperfect heating of the tube. With this view I re-opened the tubes, and fitted 
in the thick gold wire mentioned on a former occasion. The interior volume 
was now reduced to 9./615 cubic inches: and by the trial in boiling water, 
this appears to be most correctly the influential volume. 


Third Series. 



Oil ex- 

Barometer 

Thermometer 

Adjustment 

o 5 

Notes made at the tune. 

Date. 

pelled. 

before. 

after. 

before 

after. 

of the Index 

O K* 

Aug. 

troy grs 

in dec 

dec 

deg 

deg. 

cub in 



17 

455*9 

29*40 

*402 

87*8 

87*5 

*000 

31 

In boiling water. Instrument in a very perfect 
state. 

18 

1736*3 

29*43 

•451 

84*3 

85*1 

+ •025 

32 

Large furnace, a little hotter than silver fusion. 

20 

1735*6 

29*472 

•480 

83* 

86*1 

+ *051 

33 

A minute portion of atmospheric air had pre¬ 
viously been admitted to the dry air of the oil 
reservoir. Good experiment. 

21 

1786*8 

29*486 

•500 

81*9 

86* 

—170 

34 

Full muffle heat. 

23 

1695*5 

29*43 

•44 

82* 

j 86*3 

-*012 

35 

Small furnace. Bright orange heat; silver not 
melted. 

25 




* * 



36 

Back of the gold bulb melted at a temperature 
of about S .9 G. There had been a little silver 
solder applied to the part which gave way. 


After this accident I endeavoured to render the bulb again serviceable by 
patching on a new bottom with as little solder as possible. In effecting the 
junction, I had reason to fear that a small portion of borax got into the interior 
of the instrument, and injured the subsequent experiments; and, as accidents 
seldom come singly, I was also perplexed by a few drops of oil having oozed 
down the tubes into the bulb, and, being suddenly converted into permanent 
gas, producing an excess in the quantity of oil driven from the reservoir. In 
four experiments the excess was about 150 grains, and the cause was evident 
during the process of cooling; but it was difficult to estimate the exact amount 
of new gas generated. 

The contents of the repaired bulb were 7-000* 
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Fourth Series. 


Date 

Oil ex- 

Barometer 

Thermometer 

Adjustment 

o as 

Notes made at the time 

pelled. 

before 

after. 

before. 

after. 

of the Index. 

6 £* 


troy grs 

in, dec. 

dec 

deg 

deg 

cub in. 



Sept. 6 

1841*1 

29*575 

•580 

86-3 

88*7 

-*002 

37 

A hot fire. 

7 

1813*5 

29*55 

•56 

86-9 

91*1 

+•035 

38 

Moderate and regular. 

7 

1923*3 

29*592 

*58 

91* 

94*8 

+ •072 

39 

Very hot fire. The solder on the bottom of the 
bulb had evidently run, but no leakage ensued. 

8 

1848*4 

29*54 

•54 

88* 

91*6 

+ •028 

40 

A regular fire. 

9 

1842*7 

29*58 

*59 

87* 

89*7 

+ *037 

41 

Below the ordinary heat. 

11 

1900*8 

29*49 I 

*49 

87* 

91* 

+ •040 

42 

Hot fire— Quere, any air generated 

13 

1867*8 

29*38 

•398 

87* 

88*5 

*000 

43 

Solder had partially fused. No leakage. 

14 

1859*5 

29*47 

*47 

88*2 

91*1 

+*015 

44 

A good experiment 

14 

1852*5 

29*48 

*48 

! 89*2 

92*9 

+ •065 

45 

Fresh air from the gasometer, No leakage; fire 
rather hot 

17 

859*2 

29*41 

•40 

87* 

89* 

+•024? 

46 

In boiling water,—This extraordinary anomaly 
seemed to be caused by an exceedingly minute 


infiltration of aqueous vapour, through the new joint; but on examination with a condensing air syringe, there did not 
appear any leakage. The longer the bulb remained in the water, the more gas came over; and when the instrument 
was again submitted to the furnace, the oil expelled amounted only to 1200 and 1300 grains, proving that some leak* 
age existed which was not perceptible at a low temperature. With this experiment the whole senes was brought to a 
conclusion. 


It now remains to convert the data afforded by the foregoing table into 
degrees of the common thermometer. A single example will suffice to explain 
the process of this simple though somewhat lengthy calculation: and the table 
No. II. which follows, will set forth the fundamental data whence the results 
of each experiment are deduced. 

One or two corrections,—for the expansion of the gkss reservoir, and for 
the minute quantity of air contained in the exterior part of the apparatus,—are 
omitted in the calculation, as hardly appreciable: the temperature of the air 
in E (fig. 1.) may not always have been given with accuracy, as the thermometer 
was unavoidably suspended in F. No error on this head could exceed a single 
degree, as the screen wall effectually kept off the influence of the furnace, or 
equalized it on all objects connected with the apparatus outside. 
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Table II. 


8 ? 

Volume of 


Expansion 

2-3 


Heat by 


«g e 

°.s 

air expelled 


converted into 

2/s 


Pyrome- 

Notes 

after all 
corrections 

gold bulb. 

degrees at *375 
per 180° 

j§ 

H 3 

nace. 

tnc cu¬ 
pels. 



cubic mch. 

cubic mch 

deg 

deg. 

deg 



1 

7*472 

10*410 

1492 

90 

1582 

none 

Orange heat 

2 

7*559 

10*430 

1578 

95 

1673 

none 

Bright orange. 

3 

7*106 

10*370 

1239 

95 

1334 

none 

Bright red heat, rather orange. 

4 

7*643 

10*442 

1644 

94 

1738 

none 

Bright orange—-not quite melting silver. 

5 

7-775 

10*465 

1771 

90 

1861 

S 

Silver wire melted. 

6 

7*620 

10*440 

1627 

91 

1718 

S 

Perhaps a little )e*s. 

7 

7-901 

10*480 

1917 

94 

2011 

S.4G 


8 

7-978 

10*470 

2011 

90 

2101 

none? 

Damp air \ 

9 

2*300 

10*032 

144 

84 

228 


Ditto > (These three rejected ) 

10 

8*057 

10*499 

2112 

86 

2198 

S.2G 

Ditto j 

11 

7-717 

10*460 

1727 

84 

1811 

S 


12 

6*876 

10*350 

1110 

84 

1194 


Full red heat 

13 

7*566 

10*430 

1579 

91 

1670 

S.1G 

Rejected.—Some air oozed out in night 5 

14 

7*859 

10*475 

1863 

90 

1953 

S.2G? 

Pyrometer cupel not employed, but put down 

15 

7*851 

10*475 

1863 

90 

1953 

S.3G 

Fresh air. [by estimation. 

16 

2*100 

10*030 

128 

88 

216 


Doubtful to what the excess can be attributed 

17 

7*911 

10*480 

1930 

88 

2018 

S.2 G ? 


18 

7*915 

10*480 

1934 

90 

2024 

S.2G 

Pyrometer cupel at back of bulb S .3 G 

19 

7*830 

10*470 

1835 

92 

1927 

S.1G? 


20 

7*810 

10*470 

1812 

88 

1900 

S.1G? 


21 

7*836 

10*470 

1845 

85 

1930 

S 1G 


22 

7*936 

10*490 

1959 

86 

2045 

S.3G 

Pyrometer, behind S A G, in front S .2 G. 

23 

8*094 

10*500 

2166 

84 

2250 

S.2G 

Damp air.—Rejected. 

24 

7*712 

10*460 

1713 

87 

1800 

S 

Dry air. Fire proved dull. 

25 

7*864 

10*475 

1875 

83 

1958 

s 

Behind, SO.15 G. 

26 

; 7*838 

I 10*470 

1792 

82 

1874 

S.l G 


27 

7*769 

10*465 

1773 

84 

1857 

s 

Hardly so high. 

28 

i 7*863 

1 10*475 

1875 

83 

1958 

S 2G 


29 

7-923 

10*490 

1945 

83 

2028 

S .2 G 


30 

7*866 

10*475 

1877 

89 

1966 

S.1G 

[water 

31 

1*979 

9*792 

124*3 

87*7 

212 


The whole bulb and tube submerged m boiling 

32 

7*518 

10*190 

1701 

88 

1789 

‘s’ 

Perhaps these three are all a little too low, for the 

33 

7*538 

10*190 

1721 

86 

1807 

S 

part of the bulb next the tube must have been less 
heated than the rest, and no allowance is made 

34 

7*524 

10*190 

1708 

86 

1794 

none 

the difference however must be very small. 

38 

7*819 

10*121 

2015 

89 

2104 

S 

From the uncertainty attending this senes of ex- 

39 

8*360 

10*172 

2993 

95 

3088 

S 

periments, it is better at once to reject the re¬ 

40 

7*98 9 

10*150 

2261 

91 

2352 

S 

sulting temperatures. In Nos. 39 and 42 gas 

41 

7*993 

10*150 

2268 

90 

2358 

s 

was evidently generated and upon breaking 
up the instrument the mtenor of the tubes was 

42 

8*218 

10*170 

2674 

91 

2765 

S .4 G 

found coated with oil, and the glaze of borax. 

43 

8*088 

10*158 

2426 

88 

2514 

S 7 G 

44 

8*037 

10*154 

2339 

88 

2427 

S .2 G 


45 

8*042 

10*156 

2348 

89 

2437 

S .25 G 
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The average results may be thus expressed: 


Full red heat . . . 

Orange heat . . . 

Silver melts .... 
Silver with -jV gold . 
Silver with ~ gold, say 


1200 
1650 
1830 { 
1920 
2050 


Daniell ..2233°. 
Wedgwood 4717°. 


Example of the calculatim of temperature from Table I. 

On the 27th July 1826—twenty-first experiment. 

Weight of oil at temperature 80°, 1814*0 grains...log. 3*2586373 

Correction for barometer -27 j' • * ••difference of logarithms + *0004453 

Correction for thermometer l° g- ^ oh a ir ^63879 1 _ *0026836 

Constant for specific gravity of oil = *9125 ..1*96023291 __ g'3623171 

Constant for grams of water per cubic inch = 252*397. .2*4020842 j * * 


Results, 


Correct volume of air expelled at 85°*4 ss 7*8358 cub. in. 0*8940819 
Volume of bulb... .10*0000 


Residual gas in the heated bulb ...... 2*1642 0*3332974 

Correction for change of barometric pressure.— *0004453 

Correct residual gas .... 2*1620 0*3348521 

Expansion of gold at 1950° on 10 cub. m. = *470 1*0199467 

1 * 


Therefore as 2*1620 : 10*47 :: 10 :1 4S . 428 

volume of gas, if all were heated J 

deduct 10*000 


Results, Quantity of expansion, cubic inches 38*428 


Constant for gaseous expansion 0*375 .1*57403131 

Constant for 180° Fahk.. .2*2552725 / 


.. 1*6850946 

1*5846478 
+ 1*6812412 


1844*6 . 3*2658890 

+ 85*4 


Temperature of the furnace in degrees of Fahb, 1930*0° 
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I have now brought these experiments to a conclusion, and believe that they 
are sufficiently trustworthy to warrant a reduction in the tabular melting point 
of pure silver of at least 400 degrees below the determination of Mr. Daniell, 
while they indisputably prove the superiority of that gentleman’s thermometric 
table as contrasted with that of Mr. Wedgwood. 

That the air thermometer cannot be expected to give indications perfectly 
accordant, those who have kept registers of the manometer of the sympieso- 
meter will be ready to grant. At high temperatures, also, a very small differ¬ 
ence in the quantity of air ejected produces a considerable change in the cor¬ 
responding heat; and the air thermometer has the disadvantage of becoming 
less sensible with every increase of heat; for the portion which is expelled 
from the hot bulb must necessarily be cooled to a known point before it can 
be measured. The substitution of a reservoir of oil or mercury in the place of 
a mere graduated tube is essential, where the instrument is to be suddenly 
thrust into the fire, as the rapid motion of a bubble of liquid in a tube would 
either, if oil, leave it as a film lining the tube, or if mercury, break a passage 
for the air by the side of it. The reservoir employed by me was equal to a 
tube fifty feet long, and of the same bore as the adjusting tube G. 

To obviate the uncertainty of the increase of the bulb A, I constructed an 
apparatus for submitting the dilatation of gold and other metals to actual 
measurement. but as I have not yet concluded my experiments, I shall re¬ 
serve them for a separate communication. 
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VI. On Captain Parry’s and Lieutenant Foster's experiments on the velocity of 
sound. By Dr. Gerard Moll, Professor of Natural Philosophy in the Uni¬ 
versity of Utrecht. Communicated hy Captain Henry Kater, V.P.R.S. 


Read January 17, 1828. 


Di T RING Captain Parry’s winter residence at Port Bowen, in 1824—1825, 
experiments were instituted on the velocity of sound. As, probably, inves¬ 
tigations of that sort will not frequently be made at such low temperatures, it 
appears not uninteresting to compare the results obtained, with the theoretical 
formula of the late lamented Laplace, and also with other experiments made 
under different circumstances. With this view I caused my assistant M. Simons 
to make the calculations of which I am about to render an account. 

Captain Parry's and Lieut. Foster’s experiments ivere made at Port Bowen, 
in 73 c 13' 39" N. and 88° 54' 55" W. of Greenwich. The distance of the brass 
six-pounder from the station of the observers was trigonometrically determined 
by Captain Parry to be 12892,96 English feet, and by Lieut. Foster 12892,82 
feet ; the mean being 12892,89 feet. Time was measured by pocket chro¬ 
nometers held close to the observers’ ears. The direction of the gun was 
S. 71° 48' E. The table of the experiments is repeated, to avoid the neces¬ 
sity of reference. 


Date 

... 



Wind. 

Weather. 

No 

of 

f* b 

hied 

Interval in Seconds between 
the Flash and Report, 

Rate of 
travelling 
per 1"in 
feet 



Direction 

Force. 

Parrt. 

Foster. 

Mean. 

1824. 

Engl inch 

Fahr 





ii 

ii 

n 


Novemb. 24 

29,841 

- T 

r s r 

light 

ov ercast 

5 

12,3525 

12,430 

12,3912 

1040,49 

December 8 

29,561 

- 9 

N fc E. 

squally 

very clear 

6 

12,331 

12,5266 

12,4288 

1037,34 

1825. 











January 10 

30,268 

-37 

ESC. 

light 

clear 

4 

12,5889 

12,4700 

12,5290 

1029,01 

February 7 

29,647 

—24,5 

N.E. 

light 

very clear 

6 

12,639 

12,6167 

12,6278 

i 1020,99 

17 

, 29,598 

-18 ! 


calm 

overcast 

6 

12,372 

12,440 

12,406 

1039,25 

21 

1 29,735 

—37,5 


1 calm 

overcast 

6 

12,8167 

12,7067 

12,7617 

1010,28 

March 2 

30,398 

—38,5 

easterly 

light 

overcast 

6 

12,640 

12,780 

12,710 

1014,39 

22 

30,258 

-21,5 

westerly 

light 

clear, and fine 

6 

12,400 

12,7167 

12,5583 

1026,64 

June 3 

30,118 

+33,5 

easterly 

light 

very clear 

6 

11,7333 

11,744 

11,7387 

1098,32 

4 

30,102 

+ 35 

S.E. 

strong 

clear 

6 

11,5889 

11,4733 

11,5311 

1118,10 


MDCCCXXVIII. 


O 
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As it is suggested by the observers themselves, that the experiment of 
the 4th of June was influenced by a strong wind, blowing in the direction of 
the base, I shall not take the result of that day into the account. From the 
mean of all the other observations, we have the velocity of sound in one 
second equal to 1035,19 English feet, at a barometric pressure of 29,936 
English inches, the temperature being — 17°,72 Fahr. 

Laplace’s theoretical formula, for the computation of the velocity of 
sound, is _ 

'"v'fxv'r 

V being that velocity. 

p the barometric pressure. 

D the density of the air. 

~ the ratio between the specific heat of air, at a constant pressure and at 
a constant volume. 

Taking the French metre equal to 39,38255 English inches'}-, as results 
from English and French comparisons, we have 1035,19 feet = 315,4597826 
metres *, 29,936 inches = 0,76013 metres; — 17°,72 Fahr. = — 27°,1 Centig. 

According to Biot’s and Arago’s experiments, and taking the dilatation of 
mercury by heat as determined by Dulong and Petit, we have the weight of 
a cube centimetre of mercury at 0° Centig. 13,596152 grammes. The same 
philosophers found the weight of a cube centimetre of dry atmospheric air, 
under a pressure of 760 millimetres, and at a temperature of 0° Centig., at 
Paris, in latitude 48° 50' 14", equal to 0,001299541 grammes. To compute 
from these data the weight of a cube centimetre of atmospheric air at Port 
Bowen at the temperature of 0° Centig., and the pressure of 700 millimetres, 
we must multiply the number 0,001299541 by the ratio of the intensity of gra¬ 
vity at Paris and at Port Bowen. 

Let the intensity of gravity at Port Bowen be g, the latitude l = 73 ° J3 f 39"; 

* Laplace, Annales de Chimie et de Physique T. III. p. 238. Poisson sur la vitesse du son, 
Annales de Chimie et de Physique Mai 1823, p. 5. 

f I found afterwards that it had been better to have adopted Captain Rater’s comparison of the 
metre with English inches, as given m the Phil, Trans, for 1818, p. 103. 
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at Paris the latitude l = 48° 50' 14"; and in latitude 45° (g); g* being equal 
to 9,8088 metres: We have then 

g = (g) (1—0,002837 cos 2 l) ; and#' = (g) (1—0,002837 cos 2 V)\ 


g _ 1 —0,002837 cos 2 1 _ 1,002364503 
g ~~ 1-0,002837 cos2 V *” 1,000378864 ; 


, , f 1,002364503 4 

and g — g I lj000378864< j 


9,8088 


f 1,002364503 1 
{ 1,000378864 j * 


Thus the weight of a cube centimetre of dry air, at a pressure of 760 milli¬ 
metres, and at the temperature 0° Centig., is at Port Bowen 


0 V ,001299541 X 1,002364503 
1,000378864 


= 0,0013021206 grammes; 


and the density of the air at Port Bowen, under a pressure of 760 millimetres, 
and in temperature 0°,0, is 

0,0013021206 __ 1 

13,596152 ~ 10441,545 


Consequently at an atmospheric pressure p , and temperature t , the density of 
air, at Port Bowen, is 


D = 


_ P _ 

10441,545 X 0,760 (1 + 0,00375 1) 


and as t = -27°,62, 


'10441,545x0,760(1—0,00375x27,62) * 

According to the experiments of Messrs. Gay-Lussac and Welter, the ratio 
between the specific heat of air, under a constant pressure, and that under a 

constant volume, = 1,3748. 

Substituting the above values in the formula 

V = X we have 

V D V c 

V = J 9,82827 X 10441,55 X 0,760 X 0,896425 X J 1,3748 

= 310,0305696 metr. = 1017,72 English feet, 
o 2 
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The general result of Captain Parry’s and Lieut. Foster’s experiments gives 

for the velocity of sound. 315,426 metr. = 1035,19 feet. 

The theoretical calculation gives. 310,031 metr. = 1017,72 feet. 


Difference between calculation and ex¬ 
periment . 


} 


5,395 metr. = 


17,47 feet. 


Now, if we take the mean of the experiments made at Port Bowen the 17th 
and 21st February 1825, when the weather was calm, we have the velocity by 
experiment, 1024,765 feet = 312,249446 metr., at a barometric pressure of 
0,75328 metr., and a temperature of—2 7°,75 Fahr., or —33°,2 Centig. 

Tlius we have D = —————; which being substituted in 
0,760 X 0,8755 X 10141,55 & 

the foregoing expression, we have the velocity of sound, 

V = 82827 x 10441,55 x0,8755 xO,76 X 1,3748 = 306,39072 metr. 

The velocity by experiment .= 312,249446 metr. 


Difference between computation and experiment 
on the 17th and 21st February 1825 . . 



5,858726 metr. 


Again, comparing the experiments of the 22nd March and 3d June with 
theory, we may hope to have some compensation for the effect of wind. On 
the 22nd March the wind was westerly, and on the 3d June easterly. Botii 
experiments were made at a temperature comparatively high. The velocity of 
sound was, by the mean of the experiments of these two days, 1062,48 English 
feet, or 323,741284 metr. The barometric pressure was 30,188 inches, or 
0,76653 metr. The temperature was +6° Fahr., or —14°,4 Centig. 
Calculating with these data, we have the velocity of sound, on the 22nd March 

and 3d June, by theory... 318,488009 metr. 

By the experiments .. 323,741284 metr. 


Difference by the experiments of 3d June and \ 
22nd March . ....... J 

Difference by the experiments of 17th and 22nd 1 
February. J 

Difference by all the experiments but the last . . 


5,253275 metr. 

5,858726 metr. 

5,395 metr. or 17,47 feet. 
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In the experiments which I made with Dr. Van Beek, and which are re¬ 
corded in the Phil. Trans, for 1824, we had the following differences between 
calcidation and experiment. 

By the experiments of 27th June, 1823, difference 4,92 metr. — 16,147 feet 

By the experiments of 28th June, 1823, difference 4,24 metr. = 13,916 feet. 

The final inference to be drawn appears, that in those high latitudes, the un¬ 
certainty of the data on which the calculations are founded, is somewhat greater 
than at higher temperatures. Laplace himself says of these differences, " qu- 
elles paraissent etre dans les limites des petites erreurs dont cette experience, 
et les elemens de calcul, dont j’ai fait usage, sont encore susceptibles ” 


Perhaps it might occur to some, that Captain Parry and Lieut. Foster 
ought to have observed the hygrometer; but I think the objection unfounded. 
I believe it may be shown, that even supposing the air saturated with aqueous 
vapour, it could, at those low temperatures, have no influence on the velocity 
of .sound. 

Let the tension of aqueous vapour in the atmosphere be T. According to 
M. Gay-Lussac’s experiments, the density of aqueous vapour is of the 
density of dry air. Thus we have 
p -f T 

^ “ 10441,55X0,76 (1+0,00375 t) 
which being substituted in the theoretical formula, it becomes 


= v/^ 


10441,55 X 0,76 (1 + 0,003’5 t) 
y-JT 


y/r 


We calculated Captain Parry’s and Lieut, Foster’s experiments by the 

formula , 

V = J 10441,55 . g . 0,76 (1 +0,00375 t) X ~ 

thus we have _ 

' — v \/_P_. 

• V *-| T 


V' : 


Now supposing the degrees of the centesimal thermometer under 100° or the 
boiling point to be N, and Tn the tension of aqueous vapour at that tempera- 
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ture, in a space saturated with moisture; we have, by a formula deduced by 
M. Biot. from M. Dalton’s experiments* 

Log. Tn = 1.8819493 -0,01537271116 N -0,0000673241 N* +0,00000003377 N s 

Captain Parry’s experiments were made at the temperatures of —-27°, —33°, 
and —14° Centig. Thus we must successively take N equal to 12 /, 133, and 
114; and calculating on those several suppositions, we have the tension of 
aqueous vapour, at 

-27° C... 0,000816121 = T 

-33° C... 0,000542991 = T' 

-14° C. 0,002010982 = T" 

The general result of all Captain Parry’s experiments, at a temperature of 
— 27 °Centig. and barometric pressure of 0,76013 metr., was V=310,0305696 
metres. 

we have T = 0,00081621; J T= 0 , 000306045375; p — f T = 0,759823954625 metr. 

and thus V' = 310,0304696 metr. x = 310,0929624 metr. 

Thus, even supposing that the air in Captain Parry’s and Lieut. Foster’s 
experiments was as moist as possible, the difference in the velocity of sound at 
such low temperatures could be only 0,0623921 metr., or about 2 inches 

Calculating on the same supposition, the experiments of the 17th and 21st 
February, and of the 22nd March and the 3d of June 1825 ; and supposing the 
air as moist as can be: we have, for the 17 th and 21st of February 1825, 

V' = 306,43213 metr. 

and thus the velocity altered by 0,04141 metr. or about l T 7 o inch in 1 ". 

For the experiments of the 22 nd March and the 3d June 1825, the difference 
is somewhat greater. For we have then 

V' = 318,64481 metr. 

and the velocity is altered by 0,156801 metr. or 6 T % inches. 


* Biot, Traite de Physique, T. I. p. 277. 
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At all events, the effect produced by moisture, under the circumstances in 
which the experiments at Port Bowen were made, is so trifling, that it may 
safely be neglected altogether. 


I shall now proceed to compare the experiments of the northern navigators 
with those of Dr. Van Beek and myself, and shall reduce for that purpose the 
Port Bowen experiments to what they would have been at the temperature 
of 0° C. or 32° F. 


Taking V" as the velocity of sound at 0° C., and D the density of air at that 
temperature, we have 

V ” - s/- v - s/? 


Let V be the velocity at a temperature t, we have again 


wherefore 


V 



gp (1+0,0037 5 t) 

D 



V" = 


V 

V 1+0,00375 t 


The mean of Captain Parry’s and Lieut. Foster’s experiments, excepting 


those of the 4th of June 1825, give 

V = 315,42597826 metr.; the temperature t j= — 27°,62 Centig. 

Whence V".= 333,15 metr. 

In the same manner, calculating V" for the experiments 
of the 17 th and 21st of February 1825, we have .... 333,71 
And for those of the 22nd of March and 3d of June . . . 332,85 

Dr. Van Beer’s and my experiments give. 332,05 

Messrs. Stampfer and Von Myrbach in 1822 in Germany . 333,25 

Messrs. Arago, Mathieu and Biot, in France.331,05 

Mr. Benzenberg in Germany. . 333,70 

Messrs. Epinoza and Bauza in Chili. 356,14 

Dr. Olinthus Gregory in England.. . 335,14 

The French Academicians in 1738 . 332,93 
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Thus the differences between Captain Parry’s experiments and ours, when 
both are reduced to the same temperature of 0° is 1 m * 1, l m, 7, and 0 m, 8. These 
differences will be deemed very small, if we consider, that between our own 
experiments the difference was 0,66 metr., and that between those of the 
members of the French Board of Longitude, there were still more con¬ 
siderable differences. 

These results on the whole appear very satisfactory; and the near agree¬ 
ment of experiments, made under circumstances so widely different, must lead 
us to suspect that whatever difference still remains between the results of 
computation and observation, must be ascribed, in a great measure, to some 
imperfection of the theoretical formula, and not to any fault or neglect of the 
observers. 

Another conclusion may be fairly drawn from the coincidence of the results 
obtained by Captain Parry and his friend, with those of many other observers. 
I mean the great accuracy with which Captain Parry’s proceedings were con¬ 
ducted. Our own experiments were made under every favourable circumstance; 
in the middle of summer, in a place where nothing was wanted which could 
give ease and comfort to the observers. Captain Parry and Lieut. Foster 
operated in a dreary climate, partly in a polar winter, far from every thing 
which could make their task easy, and above all at a temperature of which it 
is frightful to think. Besides this. Captain Parry had many other important 
matters at the time committed to his care. Our observations, and those of 
many other observers, were a party of pleasure ; theirs, a painful drudgery. 
And still with every thing thus in our favour, provided with all the means 
which we could think of, we could do no better than he did in the most inhos¬ 
pitable climate of the globe. It appears that Captain Parry’s experiments 
are as accurate as those of any other observer. This equality I should 
consider as a proof of superiority, considering the peculiar circumstances 
under which the experiments at Port Bowen were made. 
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VII. An account of a series of experiments made with a view to the construction 
of an achromatic telescope with a fluid concave lens, instead of the usual lens of 
flint glass. In a letter addressed to Davies Gilbert, Esq. M.P. President of 
the Royal Society. By Peter Barlow, Esq. F.R.S . 8$c. 

Read January 17, 1828. 

\ OU are aware that I have been for some time engaged in a set of experi¬ 
ments directed to the construction of achromatic fluid telescopes, and that I 
have succeeded in constructing, by the aid of Messrs. Gilbert, two instruments 
of that description, the one of 3 inches aperture and the other of 6 inches. You 
are aware also that it was my intention to have laid these before the members 
of the Board of Longitude ; and if the construction had met with their appro¬ 
bation, I hoped they might have been disposed to have ordered a like instru¬ 
ment (but upon a scale much exceeding anything yet attempted), the construc¬ 
tion of which it would have given me great pleasure to have superintended. 

It is, however, doubtful whether I shall be able at present to pursue the 
experiments* ; and I wish therefore to place on record the progress I have made, 
the results which have been obtained, and the ultimate object I had in view; 
and I am in hopes this communication may not be thought undeserving a place 
in the Philosophical Transactions. 

These experiments may perhaps date their origin from an attempt on the 
part of the opticians above referred to, to submit to actual practice the rules 
and principles laid down by Mr. Herschel, in the Phil. Trans, for 1821, 
Art. XVII., for the construction of aplanatic object-glasses. These experiments 
led to others, which I have described in the Phil. Trans, for 1827, Art. XV. In 
following out the latter, I saw a strong practical instance of the great difficulty 
of obtaining flint glass of sufficient size and purity for astronomical telescopes; 
and this led me to consider the practicability of substituting a fluid for the 

* Since this paper was read, my letter has been presented to the Board of Longitude, and the 
experiments are in progress. 

MDCCCXXVIII. P 
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flint lens. Dr. Blair many years back had projected the construction of fluid 
object-glasses* and is said to have succeeded in making very perfect telescopes 
of that description. His view* however* in these constructions was not the same 
as mine; because with him it was still necessary to retain the flint lens; his only 
object being to destroy what has been named the secondary spectrum* due to a 
want of proportionality between the coloured spaces of the spectrums of flint 
and plate* or crown glass, as compared with their respective refractive indices; 
whereas my design was to dispense altogether with the flint glass, by substitu¬ 
ting in its place a fluid medium of the requisite refractive and dispersive power. 

A great number of fluids may be thus employed; and the first business was 
to determine amongst the many, that which seemed best suited for the pur¬ 
pose. With this view I undertook the examination of the properties of various 
oils, acids, &c. and was ultimately led to try the sulphuret of carbon, which 
at once appeared to claim a preference, and to possess nearly every requisite I 
could desire; having a refractive index about equal to that of the best flint 
glass* with a dispersive power more than double, perfectly colourless* beauti¬ 
fully transparent, and* although very expansible, possessing the same, or very 
nearly indeed the same, optical properties*, when hermetically sealed, under 
all temperatures to which it is likely to be exposed for astronomical purposes* 
—unless indeed it should be found that direct observations on the solar disc 
in some extreme cases are inadmissible. Its high dispersive power also gives 
it an advantage which no glass ever made* or likely to be made* can possess; 
although the fixed nature of the latter material may probably always give it a 
preference in the construction of telescopes : and I wish clearly to be under¬ 
stood, not as proposing to supplant the use of flint glass in these instruments, 
but simply to supply its place by a valuable substitute* in cases where it cannot 
be obtained sufficiently large and pure ; or where it can only be obtained at an 
expense which must always limit the possession of a powerful astronomical 
telescope* to a small number of individuals and to public bodies. 

Having, as above stated* selected my fluid, my next object was to determine 

* It may be proper to state that, between the temperature of 31° in February and 8 4° in August, 
and again at 31° m December or November, I found no appreciable difference in the index or in die 
focal length of the telescope. The fluid has even been put in a state of ebullition by the application 
of red hot iron; and in a very few minutes has become transparent, and the focus remained either 
exactly or very nearly the same. 
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the best means of confining it, which after several trials was satisfactorily 
accomplished *, and I now at once attempted a telescope of 6 inches aperture 
and 7 feet in length: but after several unsuccessful experiments, arising from 
unforeseen difficulties, I laid it by, and undertook one of 3 inches aperture. 
I was here more fortunate, having with this instrument in its rude experi¬ 
mental form, without any adaptation or selection of glasses, separated a great 
number of double stars of that class which Sir W. Herschel has pointed 
out as tests of a good 3^-inch refractor. I can see with it the small star in 
Polaris with a power of 46 ; and with the higher powers several stars which 
are said to require a good telescope; as for example, 70 p Ophiuchi, 39 Bootis, 
the quadruple star s Lyrse, £ Aquarii, u Herculis, &c. Encouraged by my 
success on this instrument, I again attempted the 6-inch object-glass, with a 
different manner of adjusting and securing the lenses; and the result of my 
endeavours I consider to be perfectly demonstrable of the practicability of the 
construction, allowance being made for the imperfections of a first attempt, at 
a novel construction, on a considerable scale, and wffiich professes only to 
prove the applicability of the principle, and not the completion of the experi¬ 
ment. With this instrument the small star in Polaris is so distinct and brilliant 
with a power of 143, that its transit might be taken with the utmost certainty. 
The small stars in a Lyrse, Aldebaran, Rigel, s Bootis, &c. are very distinctly 
exhibited; amongst the larger close double stars, Castor and y Leonis are 
well defined w T ith a power of 300; and amongst the smaller double stars I may 
mention a Aurigse, 52 Orionis, £ Orionis, and a variety of others of the same 
class. The belts and double ring of Saturn are w r ell exhibited with a pow r er of 
150; and the belts and satellites of Jupiter are very tolerably defined with the 
same power, but wall not bear a higher power than about 200, in his present 
situation, wdiich is certainly not favourable: in both cases the discs of the 
planets are satisfactorily white, and belts and shadows w T ell marked; but in 
Jupiter, and perhaps in both, there is some uncorrected colour round the edge 
of the disc. Of this however I shall speak again after describing the principle 
of the construction. 

In the usual construction of achromatic telescopes, the two or three lenses 
composing the object-glass, are brought into immediate contact; and in the 
fluid telescope proposed by Dr. Blair the construction was the same, the fluid 
having been inclosed in the object-glass itself. Nor could any change in this 

p 2 
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arrangement in either case be introduced with advantage, because the dispersive 
ratio between the glasses in the former instance, and between the glass and 
fluid in the latter, is too close to admit of bringing the concave correcting 
medium far enough back to be of any sensible advantage. The case, however, 
is very different with the sulphuret of carbon. The dispersive ratio here varies 
(according to the glass employed) between the limits 299 and 334 ; which cir¬ 
cumstance has enabled me to place the fluid correcting lens at a distance from 
the plate lens equal to half its focal length ; and I might carry it still further 
back, and yet possess sufficient dispersive power to render the object-glass 
achromatic. Moreover, by this means the fluid lens, which is the most difficult 
part of the construction, is reduced to one-half, or to less than one-half, of the 
size of the plate lens ; consequently, to construct a telescope of ten or twelve 
inches aperture involves no greater difficulty in the manipulation, than in 
making a telescope of the usual description of five or six inches aperture, except 
in the simple plate lens itself: and, what will be thought perhaps of greater 
importance, a telescope of this kind of ten or twelve feet length will be equi¬ 
valent in its focal power to one of sixteen or twenty feet. We may therefore, 
by this means, shorten the tube several feet, and yet possess a focal power more 
considerable than could be conveniently given to it on the usual principle of 
construction. This will be better understood from the annexed diagram. 

c c 

i zm3 

i? n 

In this figure, A, B, C, D represent the tube of the 6-inch telescope, C, D 
the plate object-glass, F the first focus of rays, d e the fluid concave lens, 
distant from the former 24 inches. The focal length M F being 48 inches, 
the diameter of the fluid lens is consequently as 48 : 6 :: 24 : 3 inches. The 
resulting compound focus is 62*5 inches: it is obvious, therefore, that the rays 
df, e /arrive at the focus under the same convergency and with the same light, 
as if they proceeded from a lens of 6 inches diameter placed at a distance be¬ 
yond the object glass C, D, (as C’ DO determined by producing these rays till 
they meet the sides of the tube produced in C 1 D f , viz. at 62*5 inches beyond 
the fluid lens. Hence, it is obvious, the rays will converge as they would do 
from an object-glass C D' of the usual kind with a focus of 10 feet 5 inches. 
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We have thus, therefore, shortened the tube 38*5 inches, or have at least the 
advantage of a focus 38*5 inches longer than our tube ; and the same principle 
may be carried much further, so as to reduce the usual length of refracting 
telescopes nearly one-third without increasing the aberration in the first glass, 
beyond the least that can possibly belong to a telescope of the usual kind of 
the whole length. It should moreover be observed, that the adjustment for 
focus may be made either in the usual way, or by a slight movement of the 
fluid lens, as in the Gregorian reflector by means of the small speculum ; in the 
latter case the eye-piece is fixed, which may probably be convenient for astro¬ 
nomical purposes, in consequence of the great delicacy of the adjustment. 

Besides the above advantages attending this principle of construction, I am 
willing to hope that another very important one (which I have not however 
been able at present practically to demonstrate) may still be effected ; namely, 
the reduction of what has been termed the secondary spectrum, either to zero 
or to a very inconsiderable amount. In order to examine the practicability of 
this object, let us first consider the two lenses in contact, and inquire into the 
conditions requisite for uniting the violet, the red, and the mean ray, which 
latter may be accounted that on the confine of the violet and red sides of the 
spectrum. Let the focal length of the mean ray in the plate lens be J) and the 
length of the focus beyond f \ viz. the red side of the spectrum, be r, its whole 
focus being / -f r ; let /', r' and of course /' + i* denote the same in the 
correcting fluid lens: then, in order that the red ray may coincide with the 
mean ray, we must have 

l l __ l l 

/ f J + r /'+? 

Now = 

and jq-r =j> - jqj^rpy 

therefore, when \ — 77 = -r~i - tA —7 

J J J + r J + r 

we must have J(JTr) — /' (f’+ r'j 

T 

and therefore, / : f : : j lSy ; f+ V 

That is, the mean focal lengths must be to each other as the red part of the 
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focus divided by the whole focal length of the red ray, or, as the dispersive 
powers for this side of the spectrum, in each lens. 

In the same way, if we denote by v and v' the length of the violet part of 
each focus ; then to have the violet and the mean ray coincide, we must have 
l l _ 1 i 

f f ~~ f~ * f ~ 

and as before, we shall find that this can only take place when 

/(/-») = /'(/"-»')■• orwhen /:/' : : jzr v '■jrzrgi 

Hence, in order to unite these three colours, the conditions must be that 

r v r 1 d 

fT~r : 1 : / rzr ?‘ 

But as f,r and v, in one case, and d and v', in the other, are dependent and 
proportional in each respective focus, if these proportions do not arise from the 
natural properties of the two media, they cannot be produced by art, while the 
lenses are in contact; but in any case where the violet side of the correcting or 
concave lens exceeds that of the red in a greater proportion than the violet ex¬ 
ceeds the red in the convex lens, and if the dispersive ratio be so great as to ad¬ 
mit of the lenses being sufficiently opened from each other, then such a distance 
may be found as shall produce the above proportion; and hence unite these 
three rays in one common focus, or at least approximate towards this result. 

Let the distance of the lenses be d, and let the plate focus remain as before 
f \ then the negative focus must be reduced till = dispersion*. 

Conceive this length to be found, which may still be denoted by f , and 

r' and v' may also denote the same as before, the ratio —r to — r will 

J ’ f-r f-d 

likewise still remain the same. 

But the coloured focus of the plate lens remaining the same as before, while 
the mean focus is changed from /to f—d ; we must now, in order to unite 

the three rays, have 

r v r xf 

J^d + r ! J~d- V : : 7 r T7 : f - v 7 

The two latter terms remaining in the same ratio, while the two former may be 
varied at pleasure by changing the value of d; which will have no effect on 
the ratio of the latter terms, although the actual value of f\ r' and d, must 
necessarily vary for every change in the value of d. 


* Phil. Trans. 1827, Art. XV. 
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Let the constant ratio of the latter terms b e min; then we have to find 
such that, 

? t •» nr ran 


f-d+r'f— s> —v 


: : m : n; or, 


/-d + r f-d-v’ 


which reduced, gives d = 


mvf -f mvr — nrf + 


If now a', a! 1 , a!" be taken to denote the refractive indices of the red, green, 

and violet ray in the front lens, we shall find f, r and v, to be to each other as 
a > a n 

1, —^—, and . -o r -; and substituting these proportional values for the above 

letters, our expression becomes 

, - /V' f 1 

a —J a \ma , (a , "-a! , )-na f "{a"-a 1 )} 

In like manner, if a', a", a"' be taken to denote the refractive indices of the 
red, green, and violet ray in the correcting lens, then we shall find 

d . d 

^ • y__ ^ wi . n .. a cc . cc a 

Which latter may therefore be substituted for m and n. 

Idie formula then becomes 

. - f 1 

a — J a «') a") a") {a»- a 1 ) a!" J 


an expression for the distance in terms of the indices and focus only. 

In plate glass, according to Fraunhofer, a ! = *515, a " = *525, and a 111 = *535. 

Which values being substituted, give 

, - ? 

“ — J 1-981 (x"-*') ~ V019 


In flint glass, from the same authority, a' = *602, cc! ! = *620, «" — *640. 
Which numbers being substituted, give d = *734 /. An impracticable distance 
in this case, because the dispersive power of flint glass is not great enough to 
correct the plate lens when so far removed. 

If these indices had been *602, *621, and *640, then we should find d = 0, or 
the lenses ought then to be in contact. A change therefore of *001 in the 
index of the green ray, changes the distances of the lenses from nothing to nearly 
three-fourths of the whole focus of the plate ; consequently, the determination 
of the proper distance to combine the three colours, when the media are such 
as to admit of it, depends upon the most delicate determination of the indices 
of the red, green, and violet rays ; but these being so determined, and the di- 
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spersive power of the medium being great enough, the most complete union 
may be effected. 

Whether the sulphuret of carbon fall within this limit or not, I am not at 
present able to say. I have attempted to find the indices of the different 
colours by means of a prism; but it is extremely difficult to determine the limits 
of the different shades, and perhaps after all the best way is by actual experi¬ 
ment on the telescope itself. Fearful in the beginning of advancing too far in 
opening the lenses, the first experiment was made with the fluid at a very 
inconsiderable distance behind the plate, and the quantity of uncorrected 
colour was very great. I next tried a distance of 18 inches, and the uncor¬ 
rected colour was considerably less than before, but still too great. With this 
distance the experiment was witnessed by Captain Kater. I next opened the 
lenses 24 inches, and at this distance the experiment was witnessed by Professor 
Airy, who still detected some uncorrected colour, which, however, is not sen¬ 
sible to my eye till the telescope is applied with a high power to Jupiter, Venus, 
or some bright star; neither Tvas this defect felt in any sensible degree by 
Mr. South or Captain Beaufort, who were also present. 

From the gradual diminution of the outstanding purple by opening the lenses 
from contact to 24 inches, I suspect with a distance of 32 inches, (which is 
perhaps the most I can venture upon with a focus of 48 inches for my plate,) 
that the red would be outstanding, and if so the proper point must be between 
these limits. 

This, however, remains to be verified by experiment; should it be effected, 
we may enumerate the advantages of this telescope as follow : 

1. It renders us independent of flint glass. 

2. It enables us to increase the aperture of the telescope to a very consi¬ 

derable extent. 

3. It gives us all the light, field, and focal power of a telescope of one and 

a half times at least, probably of twice the length of the tube. 

4. It is presumed that further experiments may enable us to find such a 

distance for the lenses as shall reduce what has been termed the se¬ 
condary spectrum, (inseparable from the usual construction,) either to 
zero or to an inconsiderable amount. 
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VIII. A catalogue of nebulw and cluster's of stars in the southern hemisphere , 
observed at Paramatta in New South Wales , by James Dunlop, Esq. In a 
letter addressed to Sir Thomas Makdougall Brisbane, Bart. K.C.B. late 
Governor of New South Wales. Presented to the Royal Society by John 
Frederick William Herschel, Esq. Vice President. 


Read December 20, 1827. 


THE following nebnlse and clusters of stars in the southern hemisphere were 
observed by me at my house in Paramatta, situated about 6" of a degree south 
and about P.78 of time east of the Brisbane Observatory. The observations 
were made in the open air, with an excellent 9-feet reflecting telescope, the 
clear aperture of the large mirror being nine inches. This telescope was occa¬ 
sionally fitted up as a meridian telescope, with a strong iron axis firmly 
attached to the lower side of the tube nearly opposite the cell of the large 
mirror, and the ends of the axis rested in brass Ys, which were screwed to 
blocks of wood let into the ground about 18 inches, and projecting about 4 
inches above the ground; one end of the axis carried a brass semicircle divided 
into half degrees and read off by a vernier to minutes. The position and index 
error of the instrument were ascertained by the passage of known stars. The 
eye end of the telescope was raised or lowered by a cord over a pulley attached 
to a strong \rooden post let into the ground about two feet: with this apparatus 
I have observed a sweep of eight or ten degrees in breadth with very little 
deviation of the instrument from the plane of the meridian, and the tremor 
was very little even with a considerable magnifying power. I made drawings 
or representations of a great number of the nebulas and clusters at the time of 
observation, several of which are annexed to this paper; and also very correct 
drawings of the Nebulae major and minor, together with a representation of 
the milky nebulosity surrounding the star v Robur Caroli, The places of the 
mdcccxxviii. Q 
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small stars in the Nebulae major and minor, and also those accompanying the 
7} Robur Caroli, I ascertained by the mural circle in the year 1825, at which 
time I was preparing to commence a general survey of the southern hemi¬ 
sphere. These stars being laid down upon the chart, enabled me to delineate 
the nebulosity very accurately. 

The nebulae are arranged in the order of their south polar distances to the 
nearest minute for 1827, and in zones for each degree in the order of their 
right ascension. The column on the right hand shows the number of times the 
object has been observed. 

The reductions and arrangement have been principally made since my return 
to Europe; and I trust this catalogue of the nebulae will be found an acceptable 
addition to that knowledge which the Brisbane observatory has been the means 
of putting the world in possession of, respecting that important and hitherto 
but little known portion of the heavens. 


No 

M 

h m s 

S.P.D. 

1 

4 13 0 

12 14 1 

2 

0 33 6 

15 41 

3 

0 41 8 

15 59 _ 

4 

0 42 19 

15 56 

5 

0 47 12 

15 46 

6 ; 

0 47 39 

15 36 i 

7 

1 9 32 

15 46 i 

8 

1 10 23 

15 48 i 

9 

1 12 37 

15 44 1 

10 

1 13 43 

15 51 i 


Description of the Nebulae and Stars. 

. very small faint round nebula, about 12" diameter, with a v< 
star south following dist l f ........ 

l faint nebula, about long, irregular figure, rather branch 
is involved m the margin of the Nebula minor.......... 


No.of| 

Obs, 


... 1 

. 1 

|A faint round nebula, about 30" diameter .. 1 

.. 1 

...._.... 1 


margin, but not involved.. 1 

small oval nebula, about 1 0" diameter... 1 

[A faint nebula, about diameter, of an irregular round figure ..... 2 

i elliptical nebula, about 1' long and 40 ,f broad, with three minute 
stars in it.... 1 






















N<w»f 

Obs. 


Mr* 



—„— m -*-■—egr—- 

No. 


3LF.B. 

Description of the Nebulae and Stars. q { 

U 

1 15 37 

15 55 

A very small round nebula, with a bright point in the centre, which I 

12 

1 16 30 

15 52 


U 

1 16 38 

15 49 

A small round nebula, with a bright point in the centre. This is the 

U 

1 17 0 

15 43 

A small star in a faint nebula, about 10" or 12" diameter ... ^ 

IS 

1 19 53 

15 50 

A group of very minute stars, in a faint ill-defined rather extended 

16 

1 22 35 

15 43 

A very faint nebula of a round figure, about 2 } diameter, with a small 
star in the north margin .... ... 

17" 

1 26 18 

15 32 

A faint round nebula, about 2 f diameter, a very little brighter in the 
middle, with some minute stars in it.......................... 

IB 

0 16 28 

16 59 

(47 Toucan, Bode.) This is a beautiful large round nebula, about 8 f 
diameter, very gradually condensed to the centre. This beautiful 
globe of light is easily resolvable into stars of a dusky colour. The 
compression to the centre is very great, and the stars are consider¬ 
ably scattered south preceding and north following.—Figure 1. is a 
good representation..... 

19 

0 39 9 

16 2 

A small faint elliptical nebula.—This is the preceding in a line of small 

20 

0 39 53 

16 8 

A faint nebula, 25" or 30" diameter. Round figure ... 

21 

0 40 16 

16 0 

A small round famt nebula... v . 

22 

0 42 49 

16 12 

A small famt round nebula.—Rather ill defined.. 

23 

0 50 22 

16 38 

: 

A small, but very bright nebula, exceedingly condensed. This is the 
brightest nebula in the small cloud. I think I perceive two bright 
nuclei in this body 

24 

0 52 20 

1G 33 

i 

1 

1 

1 

<1 

25 j 

i 

0 53 25 

16 54 

A pretty large pretty bright nebula, about Sp diameter, irregular round 
figure, resolvable, very slight condensation, not well defined at the 
edges ....... 

26 1 

0 54 17 

16 38 

A small double nebula; the following is very faint................ 

27 

0 54 37 

16 25 

A faint elliptical nebula, 2f' long, and nearly 2' broad.. 

28 ! 

0 55 28 

16 58 

A faint ill-defined small nebula ...... 

29 

0 57 0 

16 S3 

A small round nebula, 10" jdiameter, bright at the centre .......... 

SO 

0 57 42 

16 35 

A small round nebula, about 8" diameter..... 

SI 

0 58 12 

16 53 

A pretty large unequally bright nebula, about 5 f diameter, round figure, 
^resolvable into stars of mixt magnitudes ... 

32 

0 59 0 

16 42 

A small feint nebula . *.,.... 

S3 

0 59 8 

16 31 

A small faint ill-defined nebula^... 

34 

0 59 40 

16 58 

A faint elliptical nebula.... 

S3 

1 0 42 

16 55 

A very small famt nebula, with a small star in the south margin ..... 
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No. 


M 


s.r 

>.D. 


fa 

m 

s 

0 


36 

1 

0 

43 

16 

18 

37 

1 

2 

30 

16 

57 

38 

1 

3 

40 

16 

5 

39 

1 

3 

50 

16 

15 

40 

1 

4 

10 

16 

31 

41 

1 

4 

28 

16 

26 

42 

1 

5 

0 

16 

35 

43 

1 

5 

19 

16 

45 

44 

1 

6 

22 

16 

22 

45 

1 

7 

50 

16 

20 

46 ! 

1 

20 

0 

16 

35 

47 

1 

25 

11 

16 

23 

48 

1 

26 

28 

16 

9 

49 

2 

28 

25 

16 

1 

50 

0 

49 

30 

17 

5 

51 

0 

50 

37 

17 

3 

52 

0 

51 

0 

17 

0 

53 

0 

54 

30 

17 

12 

54 

0 

57 

46 

117 

25 

55 

0 

58 

28 

17 

29 

56 

1 

3 

15 

17 

2 

57 

1 

6 

0 

17 

7 

58 

1 

7 

49 

; 17 

9 

59 

1 

8 

36 

17 

39 

60 

1 

12 

32 

17 

32 

61 

17 

0 

9 

17 

3 

62 

0 

57 

32 

18 

15 


Description of the Nebulae and Stars. 

A faint ill-defined nebula, about 1§' diameter.... 1 

A small faint nebula, about 20" diameter, round... 1 

A very small oval nebula, a little brighter in the centre ; a star of the 
8th magnitude south ...... 2 

A rather faint nebula, about 2 f long, extended in the direction of the 
meridian, easily resolvable..... 2 

A small round nebula, with a star in the north side.. 1 

A small faint nebula; many small nebulae m this place... 1 

A round well-defined nebula, about 30" diameter.... 1 

A small round nebula, 8" diameter, bright at the centre .. 1 

A faint nebula, about 40" diameter, round figure ....... . 1 

A small faint nebula... 1 

A very small faint round nebula. 1 

A very small round nebula, about 8" diameter, with a bright point m 
the centre. 1 

A faint ill-defined small nebula. 1 

A small faint nebula, about 12" diameter, with a bright point in the 
centre.. 1 

A small famt lound nebula .. 1 I 

A small round nebula ... 1 

A small faint ill-defined nebula. This is the following of a line of 
small nebulae .... 1 1 

A small faint nebula..*. 1 

A small round pretty well-defined nebula, 15" or 20" diameter...... 1 

A small faint ill-defined nebula. 1 

A small faint nebula. 1 

A small famt nebula, about 15" diameter. 1 

An extremely famt ill-defined nebula ..... 1 

A very small faint nebula, about 10" diameter.... 1 

A round well-defined nebula, gradually brighter to the centre, about 
25" diameter ..... 1 | 

A rather large famt nebula, of an irregular figure, easily resolvable 
into very small stars, rich ...... 2 

A beautiful bright round nebula, about 4' diameter, exceedingly con¬ 
densed. This is a good representation of the 2nd of the Connaissance 
des Terns in figure, colour, and distance; it is but a very little 
easier resolved, rather a brighter white, and perhaps more compact 
and globular. This is a beautiful globe of white light; resolvable: 
the stai-s are very little scattered.—Figure S ... 11 . 
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No. 

m. 

h m 8 

S.P.D. 

63 

1 7 24 

18 49 

64 

2 20 35 

18 20 

65 

4 34 37 

18 20 

66 

6 3 52 

18 3 

67 

12 11 4 

18 24 

68 

16 5 14 

18 13 

69 

19 7 — 

18 12 

70 

4 4 15 

19 57 

71 

4 6 35 

19 55 

72 

4 52 25 

19 44 

73 

4 52 42 

j 

19 49 

74 

4 53 8 

19 53 

75 

4 53 30 

19 51 

76 

4 54 0i 

19 41 

77 

4 57 35| 

19 37 

78 

4 57 50 

19 53 

79 

4 59 25 

19 55 

80 

5 0 8 

19 57 


Description of the Nebulae and Stars. 


point in the centre. 


proceeding from it south following; the ray is conical, and the star 
appears in the point of the cone, and the broad or south following 
extremity is circular, or rounded off. The ray is about 7 r in length, 
and nearly 2' in breadth at the broadest part, near the southern ex¬ 
tremity. With the sweeping power this appears like a star with a 
very faint milky ray south following, the ray gradually spreading in 
breadth from the star, and rounded off at the broader end. But 
with a higher power it is not a star with a ray, but a very faint 
nebula, and the star is not involved or connected with it: I should 
call it a very faint nebula of a long oval shape, the smaller end ! 
towards the star; this is easily resolvable into extremely minute 
points or stars, but I cannot discover the slightest indications of 
attraction or condensation towards any part of it. I certainly had 
not the least suspicion of this object being resolvable when I dis¬ 
covered it wuth the sweeping power, nor even when I examined it a 
second time; it is a beautiful object, of a uniform faint light. 
Figure 2...... 3 

i pretty large rather faint round nebula, about 3| f or 4 f diameter, a 
little brighter m the middle. There is a very small nebula on the 
north preceding side joining the margin of the large nebula . 3 

43 Pavoms, Bode’s Catalogue.) I cannot find the nebula answering to 
this place. perhaps there may be a mistake in the right ascension. . 

L small faint nebula, about 25" long, with a minute star in the southern 
extremity ; a double nebula follows...... 2 j 

i double nebula, about 35" diameter ; there are two small stars m the 
preceding of the two .... 2 


19 51 A small round w ell-defined nebula . 1 

19 41 A pretty bright small round nebula. 2 

19 37 A small nebula, with a small star in the south side of it. 2 

19 53 A small faint nebula, about 15" diameter, with a minute star slightly 

involved in the south side..... 1 
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No. 

h 

JR 

m 

s 


81 

5 

1 

10 

19 59 

82 

5 

2 

10 

19 

51 

83 

5 

10 

48 

19 

40 

84 

5 

11 

S3 

19 

49 

85 

5 

16 

13 

19 

48 

86 

5 

17 

10 

19 

42 

87 

5 

21 

22 

19 

49 

88 

5 

21 

38 

19 

59 

89 

5 

23 

40 

19 

58 

90 

5 

25 

0 

19 

45 

91 

5 

26 

23 

19 

35 

92 

5 

28 

37 

19 

52 

93 

' 5 

JO 

CO 

55 

19 

58 

94 

5 

29 

29 

19 

47 

95 

5 

30 

33 

19 

53 

96 

5 

31 

38 

19 

50 

97 

5 

33 

5 

19 

47 

98 

5 

S3 

22 

19 

44 

99 

5 

36 

30 

19 

35 

100 

5 

35 

12 

19 

58 

101 

5 

37 

5 

19 

33 

102 

5 

38 

10 

19 47 

103 

5 

40 

35 

19 

42 

104 

5 

40 

38 

19 

32 

105 

5 

41 

3 

19 

36 

106 

5 

51 

10 

19 

55 

107 

5 

52 

20 

19 

46 

108 

5 

52 

32 i 

19 43 


Description of the Nebulae and Stars. ^ 

A faint nebula, 35" diameter, a small star preceding ..... 2 

A small faint nebula, preceding three stars m form of a triangle. 1 

A pretty large extremely faint nebula, about 5 ! long, and 2' broad, ex¬ 
tended north preceding, and south following, resolvable into stars of 
rnixt magnitudes... 2 

A pretty well-defined small nebula, about 15'' diameter, with a small 
star rather preceding the centre ..... 2 

A very small round nebula, with a bright point exactly m the centre, 
forming a triangle, w ith very small stars on the north side ........ 2 

An extremely small nebula, 8" diameter, bright at the centre. 2 


An extremely faint ray of nebula, about 3 f or 4' long, and V broad; 
position south preceding, and north following .. 

A small faint nebula, 25" or SO" diameter, with two small stars near 


the south side of it........ 1 

A pretty well-defined round nebula, about 20" diameter. 2 

A small round famt nebula, north of a small star ... 2 

A small round nebula, 12" or 15" diameter. 1 

Two very famt round nebulae ; distant 1 diameter, or 30". 1 

A very famt nebula, about SO" diameter... 1 

An extremely faint small nebula .. 1 

A famt nebula, 30" diameter: a small star north of the centre. 2 

A faint round nebula, about diameter, slightly bright to the centre 2 

A round faint nebula, about 15" diameter. 2 

A pretty well defined round nebula, about 30" diameter. 2 

A pretty well-defined nebula, 20" diameter... 2 

A small round nebula, about 2’ north of a small star .. 1 

A very small ill-defined nebula .... 1 

A fiunt ill-defined nebula, perhaps 3 f diameter... 1 

A round well-defined nebula, 30" diameter, bright at the centre. The 
preceding of three nebulae forming a triangle. 2 

A very small famt nebula, 8" or 10" diameter... 1 

A round well-defined nebula, 25" diameter ...... 2 

A faint elliptical nebula, about 2' diameter ; slightly condensed to the 
centre ..... 2 

A very pretty double nebula, with a star in the preceding side of the 
largest, and a very small star m the south margin of the smallest 
nebula...... 2 

A small round famt nebula ...... 1 
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1 No. 

.41 


b m 

i 109 

5 52 

110 

4 53 

111 

4 53 

; ns 

4 54 

! 

Ills 

4 54 

114 

4 54 

115 

4 59 

116 

5 6 

117 

5 11 

118 

1 5 11 

119 

5 12 

120 

5 13 

121 

5 14 

122 

5 14 

123 

5 16 

124 

5 17 

125 

5 18 

126 

5 18 

127! 

5 18 

128 

5 19 

129 

5 19 

130 

5 22 

131 

5 22 

132 

5 22 

133 

5 25 

134 

5 27 

135 

5 27 

136 

5 29 

137 

5 33 

138 

5 34 

139 

5 35 

140 

5 36 


50 

5 

50 


S.P.D. 

19 40 

20 3 
20 11 


Description of the Nebulae and Stars. 


A small faint nebula...... 1 

A small faint nebula ... 2 

A small round nebula. The preceding of three nebulae in the form of 
a triangle .... 2 


2 

17 

18 
51 
50 
80 
45 
25 


22 

5 

17 


3 

15 


21 


42 

25 

44 


20 16 

20 5 
20 36 
20 6 
20 8 
20 1 
20 41 
20 54 
20 51 
20 15 
20 13 

20 40 
20 7 

20 19 
20 1 
20 24 
20 0 
20 37 


A very pretty small double nebula; very nearly equal; distance about 
12" or 15"... 

A small faint nebula, 12" or 15" diameter .... 

A small round nebula, about 20" diameter, bright at the centre ..... 

A small round faint nebula, about 10" diameter ... 

A small round pretty well-defined nebula, bright at the centre. 

A very small nebula, with a small star near the north margin ...... 

A pretty well-defined small nebula, with a small star south of it. 

A small round pretty w ell-defined nebula... 

A small round nebula, about 30" diameter ....... 

A small round nebula .... 

A small nebula, about 20" diameter, with three smaller nebulae fol¬ 
lowing, and three pretty bright small stars on the north side .. 

A faint ill-defined nebula, 2 f diameter ..... 

A very small round nebula, about 12" diameter . 

A small rather well-defined round nebula... 

A very small round nebula, 6" or 8" diameter.. 

A faint extended nebula, ill defined ...... 

A small faint nebula, 1' north of a pretty bright star... 

A pretty large and very ill-defined nebula, of an irregular round figure, 
with several small stars m it.... 


3 

15 

45 

57 

0 

36 

24 


20 49 
20 20 
20 56 
20 16 
20 21 
20 25 
20 55 


A small round nebula ........ 

A very faint ill-defined small nebula ....... 

A small faint confused nebula, rather long.. 

A small famt nebula. 

A small faint nebula.... . 

A small faint round nebula .. .. 

A faint confused pretty large nebula. There are a multitude of Small 
nebulae m this place ....... 


40 

5 

38 

13 


20 56 
20 4 
20 53 
20 56 


A very small famt nebula, about 10" diameter 

A small round famt nebula .. 

A small famt round nebula . 

A small famt round nebula ... 


2 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 

1 

o 

1 

2 

2 

1 

1 

1 

1 

1 

2 

1 

1 

1 

1 
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No. 

h m s 

S.P.D, 

o . 

141 

5 37 41 

20 0 

142 

5 39 30 

20 45 

143 

5 39 44 

20 57 

144 

5 40 30 

20 51 

145 

5 40 55 

20 13 

146 

5 41 12 

20 25 

147 

5 41 53 

20 41 

148 

5 42 25 

20 53 

149 

5 42 25 

20 11 

150 

5 43 0 

20 6 

151 

5 43 8 

20 45 

152 

5 43 50 

20 1 

153 

5 44 10 

20 50 

154 

5 44 28 

20 4£ 

155 

5 46 20 

20 5 

156 

5 48 50 

20 4 

157 

5 50 10 

20 54 

158 

5 50 46 

20 51 

159 

5 51 20 

20 55 

160 

5 52 54 

20 26 

161 

5 58 12 

20 42 

162 

5 58 33 

20 37 • 

163 

12 47 40 

20 15 . 

164 

. 

12 49 0 

20 6 ( 


Description of the Nebulae and Stars. 


unties, brightest and broadest in the middle. This is in the south 
following side of a faint cluster of very minute stars . 1 

30 Doradus, Bode) is a pretty large ill-defined nebula, of an irregular 
branched figure, with a pretty bright small star in the south side of 
the centre, which gives it the appearance of a nucleus. This is re¬ 
solvable into very minute stars.—Figure 4. is a very good repre¬ 
sentation of the nebula resolved. (N.B. The 30 Doradus is sur¬ 
rounded by a number of nebulae of considerable magnitudes, nine or 
ten m number, with the 30 Doradus m the centre. Figure 5.).... 8 


many very small nebulae in it. 1 


diameter, with several minute stars mixt. This is a very pretty 
group of nebulae.—Figure 5... 3 


three nebulae forming a triangle ... 1 


ceding edge 


meter, moderately condensed to the centre. This, with the sweeping 
power, has the appearance of a globe of nebulous matter with very 
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h m s 
4 8 34 


Description of the Nebulae and Stars. 

small stars in the north following margin. But with a power suffi¬ 
cient to resolve it, the globular appearance vanishes in a very con¬ 
siderable degree; and foe brightest and most condensed part is to 
the preceding side of the centre, with the stars considerably scattered 
on the north following side. Resolvable into stars of mixt small 
magnitudes. A small nebula precedes this.... 5 

An exceedingly faint ill-defined nebula, with several exceedingly mi¬ 
nute stars in it.... 1 

A well-defined small elliptical nebula, 12" long mid 8" broad ... 1 

: A pretty bright round well-defined nebula, 15" diameter .......... 2 

> A pretty large faint nebula, irregular figure, and irregularly bright in 
parts... 1 

1 A pretty bright pretty large nebula, of an irregular round figure, 5' 
diameter ; a little brighter in the middle.. 2 

i A pretty large faint nebula, irregular figure .... 1 

i A very faint round nebula, 25" diameter.... 1 


: A pretty bright round nebula, 40" diameter. This is preceding and 
brightest of three nebulas in a line... 2 

A small faint nebula, 1 2" diameter.. 1 

A very faint ill-defined nebula, with two small stars in it .......... 1 

A pretty large rather faint nebula, about 5' diameter, irregular figure, 
partly resolvable into stars of mixt magnitudes. The nebulous mat¬ 
ter has several seats of attraction, or rather it is a cluster of small 
nebulae with strong nebulosity common to all ... 2 

A small faint nebula..... 1 

A small round nebula, 8 rf or 10" diameter .... 1 


l A small faint nebula, with a ray proceeding from it, about 6' or V long; 
a small star is involved in the preceding extremity of the ray. 1 

' A small faint nebula, about 8" diameter .. 1 

i Three very small nebulae, forming an obtuse triangle .............. 1 

. A small faint nebula, 10" or 12" diameter... 1 

! A group of very small stars of mixt magnitudes, with several small 
faint nebulae, in strong nebulosity, common to all... I 

• A faint ill-defined nebula, 20" diameter...... 1 

i A very small round nebula, about 8" diameter ................... 1 

i A small famt round nebula, preceding a minute double star of the 12th 
magnitude. Another similar small nebula follows, about 20" in JBi, 
and 2' south m a line with the double star ... i 

i A very small faint nebula ....... 1 
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MR. DUNLOP’S CATALOGUE OF NEBULJ2 AND 


No. 

h 

M 


1 S.P.D. 

Description of the Nebulae and Stars. 

No.of 

Obs. 

187 

5 

50 

4 

21 

46 

Two very small faint nebulae following a small star. 

1 

188 

5 

51 

7 

21 

29 

A curved line of five or six faint small nebulae, with small stars mixt. 
This is rich in small stars and nebulae ... 

1 

189 

5 

52 

49 

21 

46 

A very faint round nebula, 30" diameter. Exceedingly faint... 

1 

190 

5 

54 

17 

21 

48 

Two very small faint nebulae... 

1 

191 

5 

54 

29 

21 

45 

A pretty bright round nebula, 40 " diameter... 

1 

192 

5 

56 

37 

21 

28 

A mmute cluster of very small stars in strong nebulosity .. 

1 

198 

5 

59 

0 

21 

19 

A pretty bright round well-defined nebula, 12" diameter .......... 

1 

194 

5 

59 

37 

21 

26 

A pretty large famt ill-defined nebula ..... 

1 

195 

6 

0 

5 

21 

51 

A small pretty bright round nebula, 10" or 12" diameter. 

1 

196 

6 

0 

14 

21 

31 

A small round pretty well-defined nebula, 25" diameter, with a small 
star north following..... 

1 

197 

6 

2 

7 

21 

33 

A small faint round nebula .. 

1 

198 

6 

6 

27 

21 

42 

A pretty strong ray of nebula following a small star; but the small 
star is not involved. The ray is about 2' long and 50" broad, with 
a bright point or nucleus near the preceding extremity.—Figure 6.. 

2 

199 

6 

8 

2 

21 

52 

A faint confused nebula, with two or three bright points in it, which I 
suspect to be stars ... 

1 

200 

6 

11 

34 

21 

34 

A faint nebula, following a pretty bright star. 

1 

201 

6 

13 

30 

21 

46 

A round well-defined small nebula, 20" diameter, bright at the centre 

3 

202 

6 

17 

47 

21 

37 

A small famt nebula, about 15" diameter ... 

1 

203 

6 

21 

17 

21 

53 

A small round nebula, 20" diameter, slightly; a little blighter towards 
the centre... 

1 

204 

12 

3 

11 

21 

0 

A very faint nebula, about 40" diameter, with a pretty bright star 
south following...... 

1 

205 

3 

2 

19 

22 

41 

A very Faint small nebula, north following, a pretty bright small star; 
a very minute star is between the bright star and the nebula. 

1 

206 

3 

15 

50 

22 

50 

A famt ill-defined nebula, rather extended in the direction of the me- 
ndian, with several exceedingly minute stars m it .. 

1 

207 

3 

18 

20 

22 

25 

A faint ill-defined nebula, probably 2 l diameter, of a round figure; a 
very minute star involved m it.... 

1 

208 

4 

33 

7 

22 

45 

A very famt small nebula....... 

1 

209 

5 

6 

30 

22 

14 

A very faint round nebula, 45" diameter, precedmg a bright star in the 
same parallel.... 

1 

210 

5 

14 

43 

22 

25 

A small round nebula, rather faint. This is the preceding m a line of 
nebulae and small stars, with a star of the 7th magnitude at the north 
extremity.—Figure 7.... 

3 

211 

5 

26 

42 

22 

21 

A small famt elliptical nebula, about 20" diameter. This is the pre¬ 
ceding in a curved line of six or seven small nebulae, of unequal 
magnitudes 

4 
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M 

&P.D 

Description of the Nebulae and Stans, 

212 

5 27 30 

22~41 

A small faint ill-defined nebula ... 2 

213 

5 28 46 

22 28 

A faint elliptical nebula, about 30" diameter. This is the following m 
a curved line of nebula..*..... 3 

214 

5 29 48 

22 57 

A round small nebula, 12" ox 15" diameter.... 2 

215 

5 30 3 

22 34 

A round well-defined nebula, about 20" diameter, bright at the centre 3 

216 

5 31 12 

22 40 

A small faint nebula, about 40" diameter .. 3 

217 

5 32 50 

22 6 

A rather well-defined nebula, 40" or 50" diameter.. 3 

218 

5 34 22 

22 14 

A pretty bright round nebula, 30" diameter, with a minute star slightly 
involved in the margin... 2 

219 

5 35 40 

22 21 

A pretty bright round nebula, about 1 diameter, bright towards the 

220 

5 36 17 

22 24 

A round faint nebula, about 40" diameter... 1 

221 

5 46 0 

22 50 

A faint extended nebula, with a few small stars in it.. 2 

222 

223 

5 58 37 

6 0 9 

22 3 

22 5 

A small round nebula preceding a small star.. 1 

A pretty bright and well-defined small round nebula. 1 

221 

12 26 0 

22 32 

An exceedingly faint nebula, extended in the direction of the meridian, 
about 4' or 5' m length, with a line or group of very small stars m it 2 

225 

17 12 50 

22 59 

A pretty large rather bright round nebula, 3 f or 4 f m diameter, very 
moderately condensed to the centre, resolvable into extremely minute 
stars; the stars are more scattered on the south side. 3 

226 

4 39 30 

23 14 

An extremely small round nebula, pretty well defined; a small star pre- 
ceding m the same parallel .... 1 

227 

4 51 7 

23 42 

A small faint nebula, 12" diameter. 2 

228 

229 

4 52 40 

4 53 6 

23 37 

23 41 

V veiy faint round nebula, 12" or 15" diameter.... 1 

A small round pretty well-defined nebula, 12" diameter. This is the 
following of a triangle of very small nebulae .... 1 

230 

4 56 0 

23 8 

A very faint rather elliptical nebula, about 2' diameter. This is the 
preceding and largest of three nebulae forming a triangle ... 2 

231 

4 56 16 

4 56 47 

5 1 40 

23 0 

A faint round nebula, 1 1 diameter .. 2 

232 

233 

23 6 . 

23 33 

A faint round nebula, about 1^' diameter... 2 

A small round well-defined nebula, 10" or 12" diameter. 1 

234 

5 3 33 

23 12 , 

A round well-defined nebula, about 30" diameter....... 1 

235 

5 3 36 

23 25 . 

\ small round pretty well-defined nebula... 1 

236 

5 4 33 

23 21 , 

\ small nebula, 20" diameter, with a very bright point in the centre.. 2 

237 

5 25 7 

23 30 j 

\ rather large faint nebula, 3' or 4 f diameter, of an irregular round 
figure; no central attraction... l 

238 

5 27 30 

23 31 i 

V. faint round nebula, about 50" diameter.... i 

239 

5 32 46 

23 23 l 

l pretty large faint nebula, about 2 f diameter, round figure. A number 
of very small stars on the north side, very famt at the margin. 1 


r 2 
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ME. BUNLO^S CATALOGUE OF NEBULAE AND 


No. ^ ai s.p.ix Description of the Nebulae and Stars. 

£40 5 35 3 2 $.49 A feint round nebula, £5" or 8Q 11 diameter .. 1 

£41 5 36 0 23 0 A large cluster of small stars of mixt magnitudes in strong nebula; 

irregular extended figure ...... 1 

£4£ 5 37 12 23 39 A very faint nebula, V diameter; round figure. 1 

£43 6 9 56 £3 34 A very small round well-defined nebula, 10 f diameter .. 1 

£44 13 5 0 23 50 A very faint nebula extended north preceding and south following, 

about 3' in length, with a mmute fine of five extremely small stars 
involved m the nebula, and two minute stars neai the north ex¬ 
tremity, but not involved ...... £ 

£45 4 1£ 6 £4 54 A very small faint nebula, 10" diameter, about 14 f south of a pretty 

bright small star...... 1 

£46 5 4 38 £4 51 A pretty well-defined round faint nebula, £5" diameter; a little brighter 

at die centre .... £ 

£47 5 11 35 £4 25 A pretty bright round nebula, 40" diameter.... 1 

£48 5 14 80 £4 19 A pretty bright round well-defined nebula, about 80" diameter, gra¬ 
dually bright to the centre.... 3 

1249 6 40 5 24 34 A very small faint ill-defined nebula. 1 

£50 11 43 9 £4 £0 A very faint small round nebula, about 10" diameter, with a bright 

point exactly in the centre. Magnifying power 170. 2 

£51 13 8 0 £4 £4 An extremely faint small nebula, about 15" diameter, pretty well de¬ 

fined. A very small star is north preceding, and a very minute 
south preceding ; both very near the nebula, but not involved in it. £ 

252 13 £0 11 £4 44 A very faint nebula, about 25" diameter. It is very near a star of the 

8th magnitude, and near the north following extremity of a crescent 
of very small stars.... 2 

253 14 35 — £4 10 (3 Circini, Bode) is a lme of stars of the 8-9th magnitudes, oblique 

to the equator, about 1° in length joining a circular line of small stars 


at the north extremity, with a bright star of the 7tb magnitude in the 


south following extremity.—Figure 8..... 8 

£54 22 26 14 24 57 A very small nebula, 10" diameter, with a very minute star in the pre¬ 
ceding sidq of it ..... 1 

255 ££ 36 4 £4 1 A small faint elliptical nebula in the parallel of the equator, about 25° 

long, and 1£" or 15" broad.... 1 

£56 4 46 30 25 89 A small round nebula bright at the centre, 10" diameter .. 1 

£57 9 54 10 25 13 A very small and very faint nebula, about 8" or 10" diameter; very 

feeble at the margin..... 1 

£58 10 32 — 25 46 A cluster of extremely small stars, resembling a feint nebula, about 6' 

diameter; round figure........ 1 

259 15 S 8 £5 5 A small faint round nebula, £5" or 30" diameter, sensibly brighter in the 

middle. A star of the 9th magnitude, 4' or 5' south............. 1 

260 15 7 17 £5 46 An extremely faint ill-defined nebula, If' or £' diameter, irregular 

round figure, a very little brighter towards the middle........... £ 
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No. 

261 

M 

h m s 

18 49 25 

S.P.IX 

f5 35 

262 

18 51 30 

25 53 

263 

21 19 0 

25 23 

264 

4 15 IS 

26 30 

265 

9 5 48 

26 1 

266 

11 40 9 

26 8 

267 

11 39 35 

26 11 

268 

15 36 8 

26 7 

269 

16 43 0 

26 39 

270 

23 41 16 

26 59 

271 

11 11 36 

27 28 

272 

12 31 — 

27 51 

273 

IS 34 48 

27 51 

274 

14 19 S 

27 8S 


Description of the Nebulae and Stars. 

l very minute double nebula, the distance between them about 15” of 
a degree; the largest or following of the two is not more than 10” 
diameter ; each of them has a small bright point or nucleus ...... 2 

L pretty large very faint nebula, about 5' or 6' diameter, slightly bright 
towards the centre; a minute star is north of the nebula, and two 
stars of the 7th magnitude preceding... 3 


following a group of pretty bright stars. 


this is north preceding 8 Rhomboidis..... 2 


bright to the centre. This has a fine globular appearance. 


point is nearly equal m brightness to one of the minute stars north 
of the nebula. 1 do not think the bright point is a star, but a very 
highly condensed nucleus, surrounded by a faint cbevelure, not more 
than 10” diameter. Another very mmute nebula precedes this ... 

Ln extremely small round nebula, not more than 5” diameter, equally 
and uniformly bright, with a small well-defined planetary disc, with 
no bright point or condensation to the centre. This is not a small 
star; the appearance is very different from any of the small stars 
near it, and it is also very unlike the general appearance of small 
nebulae : both of these objects are very singular. 

L very faint nebula, about l f diameter, with a very minute star pre¬ 
ceding, and another following; both are involved.. 


near the south side, and four small stars following. The nebula is 
in the point of a cone formed by the four small stars and itself .... 2 

i faint ray of nebula, about 25” or SO” long, with a small star in the 
centre of it.—Figure 9.... 1 

L rather bright nebula, about 2|' or S' long and 1' broad, in the form 
of a crescent, the convex side preceding; no condensation of the ne¬ 
bulous matter towards any point. This is easily resolvable into many 1 
stars of some considerable magnitude, arranged m pretty regular 
lines, with the nebula remaining, which is also resolvable into ex¬ 
tremely minute stars. This is probably two clusters in the same ’ 
line,—Figure 10....... 7 ; 

V group of five stars of the 8th or 9th magnitude, with a great number 
of extremely small stars resembling faint nebulae, 3' or 4' diameter. 1 

201 Centauri, Bode.) This is a curved 3me of small stars, about l£ f 
long, with a star of the 7th magnitude in the north extremity; a 
group of extremely minute stars on the preceding side of the cres¬ 
cent, and a multitude of very minute stars extended preceding and 
following.—Figure 11.... 7 


274 14 19 3127 39 An exceedingly small very faint round nebula, about 8” diameter, north 
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275 

14 18 10 

27 13 

276 

15 14 0 

27 50 

277 

15 28 9 

27 51 

278 

16 19 7 

27 IS 


Description of the Nebulae and Stars. 

rather following a star of the 12th magnitude, with a smaller star on 
the other side .... 1 

L very small round well-defined nebula, about 15" diameter, with a 
bright pomt in the centre...... 1 

L very small nebula, with a very minute star involved in the north 
side of it: the star is not central; another small star is distant about 
4' from the nebula....... 1 


seven or eight extremely small stars m it. 


15 52 8 
15 59 4 


equator, rather a little south preceding, and north following, about 
1§' long, and 25" broad, with a star of the 11th or 12th magnitude 
in the centre. The nebula is nearly equally bright, and the star is 
in the centre.—Figure 12... 2 

27 35 A pretty large faint nebula, round figure, about 3' diameter ; very famt 

at the margin... 1 

27 24 An extremely famt ill-defined nebula, of an irregular figure, rather 

elongated following * there are two minute stars involved in the pre¬ 
ceding side of it... 1 

28 20 A cluster of very small stars, a little elongated preceding and following, 

about 10 f diameter; the stars are congregated towards the centre, a 
pretty bright star south, and a double star south following this .... 4 

28 57 A group of ten or twelve stars about the 10th magnitude, with a mul¬ 
titude of very small stars, forming an irregular branched figure, S' 
or 10' long and 6' broad. 1 

28 59 A group of small stars forming a semicircle, with a line of minute 

stars joining the extremities... 2 

28 4 A gioup of twelve or fourteen stars, round figure, 2 f diameter ...... 1 

28 40 A very famt small round nebula, about 8" or 10" diameter, a little 

brighter m the centre.. 1 

28 29 An exceedingly famt very small round nebula, about 12" diameter, 
with a minute bright pomt m the centre. This is south of a star of 
the 7-8th magnitude, and a nebula follow’s m the field.. 1 

28 32 A faint elliptical nebula, about 25" diameter, not bright at the centre, 

and nearly uniform in its light.... 1 

28 28 A pretty bright small elliptical nebula, about 20" long ; the brightest 

part is near the south following extremity. This precedes a small 
star. 1 

29 16 A pretty large cluster of stars of mixt magnitudes, about 10' diameter. 

The gi eater number of the stars are of a pale white colour. There 
is a red star near the preceding side; another of the same size and 
colour near the following side; another small red star near the centre; 
and a yellow star near the south following extremity, all m the 
cluster......... 5 
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290 

11 36 11 

29 46 

291 

11 56 9 

29 45 

292 

12 15 0 

29 2 

293 

15 49 5 

29 3 

294 

17 42 18 

29 4 

295 

18 51 3 

29 45 

296 

4 42 11 

30 40 

297 

9 56 0 

30 50 

298 

10 47 D 

30 10 

299 

11 22 36 

30 14 

3 00 

12 19 50 

30 51 

301 

12 44 — 

30 35 

302 

14 16 40 

30 3 

30 3 

15 21 23 

30 32 


Description of the Nebulae and Stars. 

k very faint nebula, round figure, about 1^' diameter, with two or three 
very small stars involved in it. There are many similar small stars 
scattered in the field with a power of 170; the nebulosity is extremely 
faint. This precedes the 49 Centauri, Bode, which is a star of the 
4th or 5th magnitude, and not of the 6th as given m Bode’s catalogue 2 

i cluster of small stars of mixt magnitudes, irregular figure, about 6 f 
long and 4 1 broad........ 3 

l pretty cluster of extremely small stars, resembling a pretty large 
faint nebula, about 6' or 7' diameter: the compression is very gradual 
to die centre; a pretty bright star is m the following side of the 
cluster, round figure..... 4 

L very feint small nebula, about 10" diameter, with a small star near 
the south margin, but not involved ... 1 

i very small round nebula, with a small star at the north edge, not 
involved....... 1 


round figure, easily resolved into a cluster of small stars, exceedingly 
compressed at the centre. The bright part at the centre is occasioned 
by a group of stars of some considerable magnitude when compared 
with those of the nebula. I am inclined to think that this may be 
two clusters in the same line; the bright part is a little south of the 
centre of the large nebula... 5 

L faint ill-defined nebula, with a small bright point in the preceding 
side, which I suspect to be a star; there are several similar small stars 
in the field .... 1 


each other, about 40 f diameter, extended south preceding, and north 
following ...... 


direction of the meridian 


star at the fullowing extremity; three pretty bright small stars distant 
about 1\ and a star of the 7th magnitude south preceding .. 1 

L triangular group of very small stars, about 3' long, resembling faint 
nebulae. A star of the 9th magnitude near the north following ex¬ 
tremity..... 4 

X Crucis, Bode) is five stars of the 7 th magnitude, forming a triangular 
figure, and a star of the 9th magnitude between the second and third, 
with a multitude of very smal] stars on the south side.—Figure 13. 
is a very correct representation..... 6 


towards the centre, 4 f or S' diameter . 


middle. A small star precedes this, and a star of the 7 th magnitude 
following..... 
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Description of the Nebulae and Stars. 

304 

15 49 — 

3°0 > 

(A Circini, Bode) Lacaille describes this as three small stars in a 
line with nebula. No particular nebula exists in this place, A 
group of about twenty stars of xmxt magnitudes, forming an irregular 
figure, about 5 r or 6' long, answer to the place of the A. This is in 
the milky way; and there is no nebula in the group of stars except 
what is common in the neighbourhood .. 5 

305 

17 29 30 

30 27 

A very small round nebula, with a minute bright point near the fol¬ 
lowing side. The bright point is not m the centre of the nebula, a 
pretty bright small star following distance U of arc ... 1 

306 

4 9 8 

31 38 

A small round pretty well defined nebula, 10" or 12" diameter, slightly 
bright to the centre, a bright star in the field south following. 1 

307 

4 49 12 

31 37 

An extremely faint round nebula, 30" or 40" diameter ... 1 

308 

10 15 48 

31 10 

A very small round nebula, about 25" diameter, bright at the centre, 
nearly in a line between two very small stars. A star of the 6-7 th 
magnitude is south following..... 1 

309 

10 38 — 

31 13 

(t) Roboris Caroli, Bode) is a bright star of the 3rd magnitude, sur¬ 
rounded by a multitude of small stars, and pretty strong nebulosity; 
very similar m its nature to that in Orion, but not so bright. 
Figure 14. is a very correct representation of it; the circle A B is 
about 1° and 37 f diameter, with the star r? in the centre. I can count 
twelve or fourteen extremely minute stars surrounding rj in the 
space of about V ; several of them appear close to the disk: there is 
a pretty bright small star about the 10th magnitude north following 
the t), and distant about 1'. The nebulosity is pretty strongly marked ; 
that on the south side is very unequal in brightness, and the different 
portions of the nebulosity are completely detached, as represented in 
the figure. There is much nebulosity in this place, and very much 
extensive nebulosity throughout the Robur Caroli, which is also 
very rich m small stars....... 13 

310 

10 47 0 

31 42 

A faint nebula, about 1|' or 2 r diameter, with a small bright star 
near the preceding side; this is resolvable into exceedingly minute 
stars ......... 2 

311 

12 50 30 

31 15 

A very faint pretty large nebula, about 6' or 8' diameter, round figure, 
resolvable into very minute stars. Several stars of some consider¬ 
able magnitude appear scattered among the minute stars of the 
nebula, but they are only the continuation of a branch of small stars 
which run over the place where the nebula is; the stars in the 
nebula are very gradually, but not much, compressed to the centre. 4 

312 

13 16 7 

00 

00 

A pretty large faint nebula, about 5' diameter, irregular branched figure, 
resolvable, with considerable compression of the stars towards the 
central point. This precedes a star of the 7th magnitude, and a 
group of small stars follow, about 10' north of the nebula.. 2 

313 

14 16 14 

31 5 

A very minute group of small stars, about 2' long, extended in the 
parallel of the equator....... 1 

314 

15 9 — 

31 29 

(16 Circini, Bode) described in tfie Connaissanee des Terns as nebula, with 
two small stars in it. There are three stars of the 8th magnitude 
very near each other, forming a triangle, which answers to the place 












CLUSTERS OF STARS IN THE SOUTHERN HEMISPHERE. 


No. 

! * ' 

S.P.D, 


h m s 


315 

15 21 30 

31 55 1 

316 

16 29 6 

31 45 i 

317 

17 43 28 

31 11 i 

318 

17 53 — 

31 43 i 

319 

22 7 20 

31 58 i 

320 

4 5 7 

32 23 1 

321 

| 

10 27 13 

32 37 i 

322 

10 30 7 

32 17 i 

32 3 

10 59 — 

32 16 ( 

324 

11 17 0 

! 32 43 S 

325 

11 32 — 

32 19 k 

326 

16 5 21 

OO 

Oi 

at 

co 

327 

17 48 16 

32 26 k 

328 

19 15 46 

32 41 k 

329 

21 19 — 

32 19 ( 

330 

9 22 30 

33 46 I 


Description of the Nebulae and Stars. o°b? 

of 16 Circim; but there is no nebula accompanying them, neither 
is there any nebula accompanying any of the stars in this place.... 6 

small rather faint nebula, 20" or 25" diameter, at the preceding ex¬ 
tremity of a line of four or five very small stars ... 1 

very faint ray of nebula, about If' long, and 15" or 20" broad, ex¬ 
tended north preceding and south following, with rather a conden¬ 
sation of the nebulous matter near the south following extremity. 
There is a minute star near the north preceding extremity, but I do 
not think it is involved m the ray.... 1 

faint ill-defined round nebula, very faint at the margin, perhaps if f 
or 2 1 diameter... 1 


I extended 8^1ong, and 4' broad.. 1 

A very small cluster of very minute stars, resembling a small faint 
nebula, 2 f diameter.... 1 

A small faint nebula, about 12" diameter, with three very small stars 
north of it ....... 3 

A very small cluster of very small bright stars ; round figure, about 4' 
diameter; rich in extremely small stars resembling faint nebula .. 4 

A star of the 7th magnitude, involved m faint nebula.. 1 

(5 Centaun, Bode) is a very large cluster of stars about the 9th magni¬ 
tude, with a red star of the 7—8th magnitude, north following the 
centre of the cluster. Elliptical figure the stars are pretty regularly 
scattered... 3 


diameter. The central part is very thin of stars 


ceding margin . 


can find no nebula in this place; but there are three small stars 
forming an obtuse triangle, which answers to the place of 47 Indi. 
There is also an angular line of very minute stars, about l f in 
length, following about 2 r or S f in time, and 30 f south, which would 
have a nebulous appearance through a small telescope .. 

faint cluster of small stars of mixed magnitude, with two or three 
pretty bright stars in it. This answers to 485 Argus (Bode), and is 
described as a small star surrounded by nebula. This precedes 492 
Argus, about 3 1 in and 3' or 4 f north of the star, and is probably 
the object intended; the cluster is about 5' diameter, irregular 
figure, no nebula ......... 


MfiCCCXXVIII. 
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h m s 

331 5 12 30, 


332 10 10 6 


333 14 29 40 


334 15 43 42 


335 16 4 52 


336 16 40 13 


337 3 7 47 


338 4 16 14 


339 4 28 S3 


340 9 8 51 


341 12 3 24 1 


342 I 14 22 24 


343 15 37 28 


344 16 3 5 


345 17 20 36 


346117 35 28 


s.p.d. Description of the Nebulae and Stars. 3 ^5£ i 

S3 37 A rather bright nebula about 1' diameter, very faint at the margin, 
gradually bright to the centre: a small star north, and another 
south, both involved in the margin of the nebula. A group of very 
small stars north ........ 2 

33 57 A very faint ray of nebula, about 2' broad, and 6' or 7' long, joining 
two small stars at the south following extremity, which are very 
slightly involved, but their lustre is not diminished from that of 
similar small stars m the field. The north extremity also joins a 
group of small stars, hut they are not involved.—Figure 15. 2 

33 10 A group of small stars with famt nebula. There is rather a gathering 

of the nebulous matter, about 10" diameter, near the north side ... 2 

33 1 A famt round nebula, about 1§' diameter, very slightly bright towards 

the centre. A small star is south, rather preceding the nebula, and 
i Normae is south following .... 3 

S3 31 A cluster of small stars of mixt magnitudes, congregated into several 

groups or patches, with a pretty bright star near the centre. 1 

33 54 A small faint nebula, about 10" or 12" diameter, with a small star 

involved in the north extremity. This follows a pretty bright small 
star .. 2 

34 5 A very bright round nebula, about diameter, pretty well defined 

and gradually bright to the centre. A small star north following.. 2 

34 28 A pretty large round nebula, about 4' diameter, moderately and gra¬ 
dually condensed to the centre. A very small star near the following 
edge, not involved... 2 

34 52 A small round pretty well defined nebula, bright in the centre, north 

preceding a Doradus . 1 

34 48 A very faint round nebula, about 2' diameter. There are seven or 

i eight very minute stars in the nebula ... 1 

34 38 A very small nebula, about 12" or 15" diameter, with a very mmute 
star involved in the south side. This nebula is near the preceding 
extremity of a small crescent of very minute stars * the crescent is 
not conspicuous .. 2 

34 15 A group of small stars of the 11th and 12th magnitude, with a multi¬ 
tude of mmute stars mixt, extended south preceding and north fol¬ 
lowing . 2 

34 1 A pretty large famt nebula, with several mmute stars m it, round figure, 

4' or 5' diameter, resolvable..... 2 

34 40 An extremely feint pretty large nebula, 5 f or 6’ diameter, with two 
small stars in the north preceding side, and several very mmute stars 
scattered m it .. 1 

34 30 A very small fan-shaped nebula, about 10" or 12" long, with a briglitish 
point at the small or south extremity, north of a double star of the 
10th magnitude........ * 3 

34 41 A small round nebula with a bright point in the centre; diameter 

about 15"........ 1 
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347 23 25 36 34 53 A faint round nebula, about £0" diameter. .. 1 

348 4 1 8 35 23 A very faint nebula, about 35 f> diameter. This precedes a group of 

small stars ....... 1 

349 11 42 13 35 13 A pretty large faint nebula, 6 f or 7' diameter, easily resolvable with 

slight compression of the stars to the centre, or rather towards the 
following side of the centre..... 4 

350 14 20 30 35 51 A curved line of small stars, south preceding a star of the 7th magni¬ 

tude ..... 2 


351 j 14 53 36 35 4 A pretty large cluster of small stars resembling faint nebula, general 


figure round, south preceding 2 Pyxidis... 2 

352 14 59 30 35 1 A small round nebula, about 20" diameter, a little brighter in the centre 1 

353 15 38 30 35 34 A rather faint easily resolvable nebula, of an irregular figure, 2' dia¬ 

meter ... 1 

354 22 29 42 35 34 A small faint round nebula, about 15" diameter, south following a pretty 

bright small star...... 1 

355 10 32 8 36 52 A triangular group of small stars resembling faint nebula, with several 

stars in it of some considerable magnitude...... 4 

356 11- 35 40 36 14 A group of eight or ten pretty bright small stars, m the form of a 

(the letter Y), about 5' long, parallel to the equator, with small stars 
m it resembling faint nebula ..... 3 


357 14 15 — 36 17 A very extensive cluster of stars of mixed small magnitudes; the stars 


appear to be either congregating together in different parts of the 
cluster, or breaking up ; there are several groups already formed, 
the whole cluster is composed of lines of stars, but no geneial 
attraction towards any particular point... 1 

358 15 47 37 36 55 A pretty large faint nebula, of an irregular figure, about 6' diameter, 

very faint....... 3 


359 15 54 10 36 23 Three very minute stars forming a triangle, with a faint round nebula, 

about 20" diameter m the centre, but none of the stars are involved 
in the nebula....... 

360 15 59 27 36 13 A pietty large cluster of small stars of mixed magnitudes, about 12 f 

diameter ; the stars are considerably congregated towards the centre, 


extended south preceding and north following... 5 

361 16 2 — SC51A cluster of stars extended south preceding and north following, of 

various mixed magnitudes, considerably compressed to die centre.. 1 

362 16 11 — 36 57 A space in die milky way, exceedingly nch in small stars .......... 1 

363 16 13 5 36 43 A faint cluster of very minute stars, about 2'diameter, resembling faint 

nebula ....... 1 

364 16 35 12 36 29 A round faint nebula, about 1 ? diameter, with diree small stars m it; a 

bright star south of the nebula ...... 1 

365 17 4 £7 36 1 A very faint small round nebula, about 15" diameter, with a bright 

point in the centre. I cannot say there is a gradual condensation of 
the nebulous matter; the minute point may be a star .. 1 


s 
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366 17 27 10 36 25 A pretty large nebula, extended nearly in the parallel of the equator, 

brightest and broadest m the middle; a group of very small stars in 
the middle give it the appearance of a nucleus, but they are not con¬ 
nected with the nebula, but are similar to other small stars in this 
place which are arranged in groups. The nebula is resolvable into 
stars......... 4 

367 IS 45 11 36 19 An extremely faint nebula, of an irregular figure, 3' or 4'"diameter, a 

little brighter in the middle; south following A Telescopii.. 1 

368 19 21 16 36 35 An extremely faint small round nebula, very difficult to be seen, about 

9' north of a star of the 6-7tb magnitude. 1 

369 3 56 13 37 10 A faint nebula, elliptical in the parallel of the equator, about 30" long 

and 12" broad ... 1 

370 4 25 6 37 59 An extremely famt round nebula, about 15" diameter, with a small star 

m the centre. The faint nebula resembling an atmosphere or che- 
velure ; the star is in the centre, a small star south of it has nothing 
of this nebulous appearance....... 1 

371 8 24 38 37 52 A small famt elliptical nebula, with three minute stars in it. This is 

near the north following extremity of a crooked line of pretty bright 
small stars ...... ] 

372 9 21 46 37 17 A very faint nebula, of an irregular round figure, about 1' diameter, 

very slight condensation to the centre.... 1 

373 16 44 34 37 15 A very small round nebula, north preceding e Arae, another nebula 

follows this..... 1 

374 16 45 44 37 27 A very famt nebula, of an irregular round figure, about 2' diameter, 

slightly bright towards the centre, easily resolvable into very minute 
stars, slightly compressed to the centre; this also precedes £ Arae. 4 

375 17 33 30 37 53 A very famt small nebula, about 25'' diameter, round figure, south fol¬ 

lowing a star of the 7th magnitude...... 1 

376 18 4 6 37 44 A pretty bright round nebula, about diameter, moderately condensed 

to the centre; three very small stars involved in the preceding 
margin......... 4 

377 15 G 53 38 48 A very small famt nebula, 10" or 12" diameter, north following a small 

group or cluster of stars.... 1 

378 16 2 31 38 15 A small faint round nebula, about 10 M diameter, north following two 

pretty bright stars..... 1 

379 16 11 30 38 32 A small famt round nebula, with a bright centre. g 

380 16 13 49 38 52 A pretty large faint nebula, about 6' diameter, rather elongated m the 

direction of the meridian; no sensible condensation towards the 
centre.... l 

381 17 10 0 38 25 An extremely faint small nebula, about 12" diameter, with a bright 

point m the centre...... 1 

382 17 18 16 38 17 A small famt round nebula, about 35" diameter .................. 1 

383 17 37 18 38 26 A small famt nebula, about 30" diameter, with a small star slightly 

involved in the preceding margin ... *... 1 
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h m s 0 t vw&f 

i 18 16 18 88 80 A very faint dl-defined nebula, very small. .. 1 

3 19 £8 40 38 32 A feint ray of nebula, about If* long, and 15*' or 20*' broad, extended 
in the parallel of the equator; a small star precedes it, but is not in¬ 
volved. The following extremity of the ray is the brighter ...... 2 

3 10 1 5 9 39 12 11 Roboris Caroli (Bode). A group of eight or ten pretty bright small 

stars, with very small stars, about 6* diameter .. 2 

r 13 12 50 39 53 A very small round nebula, about 10" diameter, bright immediately at j 
the centre. A star of the 7th magnitude, about 4' north of it .... 1 j 

5 13 36 0 39 32 A bright exceedingly well-defined rather elliptical nebula, about f 

diameter, exceedingly condensed almost to die very edge, and gra¬ 
dually a little brighter to the centre. This is about 6' north of 
M Centauri.—I have strong suspicion that this is resolvable into stars 6 

> 15 16 34 39 59 A very fine round pretty bright nebula, about S' diameter, gradually 
brighter towards the centre, and well defined at the margin * this is 
resolvable. With a power of 260 it has a beautiful globular ap¬ 
pearance. The stars are considerably scattered on the south side.. 8 

>16 7 50 39 47 A very small nebula, about 8** or 1 0" diameter, with a very bright 

nucleus, or else a very minute star m a small nebula. I think the 
bright point is rather to the north side of the centre. There is a small 
star preceding, and another following, forming an obtuse triangle 
with the nebula ... 2 

16 22 38 39 22 A very faint small nebula, about 30" diameter, with two brightish points 

in it, which I suspect to be exceedingly minute stars. 2 

16 23 23 39 24 A small faint nebula, about 25" diameter. These two nebulee are 

nearly in the same parallel... 1 

16 37 8 39 13 A small faint nebula, 12 ,f or 15** diameter, with two small stars slightly 

involved in the following side ..... 1 

17 36 23 39 27 A very small round nebula, well defined, about 12" diameter, a star of 

the 12th or 14th magnitude near the preceding edge. The star is 
not involved........ 1 

18 17 SO 39 53 An extremely faint small round nebula, about 15" diameter, with two 

very minute points in it, which I suspect to be stars. The nebula is 
extremely faint, but pretty well defined.. 1 

18 20 50 39 27 A small round faint nebula, with a bright point in the centre, a star of 

the 7 th magnitude following......... 1 

9 S4 40 40 26 A very small feint round nebula, about 15" diameter, with two or three 
exceedingly small stars slightly involved in it, and another small star 
about 1* south of it ....* * 1 

IS 57 5 40 59 An extremely faint nebula, about 4* or 5* long, and 2' or 3' broad, 

elliptical m the parallel of the equator. This is easily resolvable 
into minute stars, with no sensible condensation or compression 
towards any point..... 1 

15 42 47 40 12 A small faint rather elliptical nebula, about 12" diameter, with a bright 
point in the north preceding side of the centre. This precedes a 
very pretty double star ..... 1 , 
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No. 41 s.p.d, Description of the Nebulae and Stars. 

h m 8 o / 

400 16 22 4S 40 42 A pretty large faint nebula, about 6' diameter, easily resolvable, round 

figure, with two rows of small stars following .................. 2 

401 16 £3 17 40 82 A very faint cluster of small stars, with a branch extended; the head 

of the duster is rich in small stars.. 3 

402 1711 9 40 11 A very fine round cluster of very small stars, slightly compressed to 

the centre, about 8 ; diameter... 3 

403 17 29 30 40 49 A small round faint nebula, about £5" diameter, very slightly bright 

towards the centre; a very small star is near the north edge, but is 
not involved, and a star of the 6th magnitude preceding.. 1 

404 17 38 £0 40 34 A very famt round nebula, about l f diameter, following a pretty bright 

small star.. 1 

405 18 55 24 40 48 A small famt nebula, about 25" diameter, with a small star preceding it 1 

406 £1 7 36 40 44 A small round nebula, about 1£" or 15" diameter, very bright imme¬ 

diately at the centre, resembling a small star surrounded by an at¬ 
mosphere. This is north follow mg a star of the Cth magnitude.... 1 

407 22 50 55 40 1 A very small faint round nebula, with a bright point in the centre ... 1 

408 0 47 35 41 38 A pretty large rather ill-defined nebula, of a round figure, with a bright 

point, or small nucleus near the centre; the nebula is extremely famt 
almost to the very centre. There is a star of the 8th or 9th mag¬ 
nitude near the south preceding side, but not involved .. 1 

409 4 3 56 41 47 A very small and very feint round nebula, about 20" diameter. 2 

410 8 6 — 41 26 A curiously arranged group of pretty bright small stars of mixt 

magnitudes. This answers to the place of 310 Argus (Bode), and is 
described by Lacaille as nebula with five small stars forming the 
letter T m it. There is no nebulosity in this place. The diameter 
of the cluster may be about 12'.—Figure 16. is a very good repre¬ 
sentation of the group .. 2 

411 12 55 30 41 31 A beautiful long nebula, about 1 O'long, and 2'broad, forming an angle 

with the meridian, about 30° south preceding and north following; 
the brightest and broadest part is rather nearer the south preceding 
extremity than the centre, and it gradually diminishes in breadth and 
brightness towards the extremities, but the breadth is much better 
defined than the length. A small star near the north, and a smaller 
star near the south extremity, but neither of them is involved m the 
nebula. I have strong suspicions that this nebula is resolvable into 
stars, with veiy slight compression towards the centre. I have no 
doubt but it is resolvable I can see the stars, they are merely points. 
This is north following the 1st £ Centaun.—Figure 17.. 6 

412 16 15 14 41 20 A pretty large round nebula, about 4' diameter, gradually a little 

brighter towards the centre. There is a small star on the north, and 
another on the south side, both involved. This is easily resolved 
mto stars, with slight compression to the centre.... 4 

413 16 29 0 41 35 A cluster of small stars, with a bright star in the preceding side. A 

very considerable branch or tail proceeds from the north side, which 
joins a very large cluster .... 3 
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41 32 A very faint ill-defined nebula, about 1|' or 2’ diameter, with two small 

stars in it; easily resolvable, with slight compression to the centre. 1 

41 10 A small nebula, of a long oyal figure, with a very small star in the centre, 

and three stars in a line following. 1 

41 25 A faint ray of nebula extended in the parallel of the equator, about 2-% 
or 3'm length, with two very minute stars in it: this is very feeble 
and ill-defined. A nebula precedes this. X 

41 42 A rather faint nebula, of an irregular round figure, 4' diameter, slightly 
branched; easily resolvable into stars, with slight compression of 
the stars to the centre..... 6 

41 38 An exceedingly faint nebula, about 2' long, and 1' broad, of an irre¬ 
gular figure, with two or three very minute points in it, which I sus¬ 
pect to be small stars.... 1 

41 1 A very faint and very ill-defined small nebula... 1 

41 57 A very small round nebula, with a minute star north of it, but not in¬ 
volved. A nebula follows this. 1 

41 50 A very faint small round nebula... 1 

41 47 A faint round nebula, about 30" diameter. A pretty large nebula 

north following this.... 1 

41 59 An angular group of extremely small stars resembling a feint nebula, 
with stars of some considerable magnitude m it; irregular figure, 

4' or 5' long..... 3 | 

41 23 A very faint small round nebula, with two very minute stars involved 

in it. This is north following £ Telescopn, a dusky greenish star 
of the 5th magnitude .... 1 

42 12 A very small faint nebula, about 15" diameter ...... l 

42 8 A very faint nebula, about 1' diameter, rather elliptical in the parallel 

of the equator; with a brightish point or condensation of the ne¬ 
bulous matter, a little to the preceding side of the centre . 2 

12 7 A pretty large nebula, round figure, 2' or 3' diameter... 2 

42 0 An extremely faint ill-defined small nebula. A pretty large nebula 

precedes this ... 1 

i 42 34 A very small faint round nebula.... 1 

>42 3 A group of very small stars of mixed magnitudes, irregular figure, 

about 3' diameter ...... 1 

- 42 35 A curiously curved line of small stars, of nearly equal magnitudes; 

two stars of 7th magnitude following... 3 

- 42 52 A cluster of very small stars following 47 Normae ... 1 

I 42 48 A round faint pretty well-defined nebula, 10" or 12" diameter, south 

preceding a star of the 7th magnitude .. 1 

> 42 29 A star of the 7th magnitude, accompanied by several small stars. This 

answers to the place of 68 Arae (Bode), but there is no nebula .... 2 
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h m s t 

17 31 23 37 A very faint small round nebula, very equally faint. A firetfcy bright 

small star following, distant about T. A star of the 7th magnitude 


about 7' south .... 1 

436 18 11 24 42 0 |A large faint nebula, of an irregular figure, 4' or Sf long; resolvable; 

mixed magnitudes ..... 2 

437 1 1 47 43 4|An extremely faint small nebula; round, with a very minute bright 

point in the centre ....... 1 

438 3 52 7 43 18 A very faint nebula, about 1' diameter; round figure..... 1 

439 6 29 5Q 43 23 A famt small nebula, about 20" diameter, with a very small star in the 

north preceding side; the nebula is surrounded by six or seven small 
stars in the form of a circle, about 6' diameter ...... 1 


440 13 16 — 43 26 Centauri (Bode) is a beautiful large bright round nebula, about 10' 
or 12' diameter, easily resolvable to the very centre; it is a beautiful 
globe of stars very gradually and moderately compressed to the 
centre; the stars are rather scattered preceding and following, and 
the greatest condensation is rather north of the centre: the stars 
are of slightly mixed magnitudes, of a white colour. This is the 


largest bright nebula in the southern hemisphere.. 8 

441 15 32 12 43 32 | An exceedingly small faint nebula, 6" or 8" diameter, with a very mi¬ 

nute star in the following margin, very much resembling a minute 
double nebula; but the following is a small star... 1 

442 16 34 50 43 24peven or eight small stars in a group, about 1' diameter, w r ith a minute 

line of stars on the north side .... 2 

17 16 25 43 32 A faint ill-defined small nebula, following a small star .. 1 

20 32 20 43 4 A very small ill-defined nebula, with a very small star involved in the 

south preceding side... 1 


445 10 9 17 44 29 [A pretty large pretty bright round nebula, 4' or 5' diameter, very gra¬ 

dually condensed towards the centre, easily resolved into stars; the 
figure is rather irregular, and the stars are considerably scattered 


on the south preceding side: the stars are also of slightly mixed mag¬ 
nitudes ...... 5 

446 11 3 55 44 21 |A very minute star in the centre of a small round nebula, about 15" 

diameter; this has very much the appearance of a small star sur¬ 
rounded by an atmosphere. There is a similar small star near the 
following margin, not involved... 2 

447 15 8 12 44 52 j A very small nebula, with a very minute star involved m the north side; 

the nebula is about V north of a star of the 9—10th magnitude.... 1 

448 17 42 20 44 7 JA very small round famt nebula, about 15" diameter, very bright im¬ 

mediately at the centre; no star of any considerable magnitude in 
the field; this is in the milky way, and is very rich in small stars .. 1 

449 19 3 36 44 49 |A small faint round nebula, about 15" diameter, north following a star 

of the 10th magnitude; two bright stars in the field south. 1 

450 19 19 24 44 0 (A very faint round nebula, about 25" diameter, south, preceding a star 

of the 6th magnitude....... 1 
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451 

20 12 16 

44 37 

452 

5 29 5 

45 14 

453 

8 44 0 

45 10 

454 

16 37 23 

45 33 

455 

16 41 20 

45 23 

456 

16 49 — 

45 31 

457 

17 28 40 

45 22 

458 

17 30 51 

45 57 

459 

17 40 20 

45 2 

4C0 

17 45 30 

45 54 

461 

17 49 33 

45 55 

462 

17 51 17 

45 21 

463 

18 3 7 

45 47 

464 

18 22 33 

45 45 

465 

18 38 0 

45 7 

466 

— 

3 59 5 

46 5 


Description of the Nebulae and Stars. ] 

An extremely small faint elliptical nebula, about 12" long and 8" broad, 
with a small bright point in the following extremity, which may be 


a star. 1 

A very faint small ill-defined nebula, with a very minute double star 
in it. 1 

A group of ten or twelve pretty bright small stars, south following 409 
Argus. 1 

A faint nebula, about 4 f or 5' diameter, irregular round figure, easily 
resolvable into stars; with stars of larger magnitudes scattered in 
the preceding side of it...... 6 

An extremely faint ill-defined nebula, easily resolvable into stars ; 
this is in the milky way.... 1 

A very large patch of strong nebula, about 20' long, and 16' broad, rich 
m small and extremely minute stars..... 2 


A beautiful round nebula, about 5' diameter, with a bright round well- 
defined disk or nucleus, about 15" diameter, exactly m the centre ; 
this has the appearance of a planet surrounded by an extremely faint 
diluted atmosphere; there is a small star involved in the faint atmo¬ 


sphere ; the atmosphere is at least 6' diameter.—Figure 18. 7 

A very faint nebula of some considerable extent; extended in the pa¬ 
rallel of the equator; resolvable into extremely minute stars. 2 


A very extremely faint ill-defined nebula, south—following a star of the 
7th magnitude...... 


A very faint nebula, extended about 2^' in length, oblique to the equator, 
with a bright point in each extremity : the northern, I think, is a 
very small star , but the southern of the two, or the one at the south 
following extremity, is a small nucleus or condensation of the nebulous 
matter. This follows 16 Telescopii.—Figure 19..... 7 

A faint round nebula, about 40" diameter, gradually a little brighter in 
the middle ........ 1 

A very small faint round nebula, about 12" diameter; a large nebula 
north preceding this ..... 1 

A small round pretty well-defined nebula, about 8" or 10" diameter: a 
very small star near the following edge, but not involved—preceding 
<r Telescopii..... 1 

A very fine double nebula, very nearly equal, about 10" diametei; di¬ 
stance about 17"; position in the parallel of the meridian, a small 
star follows....... 1 

An extremely faint nebula, rather of a fan shape, with the small end 
preceding ; it may be S' broad at the following extremity : there is 
a very mmute bright point (or star) near the small end involved in 
the nebula...... 1 


A small faint round nebula, about 25" diameter, a little brighter m the 
centre . a star of the 10th or 12th magnitude preceding the nebula. 1 


MDCCCXXVIII. 
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, 

467 

5 

9 

25 

46 

38 

468 

9 

34 

30 

46 

44 

469 

14 

22 

15 

46 

36 

470 

16 

29 

53 

46 

59 

471 

16 

35 

35 

46 

32 

472 

17 

11 

30 

46 

45 

473 

17 

55 

14 

46 

22 


Description of the Nebulae and Stars. 


or 5‘ broad: no central condensation. 


resolvable ; gradual central condensation evident... 1 j 

L very faint small nebula, about 15" diameter; another small nebula 
north of this....... 2 

L famt nebula, about 2' diameter, rather elongated, slightly blight 
towards the centre. I suspect this is resoh able: a line of small 
stars south...... 1 


can resolve a considerable portion round the margin, but the com¬ 
pression is so great near the centre, that it would require a very high 
power, as well as light, to separate the stars; the stars are rather 
dusky .......... 5 

474 17 58 7 46 31 A small faint elliptical nebula, about 20" diameter.. 1 

475 23 7 9 46 28 A small faint nebula, rather elongated m the parallel of the equator, 

about 30" broad, and 40" long ; there is a pretty bright point situated 
near the centre of the nebula: a small star precedes it .. 4 

476 23 10 58 46 45 A small faint round nebula, about 30" diameter, a double nebula 

follows this... 2 

477 23 12 40 46 53 Two very small round nebulae, nearly the same ill, and differing about 

1' m polar distances........ 1 

478 0 36 23 47 23 A faint ray of nebula, with two very small stars m it.... 1 

479 1 28 15 47 40 A very faint nebula, of a round figure, with two or three minute stars 

m it near the margin ....... 1 

480 3 51 18 47 6 A very feint ill-defined nebula, with two or three very small stars in it, 

and a small star following... 1 

481 11 18 0 47 36 A cluster of stars, about 10' diameter, mixt magnitude. This precedes 

25 Centauri (Bode.) ....... 4 

482 13 14 44 47 45 A very smgular double nebula, about 2|' long, and T broad, a little 

unequal: there is a pretty bright small star m the south extremity 
of the southernmost of the two, resembling a bright nucleus the 
northern and rather smaller nebula is famt in the middle, and has 
the appearance of a condensation of the nebulous matter near each 
extremity. These two nebulae are completely distinct from each 
other, and no connection of the nebulous matters between them. 
There is a very minute star in the dark space between the preceding 
extremities of the nebula ■ they are extended in the parallel of the 
equator nearly.—Figure 20. is a good representation ... 7 


following v Norraffe ..... 3 

l very small feeble nebula.... 1 


|483 

16 

23 

7 

47 

[484 

16 

36 

3 

47 
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485 j 

17 

59 

18 

47 

37 

486 

18 

39 

20 

47 

44 

487 

3 

11 

20 

48 

14 

1488 

7 

8 

48 

48 

21 

; 489 

8 

40 

0 

48 

43 

490 

8 

40 

32 

48 

28 

491 

9 

7 

16 

48 

55 

492 

10 

24 

47 

48 

43 

493 

13 

35 

40 

48 

35 

494 

14 

8 

7 

48 

29 

493 

15 

14 

30 

48 

22 

496 

16 

28 

5 

48 

35 

m 

16 

28 

25 

48 

39 

498 

16 

29 

50 

48 

25 

499 

16 

42 


48 

25 

500 

17 

3 

18 

48 

55 

501 

17 

37 

48 

48 

41 

502 

17 

38 

0 

48 

26 

503 

17 

40 

27 

48 

13 

504 

18 

9 

0 

48 

36 


Description of the Nebulae and Stars. o 0 ^ 1 

A round pretty well-defined feint nebula, about 45" diameter, north of 
a triangle of small stars .... 1 

A very singular body resembling a star, with a very feint diluted at¬ 
mosphere, 8" or 10'' diameter; it is paler than a star of the same 
magnitude, and precedes a pretty bright star.. 2 

A pretty bright round nebula, about diameter, very bright and con¬ 
densed to the centre, and very faint at the margin; with a very 
small star about l' north, but not involved .... 1 

An extremely feint small round nebula ... 1 

A very faint nebula, about 6' diameter, with small stars scattered in it 
—m the milky way ..... 2 

A very large cluster of pretty bright stars, coarsely scattered, about 1° 
diameter, following a star 5th magnitude, 396 Argus (Bode.). 2 


A very small faint elliptical nebula, about 15 M diameter; a very small 
star involved m the north extremity... 1 

A pretty large feint nebula, of an irregular figure, easily resolvable, 
n. preceding 557 Argus .. 1 

A very small faint round nebula, about 10" diameter, gradually a little 
brighter in the middle, a star of the 7th magnitude north of the 
nebula ....... 1 1 

A very small faint nebula, south preceding a star of the 10th mag¬ 
nitude ......... 1 

An exceedingly faint ray of nebula, about T long, extended m the di¬ 
rection of the meridian: a group of small stars south of the nebula. 1 

An extremely small feeble nebula.... 1 

A very small round nebula, about 10" diameter. 1 

A very small round nebula, about 12" or 15" diameter. These three 
nebulae are in the field together, and another small nebula follows, 
north. 1 

A cluster of pretty bright stars of mixt small magnitudes, considerably 1 
congregated to the centre, about 10' diameter, with a large branch of 
very small stars extended on the north side ; this is 150 Seorpii j 
(Bode.). 3 j 

A small nebula, about 20" diameter, round, or rather elliptical, pretty 
well defined, with a bright point m the centre.. 1 

Two very small stars, with a small nebula between them; both the 
stars are involved in the nebula, but the nebula is not in a Ime be¬ 
tween the stars. 1 

A group of small bright stars of nearly equal magnitudes.. 2 

A very small faint elliptical nebula, about 10" diameter, preceding a ! 
very small star, and following a group of stars .. 1 i 

A small round rather well-defined nebula, about 20" diameter : a very 
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small star is involved in the northern margin, and a small star precedes 

, it, distant 1 ' ....... 1 

h m s 0 , 

505 18 S3 8 48 35 A small rather elliptical nebula, about 15' long, with a small bright 

point preceding the centre..... 1 

506 18 33 13 48 30 A very faint nebula, about 25" diameter. I suspect a very feeble ray 

proceeding towards the other nebula, but not connected. This ne¬ 
bula is rather confused and ill-defined ...... 1 j 

507 0 6 50 49 50 A beautiful long nebula, about 25" in length ; position north preceding, 

and south following, a little brighter towards the middle, but ex¬ 
tremely faint and diluted to the extremities. I see several minute 
points or stars in it, as it were through the nebula: the nebulous 
matter of the south extremity is extremely rare, and of a delicate 
bluish hue. This is a beautiful object.—Figure 21 .. 4 

508 5 7 0 49 45 An exceedingly bright, round, well-defined nebula, about l| f diameter, 

exceedingly condensed, almost to the very margin. This is the 
brightest small nebula that I have seen. I tried several magnifying 
powers on this beautiful globe ; a considerable portion round the 
margin is resolvable, but the compression to the centre is so great, 
that I cannot reasonably expect to separate the stars. I compared 
this with the 68 Conn, des Terns, and this nebula greatly exceeds 
the 68 in condensation and brightness... 5 

i 

509 12 15 0 49 32 A very curiously branched group of small stars in the form of an in¬ 

verted F, about 1 ° in length. a bright star of the 7 th magnitude in 
the preceding extremity of the figure... 1 

510 12 38 10 49 44 A faint nebula, about 12 " or 15" diameter, a little brighter to the centre, 

very faint at the margin ..... 2 

511 12 40 4 49 30 A pretty large famt nebula .... 1 

512 14 18 8 49 16A very small round nebula, about 14" diameter, a little brighter in the 

middle, with a very small star involved in the margin of the nebula 1 

513 15 51 0 49 28 A very singular body ; it is not larger than a star of the 12 th magni¬ 

tude. With a higher power it has a considerable hairy appearance ; 
it is very different from a star of the same magnitude, and is not 
dusky, but rather pale; preceding w Lupi about 65 in -31, and 6 ' or 7’ 
north of the star ... 2 

514 16 13 20 49 46 A round cluster of small stars of nearly equal magnitudes, about 12' 

diameter, considerably congregated to the centre, not rich m small 
stars. This answers to the place of 44 Normae (Bode), but there is 
no nebula ....... 5 

515 16 33 29 49 SO A small famt round nebula, about 10" diameter, with a bright point or 

nucleus m the centre ........ 1 

516 18 0 55 49 4 A very famt small ill-defined nebula, with two very minute stars in it: 

they are not near the centre, but involved in the north and south 
sides . this is north preceding two stars of the 6 th magnitude .... 1 

517 18 40 48 49 19 A small faint nebula, rather elongated in the direction of the meridian. 

The south extremity is brightest and broadest, and about 15" m length 1 
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b m s a t * 

518 22 46 8 49 24 A very faint nebula extended preceding and following, about 1^ long, 

and 20" or 25" broad; a bttle brighter m the middle, or rather nearer 
the north preceding extremity; the south following extremity is 
very ill defined...... 

519 2 27 7 50 4 A faint nebula, of an irregular round figure, about 30" diameter, north of 

a bright small star .... 

520 16 43 16 50 50 A cluster or group of small stars, about 4' diameter, with branches ex¬ 

tending south preceding, and north following, with considerable com¬ 
pression of the stars towards the centre of the group. This answers 
to the place of 155 Scorpu (Bode), but there is no nebula .. 

521 16 50 0 50 34 Two rows or hnes of pretty bright small stars m the parallel of the 

equator, with a multitude of minute stars resembling faint nebula, 
5' diameter ........ 

522 17 5 44 50 44 An exceedingly faint nebula, about l-§' long, and 1' broad, elliptical m 

the direction of the meridian, with two or three very small stars m it 

523 17 40 18 50 58 A small round pretty well-defined nebula, about 10" diameter . 

524 17 43 4 50 21 An extremely faint nebula, about 40" diameter, following a pretty bright 

small star... 

525 17 50 30 50 13 A very small, very faint round nebula, with a pretty bright point, im¬ 

mediately at the centre. 

526 18 8 58 50 52 A small elliptical nebula, about 25" long, and 15" broad, preceding a 

small star... 

527 18 9 SO 50 11 A faint round nebula, about T diameter... 

528 18 50 56 50 9 A very small round nebula, about 10" or 12" diameter. 

529 22 6 30 50 56 An extremely faint small nebula, 8" or 10" diameter. I think there is 

rather a brightish point m the preceding side; the nebula is south 
following a pretty bright small star. 

530 0 47 23 51 24 A pretty large faint nebula, irregular round figure, 6 ' or Y diameter, 

easily resolvable into exceedingly minute stars, with four or five 
stars of more considerable magmtude; slight compression of the stars 
to the centre. 

531 5 0 23 51 55 A long or rather elliptical nebula, about 2! long, and 50" broad, a little 

brighter m the middle, and well defined. There is a group of small 
stars on the north side. 

532 5 2 50 51 37 An elliptical nebula, about 15 long, brightest and broadest in the middle, 

well defined. The preceding nebula and this, are very similar m 
appearance and brightness.... 

533 5 13 17 51 54 An extremely small faint nebula, with a brightish point near the centre 

534 5 52 50 51 59 A very small extremely faint nebula, 10 " diameter... 

535 7 45 4 5159A pretty large faint nebula, easily resolvable into small stars, or rather 

a cluster of very small stars, with a small faint nebula near the north 
preceding side, which is rather difficult to resolve mto exceedingly 
small stars. This is probably two clusters or nebula in the same line; 
die small nebula is probably three times the distance of the large nebula 


Obs. 

2 

1 


3 

2 

4 
1 

1 

1 

1 
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536 16 17 55 


■ 537117 13 25 


538 17 21 30 


539 17 45 20 


540 17 54 7 


541 18 3 53 


542 18 12 43 


543 18 42 56 


544 19 15 0 

545 22 22 0 


546 23 26 12 


547 3 17 24 

548 3 17 37 


549 5 2 27 


550 6 40 56 


551 15 31 12 


552 15 35 3 


553 16 20 7 


554 16 35 16 


Description of die Nebulae and Stars. 

i A round nebula, about 1' diameter, bright immediately at the centre, 
and very faint from the bright nucleus to the margin. Another obser¬ 
vation makes the figure rather elliptical, with a bright nucleus .... 2 

5 An extremely faint ill-defined nebula, extended m the direction of the 
meridian, about 4' or 5' long, and 35" broad; the brightest part is 
near the south following extremity. There are two small stars near 
the south extremity in a line parallel with the nebula ............ 1 

I An extremely faint nebula, about 3' ot 4' diameter, with three minute 
stars in it...... 1 

A small faint nebula, about 15'' diameter, round, pretty well defined, 
two bright stars south.... 1 

I A very small round nebula, about 14" diameter, a little brighter to the 
centre. 1 

' A very small and very faint round nebula, with a bright point exactly 
in the centre, resembling a very small star surrounded by an atmo¬ 
sphere or burr. 2 

. A small round or rather elliptical nebula, preceding a small star of the 
10th magnitude .. 2 

; A very small round nebula, 10" or 12" diameteT, pretty well defined, 
and sensibly brighter in the centre; in a line between two small stars 3 

A very small faint nebula, with a brightish point in the centre .. 1 

Six or eight pretty bright small stars m the form of the letter T, about 
4' long—Figure 22.... 2 

An extremely feeble nebula, ill defined; it appears rather elongated 
oblique to the equator ; it is north following a star of the 7tli mag¬ 
nitude, and also north of the small stars ... 1 

A small faint round nebula, about 15" diameter .. 1 

A rather bright round nebula, about 1^' diameter, gradually condensed 
to the centre... , w ... 2 

A faint nebula, about £|' long, and fully 1' broad, extended south pre¬ 
ceding and north following, a very minute star near each extremity, 
not involved... 2 

i A very small faint round nebula, with a very small star near the centre. 

The star is not exactly in the centre..... 1 

! Three or four small stars involved in famt nebula. I think there is 
rather a condensation of the nebulous matter near the following ex¬ 
tremity .. 1 

i A beautiful round pretty bright nebula, about 2' diameter, pretty well 
defined. 3 

A very faint nebula of a round figure, about 2|' diameter, with two 
small stars m it ..... 1 ; 

A very fine bright round nebula, 50" diameter, gradually condensed j 
to the centre...... 1 ! 
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555 16 53 20 


556 16 54 35 


557 17 38 30 


558 17 48 0 


559 

18 53 0 

52 2 

560 

19 12 28 

52 51 

561 

21 27 22 

52 45 

562 

3 37 39 

53 14 

563 

8 6 — 

53 12 

564 

9 8 17 

53 53 

565 

13 0 17 

53 15 

566 

13 4 0 

53 10 

567 

17 7 40 

53 27' 

! 

568 

17 28 30 

53 6 

569 

17 54 14 

53 45 

570 

18 24 £0 

53 9 

571 

18 38 40 

53 16 

572 

18 45 53 

53 23 

573 

18 49 15 

53 10 


Description of the Nebulae and Stars. otf 

Two very minute stars involved in a small feint nebula. This precedes 
a very curious line of small stars .... 1 

i A curiously curved line of pretty bright small stars, with many very 
small stars mixt. 3 

1 A small well-defined rather bright nebula, about 20" diameter; a very 
small star precedes it, but is not involved; following y Telescopii 5 

! A faint nebula, of an irregular round figure, about 2' diameter, with 
several extremely small stars in it... 1 

! A singular dark space in the heavens, of an irregular figure, about l|° 
long, and l-§° broad; no stars except exceedingly minute stars mthe 
greatest portion of this space. There is a bright star in each side.. 1 

, A very small star surrounded with faint nebula like an atmosphere, 
other stars in the field are not accompanied with this appearance; 
the nebula is very faint, and the star is very near the centre.. 1 

i A small feint round nebula, 10" or 12" diameter. 1 

: A pretty large faint round nebula, about 3-§' diameter, gradual slight 
condensation to the centre, very faint at the margin ... 2 

! A large cluster of stars of mixt magnitude, rather extended figure, not 
rich m very small stars ..... 2 

i A pretty large famt nebula of a round figure, 6' or 8' diameter; the ne- | 
bulosity is faintly diffused to a considerable extent. There is a small 
nebula in the north preceding side, which is probably a condensation 
of the famt diffused nebulous matter; the large nebula is resolvable 
into stars with nebula remaining... 2 

A very small and very famt elliptical nebula, north preceding m Cen- 
tauri (Bode); the nebula is in a line between two small stars, and is I 
rather nearer the northern star of the two. 1 

► A very extensive cluster of stars of the 8th and 9th magnitudes, with 
several stars of the 7th magnitude m it; not rich m very small stars 1 

A very famt small ill-defined nebula, with a small star m it, with two 
small stars south of it, but not involved .. 1 

i A very famt cluster of very small stars, resembling famt nebula ; the 
stars are considerably congregated to the centre, irregular round 
figure.... 3 

i A pretty large famt nebula, round figure, 5' or 6' diameter, resolvable 
into very minute stars, with nebula remaining... 2 

i A very faint nebula, with an extremely faint ray or tail, about 4' long, 
proceeding from it south rather following; there are two very small 
stars slightly involved in the head, and also two very minute stars 
mvolved near the central line of the ray or tail.—Figure 23 . 1 

i A pretty large famt nebula, ill defined, with a number of stars of small 
magnitude scattered m it ... 1 

A very small round nebula, with a very minute star m the north side,. 1 

| A beautiful bright round nebula, about 8% diameter, moderately and 
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gradually condensed to the centre. This is resolvable. The mo¬ 
derate condensation, and the blueish colour of the stars which com¬ 
pose it, give it a very soft and pleasant appearance. This is rather 
difficult to resolve, although the condensation is not very great.... 

6 

574 

3 

31 

20 

54 ~23 

A rather faint, pretty well-defined elliptical nebula, about 1' long, and 
50" broad, a little brighter to the centre .. 

1 

575 

5 

19 

20 

54 24 

A very small extremely faint nebula, with a bright point or nucleus in 
the centre ........... 

1 

576 

5 

24 

19 

54 40 

A famt small nebula, n. preceding e Columbse .. 

1 

577 

6 

35 

9 

54 29 

A very small elliptical nebula, about 15' or 20" diameter.. 

1 

578 

6 

42 

22 

54 11 

A pretty bright round nebula, 3' or 4' diameter, moderately condensed 
to the centre. This is resolvable into stars... 

6 

579 

16 

55 

23 

54 3 

An extremely feeble small nebula, ill defined ... 

1 

580 

17 

39 

30 

54 49 

A very faint small nebula, rather extended.... 

1 

581 

17 

43 

35 

54 32 

A small round nebula, 10" diameter, bnght at the centre . 

1 

582 

18 

11 

40 

54 2 

A very minute group of small stars, about T diameter, with a bright 
star in the centre, and extremely minute stars mixt, resembling famt 
nebulae . 

1 

583 

18 

17 

23 

54 43 

A very small exceedingly famt nebula, with a bright point a little on 
one side of the centre. The nebula is a very few seconds m di- 

1 

584 

18 

20 

0 

54 30 

A very small nebula, 8" or 10" diameter, pretty well defined, bright 
at the centre....... 

1 

585 

18 

26 

52 

54 53 

A round well-defined nebula, about 45" diameter, moderately con- 
densed very gradually to the centre ... 

4 

586 

19 

2 47 

54 58 

A very small nebula, with a bnght point near the centre, rather on the 
south side. I cannot say whether this be a star or not.. 

1 

587 

19 

20 

25 

54 25 

An extremely faint nebula, about 25" long and 8" or 10" broad, elon- 
gated in the parallel of the equator .... 

1 

588 

19 

58 

30 

54 7 

A very curious nebula, very famt and well defined, with an exceedingly 
bright point in the centre, resembling a small star surrounded by an 
atmosphere about 30" diameter ; the bright point is exactly in the 
centre, a bright star 12' or 15' south..... 

1 

589 

20 

3 

7 

54 29 

A faint ray of nebula, about 30" or 40" long, with two very small stars 
in it; the stars are not in the centre, but nearer the south side .... 

1 

590 i 

0 23 

7 

55 41 

A faint round nebula, about 2' diameter .... 

1 

591 

3 

25 

4 

55 36 

A very faint small ill-defined nebula.... 

1 

592 

5 

34 

32 

55 24 

A small round pretty well-defined nebula; another similar small nebula 
north...... 

1 

593 

5 

34 

39 

55 27 

A small round rather well-defined nebula ... 

1 

594 

5 

40 

40 

55 88 

A small famt nebula, with a ray shooting out on the north side...... 

1 

595 

17 

32 

12 

55 11 

A round faint nebula, about V diameter.. 

1 
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596 

17 83 84 

55~~ 5 

A faint ray of nebula, about 5' long and SO" broad, with three stars in 
it.—Figure 24 ........ 

597 

17 40 0 

55 8 

A pretty large feint nebula, easily resolvable. This precedes a cluster 

598 

18 30 14 

55 46 

A very small nebula, with a minute star in the preceding side, a bright 
star preceding...... 

599 

0 21 6 

56 8 

A very faint nebula, about 25" diameter, rather elliptical. North of 
y Caeiae sculptoris. There are four small stars south of the nebula in 
the form of a lozenge ..... 

GOO 

4 5 56 

56 38 

An extremely faint ill-defined nebula, rather elongated m the direction 
of the meridian, gradually a little brighter towards the centre ..... 

601 

5 17 11 

56 17 

A small round faint nebula, about 12" diameter, with a bright point in 

602 

14 0 4 

56 15 

An exceedingly small feint nebula, a very few seconds in diameter, 
n. preceding 248 Centauri ..... 

60S 

15 44 28 

56 56 

A very small round nebula, north preceding £ Lupi, which is a very 

604 

16 42 56 

56 53 

A very small oval nebula, the north end is rather the brightest and 

605 

17 85 — 

56 0 

The milky way for several degrees in this place is very beautiful; as 
seen through the telescope, the small patches of the nebulosity and 
the alternate dark spaces of the sky very much resemble small cir- 
i ocumuli clouds..... 

606 

18 2 37 

56 32 

A faint nebula, about long and 30" or 40" broad, with a consider¬ 

able brightness neaT each end, and faint in the middle, resembling 
two small nebulae joined.... 

607 

18 27 3 

56 55 

A rather bright well-defined round nebula, about 12" or 14" diameter, 
following a star of the 6th magnitude.... 

608 

23 50 0 

56 29 

A feint round nebula, about 2' diameter, with very slight condensation 
towards the centre ; a double star is north precedmg . 

609 

8 36 20 

57 55 

A small round faint nebula. N. of L. Pyxidis .. 

610 

11 12 — 

57 0 

A faint nebula, of an irregular figure, extended about 6' in length .,. 

611 

14 51 8 

57 39 

A very singular body resembling a star with a burr. The light is 
equal to that of a star of the 7th and 8th magnitude, and the diameter 
is not sensibly larger, with various magnifying powers. This has the 
appearance of a bright nucleus, surrounded by a strong brush of light; 
and the nebulosity surrounding the bright point has not that soft¬ 
ness which nebulae in general possess. I consider this different 
from nebulae in general.... 

612 

17 SO — 

57 47 

A cluster of small stars of mrxt magnitudes, about 15' diameter, irre¬ 
gular figure...... 

613 

18 22 10 

57 28 

A pretty bright round well-defined nebula, about 1^' diameter, gra¬ 
dually condensed to the centre ; there is a small star about 1' south 
of the nebula ... . , 

614 

18 33 24 

57 34 

A pretty bright round nebula, about !§' diameter, very much con¬ 
densed to the centre....... 


No.oi 

Obs 

% 

\ 

1 

2 

1 

1 
1 
1 
1 

1 

1 

2 

2 

1 

1 

4 

2 

4 
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57 28 

616 

6 25 30 

58 40 

617 

11 10 35 

58 12 

| 

618 

16 9 0 

158 25 

619 

18 3 30 

58 9 

620 

19 30 54 

58 35 

621 

1 29 6 

59 40 

622 

9 39 0 

59 45 

623 

13 29 54 

59 15 

624 

18 46 7 

59 IS 

625 

3 13 — 

60 — 

626 

7 47 0 

6Q 27 

627 

16 51 0 

60 11 

628 

13 15 3 

61 2 

629 

17 8 25 

61 55 


Description of the Nebulae and Stars. ^ 

A very small feeble ill-defined nebula ... 1 

An ill-defined faint nebulosity of some considerable extent, with several 
small stars scattered in it ............ 1 


A very faint pretty large nebula, about 2 f broad and 4' long, very faint 
at the edges. The brightest and most condensed part is near the 
south following extremity; a small star is involved in the north pre¬ 


ceding extremity, and there are two small stars near the south ex¬ 
tremity, but not involved ... 2 

A very small star of the 14th magnitude, surrounded by a considerable 
atmosphere or nebulous appearance, about 8" diameter. The star 
is perfectly in the centre. There are two small stars of rather larger 
magnitude, south following ................................ 1 

A pretty well-defined round nebula, about 2' diameter, slight conden¬ 
sation to the centre ....... 2 

A beautiful large round bright nebula, about 6 f or V diameter, gra¬ 
dually condensed to the centre, easily resolvable................ 2 

A very small round nebula, about 15" diameter, pretty well defined, 
bright at the centre . 1 

A faint elliptical nebula, 2|' long and l|' broad, with a small star in¬ 
volved m the preceding margin.... 1 

A very small and very bright nebula, very much resembling a small 
star, surrounded by a very strong burr; this is a singular body .. 2 

A very beautiful nebula, with a very bright round well-defined disk or 


nuclei, about 15" diameter, surrounded by a gradually decreasing 
light or chevelure, about l£ diameter; this is exceedingly bright 
immediately at the centre.. 4 

(This is the place nearly), a round nebula, about 2' diameter, very 
bright at the centre, and very faint from the centre to the margin, 
almost equally faint from the bright nucleus to the margin. There 


are two pretty bright small stars following the nebula rather north , 1 

A cluster of small stars, of an irregular round figure, with faint nebula, 
easily resolvable. The 257 Argus is south following............ 1 

160 Scorpii (Bode) is a pretty bright round nebula, considerably con¬ 
densed, and rather suddenly bright at the centre, pretty well defined 
at the margin.... 2 


185 Centauri (Bode) is a very beautiful round nebula, with an exceed¬ 
ingly bright well-defined planetary disk or nucleus, about 7" or 8" di¬ 
ameter, surrounded by a luminous atmosphere or chevelure, about 
6' diameter. The nebulous matter is rather a little brighter towards 
the edge of the planetary disk, but very slightly so. I can see seve¬ 
ral extremely minute points or stars in the chevelure, but I do not 
consider them as indications of its being resolvable, although I have 
no doubt it is composed of stars.... 5 

A very small faint round nebula, about 8" or 10" diameter, bright in 
the centre. There is a very small star south of the nebula, distant 
about 10" from it, but is not involved or connected with the nebula 1 
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The Nebula Minor, to the naked eye, has very much the appearance of a 
small cirrus-cloud; and through the telescope, it has very much the appear¬ 
ance of one of the brighter portions of the milky way, although it is not so rich 
in. stars of all the variety of small magnitudes, with which the brighter parts 
of the milky way in general abound, and therefore it is probably a beautiful 
specimen of the nebulosity of which the remote portion of that magnificent 
zone is composed. 

Plate IV. is a very correct drawing of the nebula, which if faithfully repre¬ 
sented by the engraver, will convey a better idea of it than I could possibly 
hope to do by words. 

Its situation in the heavens is between 0 h 27 ' and l h 6' or 7' in right 
ascension, and between 74° 30' and 72° 53* in south declination. Its position 
is oblique to the equator, south preceding and north following; and its form is 
nearly that of a parallelogram about two degrees long and fully one degree 
broad, and may be arranged according to its natural general appearance, into 
bright, faint, and very faint nebulosity. The bright nebula forms the south 
extremity and the preceding side, and is equal to the breadth of the nebula at 
the south end, and gradually diminishing in breadth and brightness till it ter¬ 
minates in an accumulation hf the nebulous matter in the north extremity. The 
bright portion erf the nebulous matter is not uniformly bright, but has some¬ 
thing the appearance of small curoular clouds, although not very decidedly 
marked, and which I cannot well delineate. The faint nebula which is on the 
fallowing side, is broad at the north extremity and gradually diminishing in 
breadth to where, with the other feint shade, it joins the following side of the 
brighter portion of the nebula, near the south extremity. The very faint shade 
is also on the following ride, and extends from the northern to the southern 
extremity of the nebula, and is rather more strongly marked at what I would 
call its terminating border, than where it joins or blends with the faint shade; 
and I suspect it is faintly connected with a patch of faint nebula which follows 
at a little distance, and is represented in the figure. 

There are two pretty bright small nebulas situated in the following margin 
of the bright shade, and a considerable number of faint nebulae and accumu¬ 
lations of the nebulous matter variously situated throughout, and also in the 
patch which follows ; but they are described in the general catalogue. 

u*2 



ym catalogue m mmshm xm ~ * * .> 

... Ijfcg figure of lie Nebula Major is so irregular, and divided into so many 
parcels, that without the assistance of letters of reference it will be impo&jble 
for me to attempt a description. However, the appearance and construction 
of the different nebulae which compose it, are more minutely described in tie 
general catalogue. I will here only attempt to describe the apparent connec¬ 
tion of one portion or branch of the nebulous matter with another. I find the 
existence of extensively diffused faint nebulosity throughout a great portion of 
this quarter of the heavens, from the liobur Caroli to the Nebula Major, and 
I can even trace its existence in the vicinity of Nebula Minor. 

The Nebula Major is situated between 4 h 46' and 6 h 3 r in right ascension, 
and between 66 ° 30' and 71° 30* of south declination; but the body or prin¬ 
cipal portion of the nebula is situated between 5 h f and 5 b 40' in right ascen¬ 
sion, and between 69° and 71° of south declination, and is composed of very 
strong bright nebula, very rich in small nebulae and clustering stars of all 
the variety of small magnitudes : I compared this portion of the nebula with 
Sobieski’s Shield, which in this latitude is near the zenith. The observation 
says, “ The Nebula Major very much resembles the brightness in Sobieski’s 
Shield; it is scarcely so large, but I think it is equally bright.” Another obser¬ 
vation says, “The ridge or brighter portion of Nebula Major is more condensed 
than the Shield.” Plate V. is a correct representation of Nebula Major. 

The bright ridge or body of the nebula is extended obliquely to the equator, 
north preceding and south following, and the following extremity breaks off 
rather suddenly, faint, decreasing in brightness in a south following direction 
to the distance of fully a degree mid a half towards the star /3, winch is slightly 
involved in the narrow extremity: preceding the star marked 7 , a consider¬ 
able increase of the brightness of the nebulous matter takes place; another 
accumulation takes place at & about 15' diameter. There is a small star north 
with a small nebula preceding, but neither of them are involved in the accu¬ 
mulation of the nebulous matter. I and 1 are connected by streams of unequal 
brightness, s is pretty large and is rich in small stars and nebulae: opposite I 
and e, towards the principal body of the nebula, the nebulous matter is very 
faint and of unequal brightness; s is south following a beautiful group of 
nebulae of various forms and magnitudes, on a ground of strong nebulosity 
common to all, with the 30 Boradfis (Bode) in the centre. 
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South of the SO Dorad&s a pretty bright accumulation of to nebulous matter 
takes place, extended, preceding and following, and is joinedby pretty strong 
nebula to the arm #, which proceeds in a northerly direction from to body of 
the nebula; the bright star near the north extremity of the arm is not involved 
in the bright nebula. Between the arms * and A the nebula is very faint, and 
the bright accumulations of the nebulous matter on the north side are all 
connected together by nebulosity of various brightness, and are connected to 
the main body by the arms * and A; and I strongly suspect the nebula at <p is 
connected by very faint nebula with the group surrounding the 30 Doradus. 
The accumulation of the nebulous matter at | is connected with the preceding 
extremity of the body of the nebula, by nebula increasing in brightness towards 
the neck of the body, but I cannot say that the 4* is connected with to £, 
Two arms proceed from the neck towards the south, which are connected by 
faint nebula between them, which gradually increases in brightness towards 
the junction of the arms; between the arm n and the body the nebulosity is 
faint, of various shades of brightness, and from the arms r, and v, to the head i, 
the nebulosity is of various degrees of brightness. 

I have made a very good general representation of the various appearances of 
the milky way, from the Robur Caroli to where it crosses the zenith in Scorpio. 
Plates VI, VII. and VIII. This was generally made by the naked eye, except 
in particular places where I suspected an opening or separation of the nebulous 
matter, when I applied the telescope. However, the dark space on the east 
side of the Cross, or the black cloud as it is called, is very accurately laid down 
by the telescope: the darkness in this space is occasioned by a vacancy or want 
of stars; it contains only two or three of the 7th magnitude, and very few of 
to 8th or 9th magnitude. I may here remark that the Nebula Minor is not 
so bright as the Nebula Major. 

Neither of the two nebulae, Major and Minor, are at present in the place 
assigned to them by Lacaille ; and it has been suspected that nebulous 
appearances change their form and also their situation. Yet, although the 
situation of thee 3 nebulae, as given by Lacaille and compared with their pre¬ 
sent situation, would be favourable to such a surmise, stall we must consider 
to dimensions of the instruments with which he made his observations, and 
make a reasonable allowance. 
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However, die 30 Boradus Is at present involved inpretty strong- and pretty 
bright nebula, and Is also situated very near the brightest part of the Nebula 
Major; and it would be singular if its relative situation was the same when 
Lacaille observed it as it at present is; that he should have assigned to it 
a place in the Dorado and not in the Nebula Major, to which, from its nature, 
it was not only nearly allied, but in which it was actually involved. This cir¬ 
cumstance, it must be confessed, is favourable to the conjecture; and the 
47 Toucani is similarly situated, with respect to distance, from the Nebula 
Minor, although it is not involved in nebulosity or connected with the nebula. 

When reflecting on these circumstances, I was led to examine the present 
state of these nebulae, and find that scarcely any nebulse exist in a high state 
of condensation, and very few in a state of moderate condensation towards the 
centre. A considerable number appear a little brighter towards the centre, 
and several have minute bright points immediately at the centre. Others have 
small or very minute stars variously situated in them, but many of those bright 
points in, or near, the centre may be stars, for the Nebula Major in particular 
is very rich in small stars. But the greater number of the nebulae appear only 
like condensations of the general nebulous matter, into feint nebulae of various 
forms and magnitudes, generally not well defined; and many of the larger 
nebulous appearances are resolvable into stars of mixed small magnitudes ; 
and a great portion of the large cloud is resolvable into innumerable stars of 
all the variety of small magnitudes with strong nebula remaining, very similar 
to the brighter parts of the milky way. And whether the remaining nebulous 
appearance may not be occasioned by millions of stars disguised by their 
distance, is what I cannot say. 

But a critical examination of these nebulas would not only be a valuable 
treasure for the present generation to possess, but an invaluable inheritance for 
them to transmit to posterity. For it must be by the comparison of observa¬ 
tions, made at distant periods of time, that we can draw any satisfactory con¬ 
clusions concerning the breaking up or the greater condensation of the nebu¬ 
lous matter. It seems beyond a doubt that stars must assume a nebulous 
appearance when situated at immense distances; but whether all nebulous 
appearances are occasioned by stars, is a problem apparently beyond the reach 
of man to resolve, without the assistance of analogy, which ought not to be 
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trusted too freely, especially with objects almost equally beyond the reach of 
our hands and telescopes. Several of the very faint and delicate nebulae can 
►be resolved into stars, mid also many of the blighter nebulae are composed of 
stars; IP* there are a greater number which have not yet been resolved or 
shown to consist of stars; and it is not improbable, that " shining matter may 
exist in a state (Efferent from that of the starry.” 

James Dunlop. 


P.S. Plate IX. has been added, at the suggestion of Mr. Herschel, to illus¬ 
trate the distribution of the Southern Nebulae. The nebulae are laid down 
without any regard to their form, magnitude, brightness, or nature; and 
but little to their strict places, only so far as to cause every rectangular 
space on the map, which occupies one degree in Polar distance and one hour 
in Right ascension, to contain the same number of nebulae as actually occur 
in the heavens, according to the observations detailed in this paper; the 
object of the plate being solely to give an idea of their arrangement generally 
in the heavens. 
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IX. An account of trigonometrical operations in the pears 1821, 1822 and 1823, 
for determining the difference of longitude between the Royal Observatories of 
Paris and Greenwich. By Captain Henry KXter, FJP.R.S. 

Read January 31, and February 7,1828. 

Section 1. 

In the year 1790, a series of trigonometrical operations was carried on by 
General Roy, in co-operation with Messrs. De Cassini, Mechain, and Le¬ 
gendre, for the purpose of connecting the meridians of Paris and Greenwich. 
In England, the work commenced with a base measured on Hounslow Heath, 
whence triangles were carried through Hanger Hill Tower and Severndroog 
Castle on Shooter’s Hill, to Fairlight Down, Folkstone Turnpike, and Dover 
Castle on the English coast; which last stations were connected with the 
church of N6tre Dame at Calais, and with Blancnez "and Montlambert upon 
the coast of France. An account of these operations will be found in the 
Philosophical Transactions for 1790. 

In the year 1821, the Royal Academy of Sciences and the Board of Longi¬ 
tude at Paris communicated to the Royal Society of London their desire, that 
the operations for connecting the meridians of Paris and Greenwich should be 
repeated jointly by both countries, and that commissioners should be nominated 
by the Royal Academy of Sciences and by the Royal Society of London for 
that purpose. This proposal having been readily acceded to, Messrs. Arago 
and Matthi&u were chosen on the part of the Royal Academy of Sciences, and 
Lieut.-Colonel (then Captain) Colby and myself were appointed by the Royal 
Society to co-operate with them. 

The instrument employed on this occasion was Ramsden’s great theodolite, 
the property of the Royal Society, the same which had been used by General 
Roy. A party of the Royal Artillery and a sufficient number of tents were 
supplied by his Grace the Duke of Wellington, then Master General of the 
mdcccxxviii. x 
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Ordnance, and everyI means were afforded which could tend to facilitate the 
work, , 

It was at tot proposed to adopt some one of the distances given by the 
Trigonometrical Survey of Great Britain, as a base, and to connect 4km 
General stations upon Down and near Folksfconc Turnpike. 

But the attempt to discover General Roy’s Nations upon Fairligbtand at 
Folkstone proved, in the first instance, fruitless; and unfortunately, the gun 
which had marked the important station of the trigonometrical survey on 
Beachey Head, was not to be found. It is to be feared that, in consequence 
of some misapprehension, it had been removed along with some old guns 
which were formerly near that place, and thus one of the most valuable points 
of the survey of Great Britain was irrecoverably lost. 

Colonel Coeby was so good as to allow Mr. Gardner (then one of the 
assistants oh the trigonometrical survey, and now agent lor the sale of die 
Ordnance maps,) to accompany us; and to the talents, zeal, and exertion of 
that gentleman, on various occasions of difficulty, we were much indebted. 

- The signals used for connecting the stations upon the coasts of England and 
France were lamps with compound lenses, constructed under the direction of 
M. Fresnel, and of which he has published an account. It will be sufficient 
here to mention, that the fens, composed of numerous pieces, was three feet in 
diameter, and that the light fer exceeded that of any of our light-houses, ap¬ 
pearing at the distance of forty-eight miles like a star of the first magnitude. 
Staffs were ate® erected near the lamps, bat these were only occasionally visible. 

Having selected convenient stations upon Fairiight Down and near Folk- 
stone Turnpike, and placed the lamps there with steady men to attend them, 
the party erosfced the Channel on the 24th of September 1821, and proceeded 
to Cape Blancnez, a station to the south-west of (Mm *-Heie we. founds old 
guard-house, the roof of which was partially destroyed, feat of whsch we never- 
theteSstook possession, as it premised a less comfortless abode than our tents 
at that season would have afforded. At Blancnez we experienced very tem¬ 
pestuous weather; and on the night of the 4th of October it Men* s&iviofently 
that the men’s tents were carried away, and we were obliged'to take down the 
theodolite ttefMMtfgr it from i»ji*ty. * \ -• , . 

The obserrations at Rkncnezhavmg beencxmcluded on the 7th of October, 
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weproceeded toMontlambert (or as kiscomin<mly called Boulambert),a small 
fort situated on a height near Boulogne; and by the 9th of October the instru¬ 
ment was ready for observing. lathe course of our work at this station some 
May was experienced in consequence of the lamp at Fairlight not being 
lighted, and M. Matthieu and Mr. GABDNER were dispatched to know foe 
cause of this omission. On their arrivalat Calais, finding no packet ready to 
depart, their anxiety led them to cross in an open boat, ah might, in weather so 
tempestuous that they were nearly lost. They found that the gln$t chimneys 
of the lamp at Fairiight were all broken; but their ingenuity remedied this by 
joining the remaining pieces together; and on .the evening of the 13th the light 
was seen, and satisfactory angles obtained between it and the other stations* 
On the 14th of October, the observations at Montlambert being completed, we 
left that station for Calais. On foe 17th we re-crossed the Channel, and on the 
19fo proceeded to Fairlight. Here ! endeavoured to find General Roy ! s station, 
and discovered the cause of the failure of the former attempt, in foe account 
of Genera! Roy’s operations, his station is stated to be 347 feet southward from 
the Mill; and the angle at his station between the Mill mad Fairlight Church 
is given. Now it happens that the mill which stood in General Roy’s time has 
been destroyed, and another built upon the Down in a different situation; A 
circular trace however of the old mill was at length discovered; and the distance 
from its centre to foe station having been carefully measured nearly in the 
proper direction, a small theodolite placed at the end of this radius was shifted 
until foe centre of Roy’s Mill and Fairlight Church subtended the given angle. 
On digging under the theodolite, the wooden pipe by which General Rolr had 
marked his station was found at the depth of four feet la order fo preserve 
this point, a millstone having the words “ Roy’s Station ” cut upon it, was 
placed level with the surface of the ground, its centre being precisely over the 
centre of foe pipe;: 

Ttie observations at Fairlight were completed by the 22nd -ef October, and 
the party proceeded on the 24th to a station chosen near Folkstone Turnpike. 

in order te eariry onthe series towards London, stations had been elected 
m Stede HiR aM Witdham Hitt; but as these were not visible from Folkstone, 
it became necessary to employ an intermediate point on ToMord HdL 

A staff had been erected on General Rot’s station upon Dover Castle, in 

x 2 
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order to connect this with the Church of N6tre Dame at Calais. But as it 
would have been peculiarly inconvenient, and would have been attended with 
some risk to have got the great theodolite upon the Castle, the angle there was 
not taken; butithe distance between Dover station and Notre Dame has been 
determined by means of two sides and the included angle, in a manner which 
will probably appear to be sufficiently satisfactory, as no other station is de¬ 
pendent upon this distance. 

The observations at Folkstone were completed on the 27th of October; and 
with great regret we now bade adieu to our much-esteemed companion 
M. Arago, who left us for Paris; and as the season was too far advanced to 
admit of any further proceedings, the party returned to London. 

It was now our intention to connect our triangles with the base measured 
by General Roy upon Hounslow Heath; but though upon examination it was 
found that the guns marking the termination of this base still existed, it was 
not thought advisable to attempt to avail ourselves of it, from the many build¬ 
ings which intervened, and which prevented one end of the base being seen 
from the other. We were therefore under the necessity of employing the 
distance from Severndroog Castle to Hanger Hill Tower, as these were the 
nearest stations to General Roy’s base that could be identified with sufficient 
precision. 

During the operations of 1521,1 was strongly impressed with the inconveni¬ 
ence of changing the zero point of the theodolite, in order to obtain the angle 
upon different arcs, so as to do away errors of division; and on my return to 
London I caused four additional microscopes to be adapted to the instrument, 
by Mr. Caret. On this important alteration I shall have further to remark in 
the Appendix. 

The summer of 1822 was employed in the choice of stations, one of which 
was the temporary meridian mark erected near Chingford for the Royal Obser¬ 
vatory. This station was chosen, in order that a side of one of our triangles 
might coincide with the meridian of Greenwich, and that the azimuths of the 
different stations, with respect to that meridian, might thence be deduced with 
greater accuracy than might have resulted from observations of the pole star. 

Stations were also selected upon Leith Hill, Wrotham Hill, Stede Hill, and 
Crowborough. We anxiously sought a station to the south of Chingford, for 
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the purpose of joining it with Sevemdroog Castle, in order to connect these 
points with to Royal Observatory; but our endeavours were without success, 
and we were obliged to content ourselves with accomplishing this object by 
intersecting the north-west pinnacle of Westminster Abbey, and also the Cross 
of St Paul’s. The different methods, however, by which the distance from 
Chingford to Sevemdroog has been obtained, and the small difference in the 
results, leave little reason to fear any error of importance. 

On the 12th of August 1822, the party proceeded to Hanger Hill Tower. 
This station is very unfavourable for observations, in consequence of the un¬ 
steadiness of the building. Here we felt the great advantage of the additional 
microscopes with which the theodolite had been furnished, as by their aid we 
were enabled to accomplish that in a week which it would otherwise have 
required a much longer period to have completed satisfactorily. 

On the 17th of October, our observations being concluded at Hanger Hill, 
the party left that station for Fairlight Down. Lamps were employed at the 
stations on Wrotham Hill and Tolsford, and the observations at Fairlight 
were completed by the 28th. 

From Fairlight we proceeded to Folkstone Turnpike. Here, as most of the 
required angles had been obtained the preceding autumn, little remained to 
be done, and we were enabled to quit this station on the 5th of September. 

Before the party left Folkstone, an attempt was made to discover General 
Rov’s station; and at length the pipe which marked it was found in a state of 
complete decay, at the distance of three feet to the North-west. The angle 
between Roy’s station and Fairlight being 80° 13\ 

Hie party now proceeded to Tolsford Hill, a commanding eminence, from 
which the stations on the French coast are visible. Here we saw Fiennes, 
and succeeded in obtaining the angle between it and Montlambert. 

From Tolsford we proceeded on the 9th of September to Stede Hill, a station 
in to grounds of William Baldwin, Esq. To this gentleman we were in¬ 
debted for to most kind and friendly attentions, and it would be difficult to 
do justice to the warm hospitality which we experienced from him. Not only 
was every thing that could facilitate our objects instantly supplied; but the 
personal comfort of the whole party, including that of the private soldiers, 
provided for with the kindest solicitude. 
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Our observations at Stede Hill being completed on the 14th of September, 
we left that station on the 16th for Crowborongh, and on the 25th proceeded 
to Leith Hill, a remarkably fine commanding station. 

We left Leith Hill on the 5th of October for Wrotham Hill, where, having 
completed oor observations, the party proceeded to Severndroog Castle upon 
Shooter’s Hill. We had here to erect a shed upon the summit of the tower to 
cover the instrument: this was speedily accomplished by the kind assistance 
afforded by Lieut. Colonel Jones of the Royal Engineers, who supplied us 
with carpenters and all that was necessary from Woolwich. 

On the 24th of October the theodolite was safely hoisted by proper tackle 
to the summit of the tower, and the flagstaff having been removed, the in¬ 
strument was placed with its centre precisely over the spot which the flagstaff 
had occupied. A platform of boards was attached to the brickwork, so as to 
be clear of the leads upon which the instrument rested: so unsteady, however, 
was this building, that we thought it advisable ultimately to reject the angles 
which had been taken by reading off the five microscopes, in consequence of 
the disturbance which was found to be occasioned by any person moving upon 
the platform. W T e therefore resolved to content ourselves with reading the 
two opposite microscopes, which might be done without any change of po¬ 
sition in the observers. The angles, however, which were deduced from the 
observations with the five microscopes are given in the Appendix, but are 
separated by a line from the results furnished by the two microscopes, from 
which they differ but little, and which have been employed in preference. 

At this station we experienced considerable difficulty in obtaining the re¬ 
quisite angles with Hanger Hill, as the signal erected upon that tower was 
seen only once, in consequence of the intervening smoke of London. At length 
Colonel Colby thought of a method by which this difficulty was overcome. 
Tin plates were nailed to the staff upon Hanger Hill Tower, the plates being 
disposed above each other in certain angles, so as to reflect the sun’s rays to 
Severndroog. This contrivance, which answers the purpose in a certain de¬ 
gree of the heliostat of Professor Gauss, was perfectly successful; each plate 
gave in succession a neat image of the sun resembling a fixed star, which was 
seen through a smoke so thick that even the hill was invisible. 

From Severndroog the party proceeded to the station at Chingford, and by 



LONGITUDE BETWEEN PARIS AND GREENWICH. 


159 


the 10th of November the instrument was ready for observation. The season, 
however, was so far advanced that it was found impossible to obtain the requi¬ 
site angles with the Royal Observatory or with Westminster Abbey. The 
health of the men too began to suffer from their being encamped upon a wet 
clayey sod; we therefore thought it prudent to strike our tents on the 18th, 
and return to London. 

Colonel Colby intending to use Chingford as one of the stations of the Tri¬ 
gonometrical Survey of Great Britain, the theodolite belonging to the Ordnance 
was placed at Chingford in July 1823, and with it the angles were obtained 
which we were not able to observe the preceding autumn. This instrument is 
in every respect similar to that belonging to the Royal Society, excepting that 
Colonel Colby had recently caused three equidistant microscopes to be adapted 
to it, which may be used instead of the two microscopes formerly employed. 

The transit-room not being visible from Sevemdroog Castle, the staff erected 
upon the Royal Observatory was placed upon the centre of the octagonal room 
of that building; and the angle at Chingford between the staff and the centre 
of the transit instrument, as well as their distance from each other, is cal¬ 
culated from data furnished by the Astronomer Royal. 

As the preservation of the stations was felt to be an object of considerable 
importance, a stone was procured for each about one foot square and four or 
five feet long. This was sunk endways until it was level with the ground, and 
had the word “ Station” and the date of the year cut upon it. We did not 
however rely wholly upon the stone, though its great weight would render its 
removal a task of some difficulty; each station, wherever practicable, is also 
fixed by angles formed by steeples or other permanent objects in the vicinity, 
and by means of which, should the stone be removed, the station may be 
readily recovered within a very few inches. 


Section 2. —Of the method of computation employed. 

A triangle upon the surface of the earth, the sides of which are small in pro¬ 
portion to the radius, may be considered as a spherical triangle, and the sides 
may be computed by means of spherical trigonometry. Or, the angles formed 
by the chords may be calculated, and the spherical triangle be thus reduced 
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to a plane triangle, of which one of the sides and the angles being known, 
the other sides or chords may be readily determined. This is the method 
which has hitherto been employed in the English and Indian geodesical 
operations. 

A third method, which is due to Legendre, is as follows: If from each of the 
observed angles of a small spherical triangle, one third of the spherical excess 
be deducted, the sines of the angles thus diminished will be proportional to 
the lengths of the opposite sides, so that the triangle may be resolved as if 
perfectly rectilineal. This method, which is beautifully simple and accurate, 
is usually employed on the continent, and is that of which I shall avail myself 
on the present occasion. 

The excess of the sum of the three angles of a spherical triangle above twc 
right angles, termed the spherical excess, is useful to indicate the degree of 
reliance which may be placed upon the observed angles. I have therefore 
given it in a separate column, from which the sum of the errors of the observed 
angles of any one of the triangles may readily be inferred. It is also necessary, 
when only two angles of a triangle have been observed, that the spherical 
excess should be known, in order that one third of it may be deducted from 
each of these angles to prepare them for calculation. The spherical excess of 
a triangle may be found in seconds, by adding together the logarithm of any 
two sides, the logarithmic sine of the contained angle, and the constant loga¬ 
rithm 0.3733260. 


Section 3 .—Triangles and distances. 

The distance given by General Roy from his station upon Severndroog 
Castle to that upon Hanger Hill Tower, is 84376.68 feet; but the distance 
from the station of 1822 upon Severndroog Castle to General Roy’s station 
was 10$ inches; and the angle between General Roy’s station and Hanger Hill 
being about 47° 23', we have 0.62 of a foot to be added in order to obtain 
84377*3 feet, the distance from the station of 1822 to Hanger Hill. 

By the comparison of various British standards of linear measure, published 
in the Phil. Trans, for 1821, it appears that the standard employed by General 
Roy for the measurement of the base upon Hounslow Heath differed from the 
Imperial standard yard; and in consequence it becomes necessary to multiply 
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General Roy’s distance by .0000691 to obtain 5.82, the correction to be added 
to such distance, in order to convert the feet of his survey into Imperial feet * 
Applying this correction, we have 84383.12 for the distance in Imperial feet 
from Severndroog Castle to Hanger Hill Tower. 


Hanger Hill from Severndroog Castle, 84383.12 feet. 


Observed Angles. 

Sp. Excess. 

Angies for Calcu¬ 
lation. 

[ Distances. 

Feet. 

Leith Hill Station ... 
Hanger Hill ............ 

Severndroog Castle . 

35 23 13.87 

83 26 23.60 

61 10 24.18 


35 23 13.32 

83 26 23.05 

61 10 23.63 

127658.21 

144760.96 


180 0 1.65 

2.53 



Severndroog Castle from Leith Hill Station, 144760.96 feet. 

Wrotham Station . ...... 

Severndroog Castle . 

Leith Hill Station. 

65 26 47.68 

86 25 58.40 

28 7 16.42 

. 

65 26 46.85 

86 25 57.57 

28 7 15.58 

75014.27 

158844.37 


180 0 2.50 

2.56 



Wrotham Station from Severndroog Castle, 75014.27 feet. 

Chingford Station. 

Severndroog Castle .... 

Wrotham Station. 

16 35 1.77 
149 26 13.36 

13 58 44.20 


l£ 35 2.00 
149 26 13.58 

13 58 44.42 

63488.87 

133640.58 


179 59 59.33 

0.97 



Hanger Hill from Leith Hill Station, 127658.21 feet. 

Westminster Abbey . 

o , „ 


77 17 27-37 

84 59 56.41 

17 42 3632 

39809.03 

130366.27 

Hanger Hill . 

Leith Hill Station ........ 

84 59 56.81 

17 42 36.62 



1.20 




* The sides of the triangles of the Trigonometrical Surrey of Great Britain are, I believe, derived 
from bases measured by General Roy’s standard, and they will therefore require the same correction 
as that employed above, should it be necessary to convert them into Imperial feet. 


MDCCCXXVIII. 
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Westminster Abbey from Leith Hill Station, 130366.2/ feet. 


Angles for Caleu- Distances, 

lation. Feet. 


Severndroog Castle 
Westminster Abbey 
Leith Hill Station .. 


62 33 57-67 
17 40 36.85 


62 33 57-22 
99 45 26.38 
17 40 36.40 


44601.10 

144759.97 


Westminster Abbey from Severndroog Castle, 44601.10 feet. 


Chingford Station .... 
Severndroog Castle.... 
Westminster Abbey . 


42 52 10.16 
€1 33 50.95 


42 52 9.96 
61 33 50.75 
75 33 59-29 


63488.87 

57648.50 


Leith Hill Station from Severndroog Castle, 144/60.96 feet. 


Westminster Abbey. . 

Leith Hill Station. 17 40 36.85 

Severndroog Castle. 62 33 57-67 


99 45 26.38 
17 40 36.40 
62 33 57.22 


130367.18 

44601.41 


Westminster Abbey from Severndroog Castle, 44601.41 feet. 


Chmgford Station ........ 

Westminster Abbey . 

42 52 10ll6 

Severndroog Castle. 

j 61 33 50.95 


42 52 9-96 
75 33 59.29 
61 33 50.75 


57648.90 

63489.30 


Hanger Hill from Leith Hill Station, 127658.21 feet. 


St. Paul’s.. 

1 

O / u 

Hanger Hill. 

Leith Hill Station. 

[ 93 13 3.10 

19 21 59-50 





67 24 58.34 
93 13 2.63 
39 21 59.03 


45848.20 

138042.29 
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St. Paul’s from Leith Hill Station, 138042.29 feet. 



Observed Angles. 

Sp. Excess. 

Angles for Calcu¬ 
lation. 

Distances. 

Feet. 

Severndroog Castle. 

St. Paul’s.. 

o , * 

72 24 29.57 


72 24 29.14 

91 34 15.54 

16 1 15.32 

39967.20 

144760.30 

Leith Hill Station. 

16 1 15.75 




1.30 




Severndroog Castle from St. Paul’s, 39967-20 feet. 


Chingford Station. 

Severndroog Castle. 

St. Paul’s. 

39 6 3&.11 

51 43 19.05 


39 0 35.95 

51 43 18.89 

89 16 5.16 

63489.66 

49844.30 



0.47 




Leith Hill Station from Severndroog Castle, 144760.96 feet. 


St, Paul’s.. 

Leith Hill Station. 

Severndroog Castle. 

O , u 

16 1 15.75 

72 24 29.57 


91 34 15.54 

16 1 15.32 

72 24 29-14 

138042.86 

39967-36 



1.30 



Severndroog Castle from St. Paul’s, 39967.36 feet. 

Chingford Station . . 

Severndroog Castle... 

St. Paul’s . . . 

39 0 36.11 

51 43 19.05 


39 0 35.95 

51 43 18.89 

89 16 5.16 

63489.91 

49844.50 



0.47 




By the preceding triangles we have the following distances from Chingford 
to Severndroog Castle. 63488.87 

63488.87 

63489.30 

63489.66 

63489.91 

Mean .... 63489.32 


Y 2 





























164 


CAPTAIN KATER ON THE DIFFERENCE OF 


Mean distance of Severndroog Castle from Chingford Station, 63489.32 feet. 


Observed Angles. 

Sp Excess. 

Angles for Calcu¬ 
lation 

Distances, 

Feet. 

Royal Observatory. 

Severndroog Castle...... . 

Chingford Station .... . .. 

o / a 

€0 55 21.23 

32 51 25.22 

.... 

106 13 13.67 

60 55 21.17 

12 51 25.36 

14713.21 

57787*63 



0.19 ! 




To connect the centre of the transit instrument at the Royal Observatory 
with the preceding triangle, the Astronomer Royal favoured me with the data 
given in Plate X. fig. 1. It may there be seen that the distance from the 
centre of the octagon room to the centre of the transit is 105.89 feet, the angle 
at the transit between the octagon room and the meridian of Greenwich 
55° 25 f 33 /f .6, and that the length of a perpendicular let fall from the centre of 
the octagon room upon the meridian of Greenwich is 87.19 feet. By means of 
these data and the distance from the centre of the octagon room to Chingford 
Station, the angle at Chingford Station between the centre of the octagon room 
and the centre of the transit, is found to be 5 f 11".21. 

If any proof were necessary of the accuracy of the preceding data, I might 
observe that in the account of General Roy’s survey, a plan is given of the 
Royal Observatory at Greenwich, in which I find the distance from the octagon 
room to the centre of the transit, and the angle it forms with the meridian, to 
agree as nearly as possible with the measurements given to me by the Astrono¬ 
mer Royal. 


Chingford Station from the Royal Observatory, 57787-63 feet. 


Observed Angles. 

Sp. Excess. 

Angles for Calcu¬ 
lation. 

Distances. 

Feet. 

Centre of Transit... 

Chingford Station ........ 

Royal Observatory. 



55 25 33.6 

0 5 11.21 

124 29 15.19 

5/847-66 

105.89 
























nutsmix 
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With the distance 63489.32 feet, of Chingford Station from Sevemdroog 
Castle, the distance 57847.66 feet, from Chingford Station to the centre of the 
transit, and the contained angle 12° 46' 13 w .95, we obtain the angles and 
distance given in the following triangle. 



Observed Angles. 

Sp. Excess. 

Angles for Calcu¬ 
lation. 

Distances. 

Feet 

Sevemdroog Castle........ 


1 

o / H 

61 3 9.56 

106 10 36.48 

12 46 13.95 

14612.73 

Centre of Transit..... 
Chingford Station . 




n 



HU 



The distance given by General Roy from the centre of the 


transit to his station on Sevemdroog, is. 14610.58 feet. 

Add for difference of stations. 0,62 

Add to convert into Imperial feet.. 1.01 

General Roy’s distance in Imperial feet.14612.21 

Distance above given.14612.73 

Difference .... 0.52 


Leith Hill Station from Wrotham Station, 158844.3/ feet. 


Observed Angles. 

Sp. Excess. 

Angles for Calcu¬ 
lation. 

Distances, 

Feet. 

Crowborough Station. 

Leith Hill Station .... 

Wrotham Station. 

87 5 15.01 

38 56 55.95 

53 57 51.13 

. 

ota 

87 5 14.32 

38 56 55.25 

53 57 50.43 

128615.26 

99982.55 


180 0 2.09 

3.03 



Wrotham Station from Crowborough Station, 99982.55 feet. 

St-ode Hfll Station ........ 

ota 

44 44 52.83 

41 58 20.94 

93 16 49.54 


44 44 51.73 

41 58 19-84 

93 16 48.43 

141790.75 

94980.95 

Crowborough Station ...... 

Wrotham Station.. 


180 0 3.31 

2.24 
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Stede Hill Station from Crowborough Station, 141/90.75 feet. 


Fairlight Station. 

Stede Hill Station . 
Crowborough Station .. 


Observed Angles. 

Sp. Excess 

Angles for Calcu¬ 
lation. 

Distances. 

Feet. 

$5 2 35.83 

53 13 24.33 

61 44 3.69 


6°5 2 34.54 

53 13 23.05 

6l 44 2.41 

137745.52 

125267.46 

180 0 3.85 

3.70 




Stede Hill Station from Fairlight Station, 137/45.52 feet. 


Tolsford Station 
Fairlight Station . 
Stede Hill Station ,... 


69 7 58.69 
45 27 54.39 
65 24 11.67 


69 7 57-10 
45 27 52.81 
65 24 10.09 


134038.00 

105080,02 


180 0 4.75 3.11 


Wrotham Station from Crowborough Station, 99982.55 feet. 


Fairlight Station. 

Wrotham Station 
Crowborough Station... 


33 6 31.28 
43 11 8.83 

103 42 24.66 

180 0 4.77 


33 6 29*69 
43 11 7.27 

103 42 23.04 


177831.03 

125267-87 


Crowborough Station from Fairlight Station, 125267.8/ feet. 


Stede Hill Station . . . 
Crowborough Station.. 
Fairlight Station. 


53 13 24.33 
61 44 3.69 

65 2 35.83 

180 0 3.85 


53 13 23.05 
61 44 2.41 

65 2 34.54 


141791-20 

137745.95 


Stede Hill Station from Fairlight Station, 137/45.95 feet. 


Tolsford Station ... 
Stede Hill Station . 
Fairlight Station... 


69 7 58.69 
65 24 11.67 
45 27 54.39 


69 7 57-10 
65 24 10.09 
45 27 52.81 


105080.36 

134038.43 


180 0 4.75 
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Wrotham Station from Stede Hill Station, 94980.95 feet. 



Stede Hill Station from Fairlight Station, 137747-27 feet. 


Tolsford Station. 69 7 58.69 69 7 57.10 

Stede Hill Station. 65 24 11.67 65 24 10.09 105081.36 

Fairlight Station . 45 27 54.39 45 27 52.81 134039.68 

180 0 4.75 3.11 


The preceding triangles give three distances from Tolsford to Fairlight, 
derived from the three sides of the triangle; Stede Hill, Wrotham, Crow- 

borough,—viz. 134038.00 feet. 

134038.43 

134039.68 

Mean .... 134038.70 


Mean distance Tolsford Station from Fairlight Station, 134038./0 feet. 


Observed Angles. 

Sp. Excess 

Angles for Calcu¬ 
lation. 

Distances. 

Feet. 

Crowborough Station. 

Tolsfoi d Station. 

Fairlight Station. 

36 5 24.01 

33 24 6.89 
110 30 29.88 


36 5 23.75 

33 24 6.63 
110 30 29.62 

213125.73 

125267-72 


180 0 0.78 

3.72 



Mean distance Stede Hill Station from Tolsford Station, 105080.58 feet. 

Crowborough Station. 

Stede Hill Station. 

Tolsford Station. 

O / « 

25 38 39.85 

118 3^7 36.34 

35 43 50.48 


25 38 37.62 
118 37 34.12 

35 43 48.26 

. 141791.16 
213127.05 



3.09 
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Mean distance Tolsford Station from Fairlight Station, 134038.70 feet. 



Observed Angles. 

Sp. Excess. 

Angles for Calcu¬ 
lation. 

Distances. 

Feet. 

Folkstone Station .. 

Tolsford Station. 

Fairlight Station.. . ... . 

36 17 57.06 
136 51 46.61 

6 50 16.94 


36 17 56.85 
136 51 46.41 

6 50 16.74 

26957.63 

154811.39 


180 0 0.61 

0.58 



Folkstone Station from Fairlight Station, 154811.39 feet. 

Dungeness Light-House .. 

Folkstone Station . 

Fairlight Station. 

21 14 49-48 

21 50 5.80 

”' '' 

136 55 5.46 

21 14 49.11 

21 50 5.43 

84298.42 

82135.35 



1.12 




The following triangles connect our work with the stations on the French coast. 


Tolsford Station from Fairlight Station, 134038.70 feet. 



Observed Angles. 

Sp. Excess 

Angles for Calcu¬ 
lation. 

Distances. 

Feet. 

Montlambert Station. 

Tolsford Station. 

Fairlight Station... .. 

c , „ 

32 53 2.05 

95 48 2.05 

51 19 1-68 

... 

. 

. 

32 53 0.13 

95 48 0.12 

51 18 59.75 

192717.35 

245616.17 


180 0 5.78 

6.07 



Fairlight Station from Montlambert Station, 245616.1 

7 feet. 

Blancnez Station . 

Fairlight Station . 

Montlambert Station. 

75 56 24.49 

17 39 26.36 

86 24 11.91 


75 56 23.57 

17 39 25.44 

86 24 10.99 

252702.93 

76800.92 


180 0 2.76 

4.45 



Tolsford Station from Montlambert Station, 192/17.35 feet. 


103 42 5.81 . 103 42 4.96 

22 46 47.48 .... 22 46 46.64 

53 31 9-25 . 53 31 8.40 


Rlancnez Station 
Tolsford Station .. .. 
Montlambert Station 


180 0 2.54 


2.81 


159493.81 

76803.37 
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Tolsford Station from Fairlight Station* 134038.70 feet. 


Observed Angles. 

Sp. Excess 

Angles for Calcu¬ 
lation. 

Distances. 

Feet. 

Rlancnez Station . 

Tolsford Station . ....... 

Fairlight Station. 

27 45 39.99 
118 34 48.97 

33 39 35.99 


17 45 38.34 
118 34 47.32 

33 39 34.34 

159500.18 

252708.40 


180 0 4.95 

4.44 



Tolsford Station from Blancnez Station, 150500.18 feet. 

Montlambert Station .... 
Tolsford Station,. .. . 
Blancnez Station. 

53 31 "9.25 

2 2 46 47-48 
103 42 5.81 


53 31 "8.40 

22 46 46.64 
103 42 4.96 

192725.04 

76806.43 


180 0 2.54 

2.81 



Fairlight from Blancnez Station, 

252/08.40 feet 


Montlambert Station. 

Fairlight Station.. 

Blancnez Station . 

86 24 11.91 

17 39 26.36 

75 56 24.49 

.... 

86 24 10.99 

17 39 25.44 

75 06 23.57 

245621.50 

76802.60 


180 0 2.76 

4.45 



Folkstone Station from Fairlight Station, 154811.39 feet. 

Montlambert Station. 

Folkstone Station. 

Fairlight Station... 

38 44 53.42 

96 46 26.32 

44 28 44.74 


38 44 51.92 

96 46 24.83 

44 28 43.25 

173300.64 

245618.40 


180 0 4.48 

6.29 



Fairlight Station from Montlambert Station, 245618.40 feet. 

Blancnez Station . 

Fairlight Station. 

Montlambert Station.. 

75 56 24.49 

17 39 26.36 

86 24 11.91 


75 56 23.57 

17 39 25.44 

86 24 10.99 

252705.23 

76801.62 


180 0 2.76 

4.45 
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Folkstone Station from Montlambert Station, 173300.64 feet. 

Observed Angles 

Sp Excess 

Angles for Calcu¬ 
lation. 

Distances, 

Feet. 

Biancnez Station .... 

Folkstone Station 
Montlambert Station . 

107 IS 55.90 

25 1 46.69 

47 39 18.49 

. 

107 is 55.54 

25 1 46.33 

47 39 18.13 

134167.37 

76801.57 

180 0 1.08 

2.32 



Folkstone Station from Fairli 

ght Station, 154811.39 feet. 

Biancnez Station .. 
Folkstone Station .... 
Fairlight Station . 

31 22 31.13 

121 48 13.55 

26 49 18.67 i 

j 

I 

! 

31 22 30.02 

121 48 12.43 

26 49 17.55 

134168.12 

252705.93 


IbO 0 3.35 

4.17 j 



Folkstone Station from Biancnez Station, 134168.12 feet. 

Montlambert Station . 
Folkstone Station . ...... 

Biancnez Station , 

47 39 18.49 

25 1 46.69 
107 18 55.90 


47 39 18.13 

25 1 46.33 

107 IS 55.54 

173301.60 

76802.00 


180 0 1.08 

[ 2.32 



Fairlight Station from Biancnez Station, 252/05.93 feet. 

Montlambert Station .. .. 

Fairlight Station. .. . 
Biancnez Station .. 

86 24 11.91 

17 39 26.36 

75 56 24.49 

1 

i •• • 

I...: 

i 

86 24 10.99 

17 39 25.44 

75 56 23.57 

245619-11 
76801.82 


180 0 2.76 

4.45 




To show the degree of reliance that may be placed upon the triangles con¬ 
necting the coasts of England and France, I shall here give the distances 
resulting from different triangles, derived respectively from the distance Tols- 
ford from Fair light, and the distance Folkstone from Fairlight. 
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Fairlight from Montlambert 

By Tolsford from 
Fairlight. 

Feet. 

. . . . 245616.17 • • 

By Folkstone from 
Fairlight. 

. . 245618.40 



245621.50 . . 

. . 245619.11 


Mean 

245618.88 . . 

. . 245618.75 

Fairlight from Blancnez . . 


252702.93 . . 

. . 252705.23 



252708.40 . . 

. . 252705.93 


Mean 

252705.66 . . 

. . 252705.58 

Tolsford from Montlambert 


192717.35 

192725.04 



Mean 

192721.19 


Tolsford from Blancnez . . 


159493.81 




159500.18 



Mean 

159496.99 



Folkstone from Montlambert. 173300.64 

173301.60 

Mean 173301.12 


Folkstone from Blancnez... 134167.37 

134168.12 


Mean 

134167-74 

Blancnez from Montlambert . . . 76800.92 .... 

76801.62 

76803.37 .... 

76801.57 

76806.43 .... 

76802.00 

76802.60 .... 

76801.82 

Mean 76803.33 .... 

76801.75 
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Mean distance Folkstone Station from Blancnez Station, 134167./4 feet. 


Observed Angles. 

Sp Excess 

Angles for Calcu¬ 
lation 

Distances. 

Feet. 

Dover Station.j 

Folkstone Station. ! 

Blancnez Station .. 

0 / it 

50 37 50.23 

12 3 53.88 


117 18 16.41 

50 37 49.97 ! 

12 3 53.62 ! 

31560.06 

116726.89 


I 

0.77 

i 


Mean distance Folkstone Station from Blancnez Station, 134167-74 feet. 

Notre Dame, Calais 

Folkstone Station 

Blancnez Station.. 

o / 

9 21 18.50 j 
131 56 40.50 ! 


38 42 1.54 1 

9 21 18.23 
131 56 40.23 

159605.30 

34880.94 

1 

0.82 




With the sides “ Folkstone to Notre Dame, Calais,” “ Folkstone to Dover,” 
and the included angle 41° 16' 30".7, the remaining angles and the distance 
of Dover Station from Notre Dame, Calais, were computed. Also by means of 
the sides “ Blanenez to Dover,” “ Blancnez to Calais,” and the included angle 
119° 52' 50".32, we obtain another distance from Dover to Notre Dame, Calais. 
These results are contained in the two following triangles: 


Folkstone Station from Notre Dame, Calais, 159605.30 feet. 


Observed Angles. 

Sp. Excess 

Angles for Calcu¬ 
lation. 

Distances 

Feet, 

Notre Dame, Calais . ... 
Folkstone Station .. 

Dover Station . ... 

41 16 30.70 


8 42 38,35 

41 16 30.44 
130 0 51.21 

137471.95 



0.78 



Dover Station from Blancnez Station, 116726.89 feet. 

Notre Dame, Calais . 

Blancnez Station.. 

Dover Station . 

o , 

119 52 50.32 


47 24 37.27 

119 52 50.04 

12 42 32.69 

137472.03 



0.83 
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As two of the angles were observed in the triangle “ Fiennes, Montlambert, 
and Blancnez,” and as an opportunity occurred at Tolsford of obtaining the 
angle between Fiennes and Montlambert, I have added the following triangles 
connecting these stations: 


Mean distance Montlambert from Blancnez, 76802.54 feet. 


Observed Angles. 

Sp Excess 

Angles for Calcu¬ 
lation. 

Distances. 

Feet. 

Fiennes .. ,. . 

Montlambert. 

Blancnez .. .. 

0 / ,/ 


94 10 48.60 

34 27 39.62 

51 21 31.78 

60148.31 

43574.27 

34 27 39.83 

51 21 31.99 




0.62 



Mean distance Montlambert from Tolsford 192/21.19 feet. 

Fiennes . ... 

Montlambert . 

Tolsford .. 

O . ,/ 

87 58 48.81 

17 30 15.75 


74 30 57.26 

87 58 47.90 

17 30 14.84 

60148.74 

199855.18 



2.72 




With the sides “ Blancnez from Notre Dame, Calais,” “ Blancnez from 
Fiennes, and the contained angle, we obtain the distance from Fiennes to 
Notre Dame, Calais. 


Fiennes from Blancnez, 435/4.27 feet. 


Observed Angles, jsp Excess. 

Angles for Calcu¬ 
lation. 

Distances. 

Feet. 

Notre Dame, Calais 

Fiennes . 

Blancnez . 

O 1 » 

69 22 53.45 


64 24 14.39 

46 12 52.27 

69 22 53.34 

45221.01 



0.34 


■ 


As we thought it desirable to compare General Roy’s operations with our 
own, staffs were erected upon his stations on Tenterden, Frant, Goudhurst and 
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Lydd steeples ; but of these we were able to connect only Frant and Tenterden 
with our work. The results are as follow: 


Tolsford from Fairlight, 134038.70 feet. 


Observed Angles. 

Sp. Excess. 

Angles for Calcu¬ 
lation, 

Distances. 

Feet. 

Tenterden Church. 

Tolsford. 

Fairlight.. . 

O / // 

29 58 10.86 

39 19 32.64 


110 42 17.46 

29 58 10.38 

39 19 32.16 

90809.26 

71580.75 



1.44 | 


Fairlight from Crowborough, 125267-72 feet. 

Frant Church . 

Fail light. 

Crowborough ... 

O / « 

13 44 20.24 

61 31 22.38 


104 44 17-92 

13 44 19.97 

61 31 22.11 

113857.34 
30762 92 



0.80 




In a former part of this paper I have mentioned that General Roy’s station 
at Folkstone was discovered at the distance of three feet to the North-west of 
the new station; the angle between his station at Folkstone and our station 
at Fairlight being 80° 13'. 

At Fairlight,, General Roy’s station was 87-69 feet to the South-east; the angle 
between his station and Folkstone being 89° 14' 31". The relative positions 
of the several stations will be better understood from the following diagram, 



in which R and R designate General Roy’s stations, and S and S those of the 
present operations. From these data the computed distance between General 
Roy’s stations at Fairlight and Folkstone is 154807-00 feet. 

We have now several distances which we may compare with those given by 
General Roy. 
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The distance from Frant Church to Fairlight is stated by General Roy to be 
113928.20 feet. Now if we suppose the distance from Frant to Fairlight to be 
prolonged, we have the angle between this prolongation and General Roy's 
station 12° 50' 56"; and multiplying 87.69 feet, the distance from the new 
station to that of General Roy, by the cosine of this angle, we obtain 85.48 feet 
to be subtracted from General Roy’s distance, to reduce it to the new T station. 
The distance thus obtained is 113842.72 feet. 

In like manner, multiplying 87-69 feet by the cosine of 44° 35' 41 w ./5, (the 
angle between General Roy’s station and the prolongation of the distance 
from Tenterden Church,) we obtain 62.44 feet; which being subtracted from 
71634.73 feet, the distance from General Roy’s station to Tenterden, will give 
71572.29 feet, according to General Roy, for the distance from Tenterden to 
the new station, without sensible error. The following diagram may serve to 
render this more intelligible. 


i 



General Roy did not obtain directly the distance between his stations at 
Folkstone and Fairlight; but by using the distances Paddlesworth to Folk- 
stone, Paddlesworth to Fairlight, and the included angle 117° 45' 42".65, 
we are enabled to supply this omission; and we thus obtain 154792.00 feet 
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for General Roy's distance from Fairlight to Folkstone.—We have also the 
distance from Dover Castle station to Notre Dame, Calais, according to 
General Roy, 137449.90 feet. 

Lastly, The distance from Notre Dame, Calais, to Fiennes is given by General 
Roy, using his own observations, and the angles observed by the French: this 
distance is stated to be 45219.60 feet. 

Converting General Roy’s distances into Imperial feet in the manner formerly 
stated, we have the following results: 


From 

By 

General Roy. 

Bj the prebent 
Operations 

Difference. 

Fairlight to Frant . 

Fairlight to Tenterden . 

Fairlight to Folkstone.. 

Dover to Notre Dame, Calais . 
Notre Dame, Calais, to Fiennes 

Feet. 

113850.59 

71577-24 

154802.70 

137459.40 

45222.72 

Feet. 

113857-34 
71580.75 1 
154807.00 
137471.99 
45221.01 j 

Feet. 

6.75 

3.51 

4.30 

12.59 

1.71 


Section 4. —Of the distances from the meridian , and from the perpendicular to 
the meridian , of Greenwich. 

It has been mentioned that the station at Chingford was the spot where the 
temporary meridian mark was erected. This being removed, a staff was put 
up in its place, having a triangular board fastened to it, the base of which was 
parallel to the horizon, and the vertex coinciding with the staff. 

As it was highly important to ascertain with the greatest precision the 
situation of this staff with respect to the meridian of Greenwich, Mr. Gardner 
went to the Royal Observatory, in order to observe it with the transit instru¬ 
ment. He found that the middle wire of the transit appeared to touch one of 
the angles at the base of the triangular board, and that the vertex was to the 
West of the meridian. The angular distance from the meridian to the staff 
was then measured by means of the micrometer of the transit instrument, and 
found to be thirty-seven divisions of the micrometer, or 6". 16, &e. 

By means of the roughly computed distance from the Royal Observatory to 
Chingford, and its angle with the meridian, the distance of the station from 
the meridian of Greenwich was found to be 20 inches; and the base of the 
triangular board proved on measurement to be exactly double that quantity. 
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When the theodolite was put np at Chingford, the distance of twenty inches 
was measured to the eastward from the line joining the Station and the Royal 
Observatory, and an Argand’s lamp was placed upon this spot, the position of 
which I requested the Astronomer Royal to observe. In the Greenwich obser¬ 
vations for 1822 I find accordingly, under November 15 th, the following 
remark :—“ Observed Captain Rater’s light apparently about the thickness 
of the wire to the west of the meridian.” This affords, it is presumed, a 
sufficient proof that the direction of the station at Chingford, with respect 
to the meridian of Greenwich, has been accurately determined. 

If we suppose a parallel to the meridian of Greenwich and to its perpen¬ 
dicular to be drawn through each station contained in the left-hand column 
of the following Table, we have the bearings and the distances of the other 
stations from such parallels, calculated by means of a right-angled plane 
triangle, the hypothenuse and one of the angles of which are given to find the 
two other sides : or, let K be the distance between the given stations ; M, the 
distance from the parallel to the perpendicular; P, the distance from the 
parallel to the meridian; and 0 } the bearing or angle with the parallel to the 
meridian. Then, M = K. cos 0 , and P — K . sin 6 . 


Table I. 


Stations 

Objects. 

Bearings. 

_ i 

Distance from a pa¬ 
rallel to the meridian 
of Greenwich 

P. 

Teet, 

Distance from a pa¬ 
rallel to the perpen¬ 
dicular to the meri¬ 
dian of Greenwich 

M 

Feet 

Transit Royal Obs. 

Chingford. 

0 

6 

6.17 

N.W. 

1.73 

W. 

57847.66 

N. 


Severndroog . 

73 

49 

29-69 

S.E. 

14034.28 

E. 

4070.72 

S. 

Chingford .. , 

Transit Royal Obs... 

0 

0 

6.17 

S.E. 

1.73 

E. 

57847-66 

s. 


St. Paul’s. 

26 

14 

15.83 

S.W. 

22036.04 

W. 

44/08.80 

s. 


Westminster Abbey 

30 

5 

49.84 

S.W. 

28908.97 

W. 

49876.27 

S. 


Severndroog . ... 

12 

46 

20.12 

S.W. 

14035.98 

E. 

61918.36 

S. 


Wrotham. 

29 

21 

22-1 2 

S.E. 

65515.51 

E. 

116479-69 

s. 

Severndroog .... 

Chingford . 

12 

46 

20.12 

N.W. 

14035.98 

W. 

61918.36 

N. 


Wrotham. 

43 

20 

6.54 

S.E. 

51479-66 

E 

54561.77 

s. 


Leith Hill . 

43 

5 

51.03 

S.W. 

98906.80 

W. 

105703.32 

s. 

; 

Hanger Hill . ... 

75 

43 

45.34 

N.W. 

81779.19 

W. 

20800.79 

N. 


Westminster Abbey 

74 

20 

11.75 

N.W. 

42944.95 

W. 

12041.68 

N. 


St. Paul’s ...... 

64 

29 

39.83 

N.W. 

36072.20 

W. 

17209.88 

N. 

Leith Hill . 

Severndroog ... . 

43 

5 

51.03 

N.E. 

98906.80 

E. 

105703.32 

N. 


Wrotham. 

71 

13 

6.61 

N.E. 

150386.41 

E. 

51141.52 

N. 


Crowborough .. 

69 

49 

58.14 

S.E. 

120729.94 

E. 

44341.48 

S. 


Hanger Hill . 

7 

42 

37-81 

N.E. 

17127.63 

E. 

126504.06 

N. 


Westminster Abbey 

25 

25 

14.03 

N.E. 

55961.13 

E. 

117744.81 

N. 


St. Paul's . 

27 

4 

36.84 

N.E. 

62835.06 

E. 

122912.60 

N. 


2 A 
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Table I. (Continued.) 


Stations. 

Objects. 

Bearings. 

Distance from a pa¬ 
rallel to the meridian 
of Greenwich. 

P. 

Feet. 

Distance from a pa¬ 
rallel to the perpen¬ 
dicular to the meri¬ 
dian of Greenwich. 
M. 

Feet. 

Wrotham. 

.. Leith Hill . 

71 

13 

6.61 

aw. 

150386.41 

W. 

51141.52 

S, 


Severndroog . 

43 

20 

6.54 

N.W. 

51479-66 

W. 

54561.77 

N. 


Chingford ....... 

29 

21 

22.12 

N.W. 

65515.51 

w. 

116479.69 

N. 


Stede Hill . 

76 

1 

32.25 

S.E. 

92169.87 

E. 

22936.75 

S. 


Crowborough . .. 

17 

15 

16.18 

S.W. 

29656 47 

W. 

95483.00 

s. 

Crowborough . 

. Wrotham.. 

17 

15 

16.18 

N.E. 

29656.47 

E. 

95483.00 

N. 


Stede Hill .... . 

59 

13 

36.02 

N.E. 

121826.34 

E. 

72546.24 

N. 


Frant . 

59 

26 

16.32 

N.E. 

26489-28 

E. 

15642.10 

N. 


Tolsford. 

84 

52 

13.64 

N.E. 

212272.83 

E. 

19055.17 

N. 


Fairlight ... .. 

59 

2 

21.57 

S.E. 

107419-64 

E. 

64443 95 

S. 


Leith Hill. 

69 

49 

58.14 

N.W. 

120729.94 

W. 

44341.48 

N. 

Stede Hill .... 

.. Crowborough . ... 

59 

13 

36.02 

S.W. 

121826.34 

W. 

72546.24 

S. 


Wrotham. 

76 

1 

32.25 

N.W. 

92169.67 

W. 

22936.75 

N. 


Tolsford. 

59 

23 

57.12 

S.E. 

90446.52 

E. 

53491 64 

S 


Fairlight. 

6 

0 

12.97 

S.W. 

14407.05 

W. 

136991 06 

s. 

Fairlight . ,. 

.. Stede Hill . 

6 

0 

12.97 

N.E. 

14407.05 

£. 

136991-06 

N. 


Tenter den. 

12 

8 

33.62 

N.E. 

15056.77 

E. 

69979-29 

N. 


Tolsford. 

51 

28 

5.78 

N.E. 

104853.53 

E. 

83499-12 

N. 


Folkstone . 

38 

18 

22.32 

N.E. 

131724.15 

E. 

81334.62 

N. 


DungenessLt. House 

80 

8 

28.69 

N.E. 

80922.34 

E. 

14063.10 

N. 


Blancnez . 

85 

7 

40.07 

N.E. 

251792.52 

E. 

21463.18 

N. 


Montlambert . 

77 

12 

54.49 

S.E. 

239529.39 

E. 

54353.08 

S. 


Crowborough. 

59 

2 

21.57 

N.W. 

107419-64 

W. 

64443.95 

N. 


Frant . 

45 

18 

1.60 

N.W. 

60930.37 

W. 

80086.04 

N. 

Tolsford. 

.. (Fairlight. 

51 

28 

5.78 

S.W. 

104853.53 

w. 

83499.12 

S. 


Tenterden. 

81 

26 

16.16 

S.W. 

89797.20 

w. 

13519 92 

S. 


Crowborough.I 

84 

52 

12.41 

S.W. 

212272.68 

w. 

19056.45 

s. 


Stede Hill. 1 

59 

23 

57.12 

N.W. 

90446.52 

w. 

53491.64 

N. 


Folkstone.. 

1 85 

23 

40.63 

S.E. 

26870.59 

E. 

2164.49 

S. 


Blancnez . .. 

! 67 

6 

41.54 

S.E. 

146938.61 

E. 

62034.50 

s. , 


Fiennes . 

61 

50 

9.18 

S.E, 

176192.20 

E. i 

94331.42 

s. 1 


Montlambert. 

1 44 

19 

54.34 

S.E. 

134672.78 

E. 1 

137854.54 

s. 1 

Folkstone .... 

.. Tolsford. 

85 

23 

40.63 

N.W. 

26870.59 

W. 

2164.49 

N. 


Dover. 

65 

52 

20.12 

N.E. 

28802.86 

E. 

12900.88 

N. 


Notre Dame, Calais 

72 

51 

8.14 

S.E. 

152510.49 

E. 

47057.49 

S. 1 


Blancnez... . .... 

63 

29 

49.91 

S.E. 

| 120068.38 

E. 

| 59871.23 

s. 


Montlambert. 

38 

28 

2.31 

S.E. 

1 107805.05 

E. 

135688.40 

s. 


Dungeness Lt. House 

37 

3 

33-04 

S.W. 

50801.68 

W. 

67271.43 

s. 

iMontlambert .. 

Fanlight. 

58 

18 

22.52 

S.W. 

1 131724.15 

W. 

81334.62 

s. 


.. Fairlight. 

77 

12 

54.49 

N.W. 

1 239529.39 

W. 

54353.08 

N. 


Tolsford. 

44 

19 

54.34 

N.W. 

134672.78 

W. 

137854.54 

N. 


Folkstone ..... 

38 

28 

2.57 

N.W. 

107805.22 

W. 

135688.28 

N. 

| 

Blancnez.. 

9 

11 

15.56 

N.E. 

| 12262.95 

E. 

75817.22 

N. 


Fiennes .. 

43 

38 

55.18 

N.E. 

41516.43 

E. 

43522.48 

N. 

Blancnez. 

,. Montlambert. 

9 

11 

16.50 

S.W. 

12263.29 

W. 

75817-15 

S. 


Fairlight. 

85 

7 

40.07 

S.W. 

251792-52 

W. 

21463.18 

s. 


Tolsford.. 

67 

6 

41.59 

N.W. 

146938.81 

W. 

62034.50 

N. 


Folkstone . 

63 

29 49.91 

N.W. 

120068.38 

W. 

59871.23 

N. 


Dover. 

51 

25 

56.29 

N.W. 

91265.50 

W. 

72772.10 

N. 


Notre Dame, Calais 

68 

26 

50-32 

N.E. 

32442.07 

E. 

12813.75 

N. 


Fiennes . 

42 

10 

16.34 

S.E. 

29253.50 

E. 

32294.72 

S. 
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From the preceding Table the following is derived, containing the distances 
from the meridian of Greenwich and from its perpendicular. 

Table II. 


Stations. 

Distance from the me-' 
ridian of Greenwich. . 

Feet. i 

Distance from the per- 
pendicular to the meri¬ 
dian of Greenwich. 
Feet. 

Chingford. 

1.73 

W. 

57847.66 N. 

Severndroog Castle. 

14034.28 

E. 

4070.72 S. 

Severndroog Castle.. 

14034.25 

E. 

4070.70 S. 

St. Paul’s... 

22037-77 

W. 

13138.86 N. 

Westminster Abbey. 

28910.70 

W. 

7971-39 N. 

Wrotham . 

65513.78 

E. 

58632.03 S. 

Wroth am . 

65513.92 

E. 

58632.48 S. 

Hanger Hill Tower. 

67744.93 

W. 

16730.08 N. 

Westminster Abbey. 

28910.69 

W. 

7970.97 N. 

St. Paul’s ... . . . --- 

22037-94 

W. 

13139.17 N. 

Leith Hill... 

84872-54 

W. 

109774.03 S. 

Severndroog Tower . 

14034.26 

E. 

4070.71 S. 

Crowborough.. 

35857-40 

E. 

154115.51 S. 

Hanger Hill Tower . 

67744.91 

W. 

16730.03 N. 

Westminster Abbey ... . 

28911.41 

w. 

7970.78 N. 

St Paul’s. 

22037.48 

w. 

13138.57 N. 

Leith Hill. 

84872.56 

w. 

109773.77 s. 

Stede Hill. 

157683 72 

E. 

81569-00 S. 

Crowborough . 

35857-38 

E. 

154115.25 S. 

Wrotham. 

65513.86 

E. 

58632.38 S. 

Stede Hill. 

157683.73 

E. 

81569-14 S. 

Frant Church ... . 

62346.67 

E. 

138473.28 S. 

Tolsford .... . 

248130.22 

E. 

135060.21 S. 

Fairhght . . 

143277-03 

E. 

1 218559-33 S. 

Leith Hill.. .. 

84872.55 

W. 

I 109773.90 S. 

Crowborough. 

35857-39 

E. 

s 154115.31 S. 

Wrotham... 

65513.86 

E. 

1 58632.32 S. 

Tolsford. 

248130.25 

E. 

135060.71 S. 

Fairhght . 

143276.68 

E. 

218560.13 S. 

Stede Hill. 

157684.40 

E. 

81568.67 S. ! 

Tenterden Church.. 

158334.12 

E. 

148580.44 S. 

Tolsford . 

248130.88 

E. 

135060.61 S. 

Folkstone. 

275001.50 

E. 

137225.11 S. 

Dungeness Light House.... 

224199-23 

E. 

204496.55 S. 

Blancnez .... 

395069.87 

E. 

197096.55 s. 

Montlambert .. 

382806,74 

E. 

272912.81 s. I 

Crowborough. 

35857-71 

E. 

154115.78 S. 

Frant Church. 

62346.98 

E. 

138473.69 S. j 

Fanlight ..... ... 

143276.92 

E. 

218 559.63 S. 

Tenterden Church . 

158333.25 

E. 

148580.43 S. I 

Crowborough 

35857-77 

E. 

154116.96 S. 

Stede Hill.' ’ ‘ . 

157683.93 

E. 

81568.87 S. 

Folkstone. 

275001.04 

E. 

137225.00 S. 

Blancnez . 

395069-26 

E. 

197095.01 s. 

Fiennes. 

424322.65 

E. 

229391.93 S. 
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Table II. (Continued.) 


Stations. 

Distance from the me¬ 
ridian of Greenwich. 

Feet 

Distance from the per¬ 
pendicular to the meri¬ 
dian of Greenwich. 

Feet. 

Montlambert . 

382803.23 

E. 

272915.05 

S. 

Tolsford . 

248130.68 

E. 

135060.56 

S. 

Dover Castle . 

303804.13 

E. 

124324.17 

S. 

Notre Dame, Calais. 

427511.76 

E. 

184282.54 

S. 

Blancnez . 

395069.65 

E. 

197096.28 

S. 

Montlambert . 

382806.32 

E. 

272913.45 

s. 

Dungeness Light House.. .. 

224199.06 

E. 

204496.69 

S. 

Fairhght .. .... 

143277.12 

E. 

218559.67 

S. 

Fairligbt. 

143276.04 

E. 

218560.69 

s. 

Tolsford . 

248132.65 

E. 

135059.23 

s. 

Folkstone. 

275000.21 

E. 

137225.49 

s. 

Blancnez .. 

395068.38 

E. 

197096.55 

s. 

Fiennes ..... . 

424321.86 

E. 

229391-29 

s. 

Montlambert . 

382805.75 

E. 

272913.25 

s. 

Fairligbt. 

143276.52 

E. 

218559-28 

s. 

1 olsford . 

248130.48 

E. 

135061.60 

s. 

Folkstone . 

275000.91 

E. 

137224.87 

s. 

Dover Castle . 

303803.54 

E. 

124324.00 

s. 

Notre Dame, Calais. 

427511.11 

E. 

184282.35 

s. 

Fiennes. 

424322.54 

E. 

229390.82 

s. 


The following- Table contains the distance of each Station from the meridian 
and from the perpendicular to the meridian of Greenwich, obtained by 
taking the mean of the distances given in the preceding Table. 

Table III. 


Stations, 

Distance from the me¬ 
ridian of Greenwich. 

Feet. 

Distance from the per¬ 
pendicular to the meri¬ 
dian of Greenwich. 

Feet. 

Westminster Abbey. 

28910.93 

W. 

7971-05 

N. 

St. Paul’s. 

22037-73 

w. 

13138.87 

N. 

Hanger Hill Tower. 

67744.92 

w. 

16730.05 

N. 

Chingford. 

1.73 

w. 

57847-66 

N. 

Centre of Transit, Royal Obs. 
Severndroog Castle 

14034.26 

E. 

4070-71 

S. 

Wrotham. 

65513.85 

E. 

58632.80 

s. 

Stede Hill. 

157683.94 

E. 

81568.92 

s. 

Leith Hill... 

84872.55 

W. 

109773.90 

s. 

Dover Castle. 

303803.83 

E. 

124324.08 

s. 

Tolsford . 

248130.86 

E. 

135060.49 

s. 

Folkstone . 

275000.91 

E. 

137225.12 

s. 

Frant Church. 

62346.83 

E. 

138473.48 

s. 

Tenterden Church . 

158333.68 

E. 

148580.43 

s. 

Crowborough . .... 

35857-53 

E. 

154115.76 

s. 

Notre Dame, Calais. 

427511.43 

E. 

184282.44 

s. 

Blancnez 

395069-29 

E. 

197096.10 

s. 

Dungeness Light House 

224199-14 

E. 

204496.62 

s. 

Fairhght. ... 

143276.72 

E. 

218559.79 

s. 

Fiennes.... 

424322.35 

E. 

229391.35 

s. 

Montlambert. 

32805.518 

E. 

272913.64 

s. 
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Section 5. —Of the latitudes and longitudes of the Stations. 


If the earth were a sphere of known diameter, the latitude and longitude ot 
any point upon its surface might readily be calculated by spherical trigo¬ 
nometry. But the earth being an ellipsoid, other methods of computation 
involving the eccentricity become necessary. This subject has engaged the 
attention of the most eminent mathematicians, and various formulae have been 
given for the purpose of facilitating such computations. These, though equal 
in accuracy, differ much in practical convenience; and by far the most manage¬ 
able that I have met with, and of which I shall avail myself on the present 
occasion, are to be found in a memoir by Oriani, but little known I believe in 
England, which he published at Milan in 1826, under the title of “Opusculi 
Astronomici 

Let a , be the semi-major axis of the earth, = 3962.439 miles. 
b, the semi-minor axis. 
e, the eccentricity of the earth = \ / a • 

M, the distance in feet from the perpendicular to the meridian at Green¬ 
wich. 

P, the distance in feet from the meridian of Greenwich. 

M 


P> = 


b sin 1"* 
P 

b sm l w * 


L, the latitude of Greenwich. 

X, the latitude of the foot of the perpendicular let fall from the given 
station on the meridian of Greenwich. 
p, the required latitude of the given station. 
u , the required longitude of the given station. 


Then I) 

X = L + m 1 — e * 

+ 

}eW(L±f )] 

in 

= p (l — e 3 sin 2 X) 



hi) 

sin p — sin X cos 4> 



IV) 

. tan 4; f 

tan u ~ 1 — 

COS A v 

e 2 

2 

COS \ ) 


I am indebted for my knowledge of this work to the valuable journal of Baron Zach. 
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In computing the eccentricity I have supposed the compression to be ruo, 
and I have assumed this (which perhaps for our portion of the meridian may 
not be very far from the truth), because it is nearly the mean between yfu and 
zfo, the limits between which I believe the ellipticity is generally supposed to 
be comprised. 


Table of Latitudes and Longitudes. 


Latitude. 

Longitude. 

Longitude i 
Tune. 


t 





m 

s 

51 

38 

9-59 

0 

0 0 

W. 

- 


51 

31 

22.65 

0 

17 51.28 

W. 

1 

11.42 

51 

30 48.42 

0 

5 48.42 

W. 

0 

23,24 

51 

29 57.34 

0 

7 36.95 

W. 

0 

30.46 

51 

28 

38.96 











51 

27 58.74 

0 

3 41.64 

E. 

0 

14.77 

51 

18 

59.35 

0 

17 11.33 

E. 

1 

8.75 

51 

15 

7.00 

0 

41 18.86 

E. 

2 

45.26 

51 

10 

34.00 

0 22 12.01 

W. 

1 

28.80 

51 

7 45.59 

1 

19 23.45 

E. 

5 

17.55 

51 

6 

8.65 

1 

4 48.19 

E. 

4 

23.21 

51 

5 

51.82 

0 

16 16.84 

E. 

1 

5.12 

51 

5 

43.18 

1 

11 48.61 

E. 

i 4 

47.24 

51 

4 

5.95 

0 

41 19.20 

E. 

2 

45.27 

51 

3 

18.30 

0 

9 21 45 

E. 

0 37.43 

50 

57 27-95 

1 

51 18.73 

E. 

7 

25.24 

50 

55 

29-36 

1 

42 47.45 

E. 

6 

51.16 

50 

54 

47.00 

0 

58 18.89 

E. 

3 

53.26 

50 

52 

36.88 

0 

37 14.23 

E. 

2 

28.94 

50 

50 

4.00 

1 

50 11.41 

E. 

7 20.76 

50 

43 

4.41 

1 

39 9.62 

E. 

6 36.64 


Cliingford Station . 

Hanger Hill Tower. 

St. Paul’s (Cross). 

Westminster Abbey (north -\ 
west Pinnacle) .. . J 

Centre of Transit, Royal Ob- ^ 

servatory . . J 

Severndroog Castle.. 
VVrotham Station .. 

Stede Hill Station . 

Leith Hill Station 
Dover Castle Station 
Tolsford Station . . 

Frant Church . 

Folkstone Station.... 
Tenterden Church . 
Crowborough Station 
Church of Notre Dame, Calais 
Blancnez Station 
Dungeness Light House 
Fairhght Station 
Fiennes Station .. , 
Montlambert Station .. 


Section 6 . —Observations of the pole star for determining the direction of the 

meridian. 

The following is the manner in which observations of the pole star have 
been usually conducted. The greatest elongation of the star and the time of 
its greatest elongation being computed, the theodolite was carefully levelled, 
so that the bubble of the level remained stationary during a whole revolution 
of the instrument. Then, at the time of the greatest elongation. General Roy 
states “the angle which the star made with the” (referring) “lamp being noted, 
the telescope removed, and the plane of the instrument being turned 180° or half 
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round, the telescope replaced and directed again to the star, the difference on 
the circle was found to be only 1 The same method was universally ad¬ 
hered to, in all places where observations of the star were obtained.” 

General Mcdge, in his account of the Trigonometrical Survey of Great Bri¬ 
tain, says: a At the time of the greatest elongation, when the observer was 
satisfied of the star being properly bisected, another person at the microscope 
bisected the dot.” “ The transit was then taken off, and the instrument being 
turned half round and the telescope replaced, the star was observed again. 
This precaution was taken to obviate the errors which might arise from the 
arms of the instrument being out of the parallel with the plane of the circle, 
owing to any imperfections in the positions of the Y’s on which the transit 
rested. It was however seldom found that a greater difference subsisted 
between the readings of the opposite microscopes than what might be sup- 
posed to be the consequence of a shake in thp ppntrp, or errors in division.” 

A little consideration will show that the method above described, of ob¬ 
viating an error which might arise from the arms of the telescope not being 
parallel to the plane of the circle, would not be successful except in the case 
of the vertical axis being strictly perpendicular to the horizon; but then, the 
error of the arms of the telescope or axis of the transit, (instantly detected by 
reversing the level,) could not well escape notice. There is however another 
source of inaccuracy to which azimuths by the pole star are liable, and which 
seems to have been wholly disregarded; I allude to an error of the line of col¬ 
li mation. The effect of this upon the azimuth in our latitude would be equal 
to about six tenths of the error of the line of collimation. This error may 
however be destroyed by inverting the telescope, or placing that end of the 
axis which was to the east, to the west; and taking a mean of the obser¬ 
vations of the star in both positions. 

It must be evident that in taking the greatest elongation of the pole star, 
the observer is most inconveniently pressed for time; for the azimuth then 
varies about 1" in four minutes; and besides this, should a passing cloud 
obscure the star, the observation for that day is lost; consequently by this 
method of proceeding, a long period is necessary before the direction of the 
meridian can be obtained. 

At Blancnez the weather was so tempestuous that the attempt to deduce 
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the direction of the meridian in the usual way appeared hopeless, and it 
occurred to me that it would be a far preferable method to note the time at 
the moment of observing the star, and thence to calculate the azimuth. I 
was thus enabled to obtain as many observations as I thought convenient, 
choosing the time when the star was near its greatest elongation, and when 
consequently its motion in azimuth was the slowest. 

The method pursued was the following:—The instrument being very care¬ 
fully levelled, some terrestrial object was observed. The telescope was then 
directed to the pole star, and the star being bisected and the time noted, the 
microscopes were read off. Several observations of the star having been thus 
made, the telescope was taken out of the Y’s and inverted, the end of the axis 
which was to the east being now turned towards the west, and sometimes, but 
not always, the circle was turned 180° or half round. Similar observations of 
the star were then made with the telescoj>e in this position, and lastly the ter¬ 
restrial object was again observed. 

To lessen the labour of computation, the mean of each two successive obser¬ 
vations was taken, and from the calculated azimuth of the star the reading at 
the meridian was deduced. The mean of such readings for each position of 
the telescope, compared with the reading of the observed terrestrial object, 
gave the apparent angle of this object with the meridian; and lastly, the mean 
of the bearing thus obtained in each position of the telescope gave the true 
bearing. 

On the morning of the 2nd October, 1821, the first observations of the pole 
star were made at Blancnez ; but it blew so violently, that from this, or from 
some other cause which I cannot discover, these observations, though agree¬ 
ing well among themselves, differ so widely from those made on the evening 
of the 3rd, under more favourable circumstances, that I have declined employ¬ 
ing them. 

The object proposed, in observing the direction of the meridian at Crow- 
borough, Fairlight, Tolsford, and Blancnez, was to obtain the longitude of 
Blancnez independently of any assumed ellipticity of the earth. Crow- 
borough and Tolsford, and Fairlight and Blancnez are also respectively well 
situated for obtaining the length of a degree perpendicular to the meridian. It 
is well known, however, that a very small error in the observed direction of the 
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meridian will produce an error of considerable magnitude in the length of the 
perpendicular degree;—and we shall ultimately perceive that deductions of 
this kind from observations of the pole star, appear to be little, if at all, 
worthy of confidence. 

It has been demonstrated that the sum of the three angles upon a sphere 
and spheroid is so nearly equal, that the difference when the stations are 
nearly east and west is absolutely insensible. Having, then, the co-latitudes 
of two stations, with the observed angle at each, between the meridian and 
the other station, and consequently the sum of these angles, the difference of 
longitude or the angle at the pole is obtained by the following method: 

As the tangent of half the sum of the co-latitudes is to the tangent of half 
their difference; so is the tangent of half the sum of the observed angles, to 
the tangent of half their difference. 

The triangle is thus reduced to a spherical triangle, in which two angles 
and two sides are given to find the third angle. 

The deductions from the observations detailed in the Appendix are as 
follow: 


Crowborough and Fairlight: distance 12526/72 feet. 


At Crowborough, the observed angle between the 
meridian and Fairlight. 

At Fairlight, the observed angle between the me¬ 
ridian and Crowborough.. 

The deduced spherical angle at Crowborough .... 

The deduced spherical angle at Fairlight ...... 

The resulting difference of longitude .. 


121° 4'58".36 

58 33 26 .14 

121 13 52 .60 
58 24 31 .90 
0 27 46 .67 


Crowborough and Tolsford: distance 213116.39 feet. 


At Crowborough, the observed angle between the 
meridian and Tolsford. 

At Tolsford, the observed angle between the me¬ 
ridian and Crowborough.. 

The deduced spherical angle at Crowborough .... 
The deduced spherical angle at Tolsford ....... 

The resulting difference of longitude.* . 

mdcccxxviii. 2 B 


84° 59' 34,".35 

94 17 21 .56 

84 58 27 .84 
94 18 28 .06 
0 55 21 .39 
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Fail-light and Blancnez : distance 252/05.02 feet. 

At Fairlight, the observed angle between the me- 1 

ridian and Blancnez...J ™ 73 

At Blancnez, (3rd October,) the observed angle be- 1 
tween the meridian and Fairlight.J 

The deduced spherical angle at Fairlight. 85 35 43 .07 

The deduced spherical angle at Blancnez ...... 93 33 27 -77 

The resulting difference of longitude ......... 1 5 29 


93 32 31 .11 


Adding together the longitude of Crowborough and the differences of lon¬ 
gitude obtained by means of the azimuths, we have between 


Greenwich and Crowborough .0° 9' 21".4 5 

Crowborough and Fairlight . 0 27 46 .67 

Fairlight and Blancnez.1 5 29 


Longitude of Blancnez. 1 42 37 .12 

Differing 10".33 in defect, from the longitude found by employing as the 
compression. 


Section 7. —Of the length of the degree upon a circle perpendicular to the 

meridian. 

I have already remarked that Crowborough and Tolsford, and Fairlight 
and Blancnez, were respectively very favourably situated for the determi¬ 
nation of the length of degrees perpendicular to the meridian at each of 
these stations: I shall now proceed to state shortly the manner in which the 
computation was made. 

Having obtained by means of the azimuths the difference of longitude, we 
have a right-angled spherical triangle, the base of which (the co-latitude of 
the given station,) and the angle at the pole, (the difference of longitude,) are 
given, to find the perpendicular. Having obtained this arc, we have next to 
compute the corresponding terrestrial perpendicular. This is effected by 
means of a small triangle considered as spherical, in which we have the ter¬ 
restrial distance between the two stations given, and by means of the azi¬ 
muths two of the angles are deduced. The spherical excess being then com¬ 
puted, and one third subtracted from each of the two angles, the remaining 
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angle is obtained* and the length of the perpendicular arc in feet is calculated 
by plane trigonometry. 

Lastly* having the perpendicular in arc and also in feet* the number of feet 
(or fathoms) due to the degree is found by simple proportion. 

I shall give the angles of the small triangles used for obtaining the ter¬ 
restrial perpendicular* in order to facilitate any examination of the work. 


At Crowborough. 


At Tolsford. 


Crowborough 

4 0 25.65 


4 0 25.40 

Tolsford .... 

4 17 21.56 


4 17 21.3 

Tolsford .... 

85 42 38.44 


85 42 38.20 

Crowborough 

84 59 34.35 


84 59 34.1 

ReraainingZ 


0.74 

90 16 56.40 

RemainingZ 


0.80 ■ 

90 43 4.6 


At Fairlight. 

Fairlight ... 

4 23 20.27 


4 23 19.89 

Blancnez.... 

86 27 28.89 


86 27 28.51 

RemainingZ 

— 

1.15 

89 9 11.60 


At Blancnez. 


Blancnez_ 3 32 31.11 3'32 30.80 

Fairlight .... 85 36 39-73 „ 85 36 39-42 

RemainingZ _ 0.93 90 50 49-78 


In the manner before explained* we obtain 
The perpendicular arc at Crowborough 34' 47 ,; .84 equal to 212532.00 feet. 

The perpendicular arc at Tolsford . . . 34 45 .71 equal to 212329.66 feet. 

The perpendicular arc at Fairlight... 41 19 .32 equal to 252250.29 feet. 

The perpendicular arc at Blancnez . . 41 16 .77 equal to 251991.98 feet. 

The length of the degree perpendicular to the meridian 1 f 

at Crowborough. . J i / 

..at Tolsford ... . 61081.3 fathoms. 

.at Fairlight. 61045 fathoms. 

.at Blancnez. 61045.3 fathoms. 


And taking the means of the latitudes of Crowborough and Tolsford* and of 
Fairlight and Blancnez, and the means of the respective perpendicular degrees, 
we have 

The perpendicular degree in lat. 51° 4' 43".47 = 61079.17 fathoms. 

and in lat. 50 54 3 .12 = 61045.15 fathoms. 


2 b 2 
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A moment's examination is sufficient to show that these results are totally 
unworthy of credit; and that the length of the perpendicular degree above 
given, must be erroneous about one hundred fathoms. 

As very great care was bestowed in making the observations, it is important 
to determine the degree of error in the azimuth, which would produce an error 
so considerable, as that which is here indicated. 

If 2 U be added to the azimuth at Crowborough mid to that at Tolsford, the 
resulting difference of longitude would be diminished 5". 14, and the length 
of the perpendicular degree would be increased 95 fathoms. 

Now an error of two seconds in azimuth may proceed from such a variety 
of sources, that it is scarcely possible to detect it. I think no one acquainted 
with the great theodolite would venture to assert that the level and its adjust¬ 
ment comprising that of the Ys, can be depended upon to within two seconds 
of the truth, and an error of 2 n in the level would affect the azimuth to the 
amount of about 2”.3. This error arising from the level, I have before ex¬ 
plained is not to be destroyed by turning the instrument half round; and were 
there no other source of inaccuracy, I should consider this alone, as an insur¬ 
mountable objection to the determination of azimuths by means of observations 
of the pole star. 

But in addition to this, the level may be affected by irregular local density. 
At Arbury Hill (one of the stations of the Trigonometrical Survey of Great 
Britain), it is known that the plumb-line of the zenith sector was deflected, so 
as to occasion an anomaly of seconds in latitude. The same cause of dis¬ 
turbance would equally affect the level, and this admits of no remedy. 

To the sources of inaccuracy, before enumerated, may be added a small un¬ 
certainty, (the fraction of a second for example,) in the polar distance of the pole 
star, which would influence the azimuth nearly double that quantity. The 
possibility, and I might perhaps venture to say the probability, of horizontal 
refraction, affecting the situation of the terrestrial object to which the star is 
referred, may also be considered; but this last is common to every method of 
obtaining the direction of the meridian. 

From what has been advanced, it should seem that observations of the pole 
star, for the purpose of determining the length of the perpendicular degree in 
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our latitude, are wholly Unworthy of credit, and that some other method less 
liable to error should be employed. 

Of these, the best which has occurred to me, is the well known method of 
observing a star when near the east or west point of the horizon, and from the 
time and the calculated azimuth to deduce the place of the meridian. Here 
the alteration of the azimuth from a variation in the refraction, must be care¬ 
fully taken into account, and the altitude of the star must therefore be ob¬ 
tained. 

It will not, however, be necessary to observe the star when very near the 
horizon, as the error in the azimuth arising from the level decreases as the 
tangent of the altitude, and at an elevation of 12° is scarcely more than two 
tenths of the error in the horizontality of the axis of the telescope. 


Section 8. —Of the heights of the stations above the level of the sea , and of the 
terrestrial refraction . 

Let the arc between the two stations be A. The depressions reciprocally 
observed at the two stations reduced to the height of the axis of the theodolite 
be D and d ; and let R be the mean terrestrial refraction. 

Then R = — + and should one of the stations appear elevated from 

the other station, calling the elevation E, we have R = _ . 

The axis of the instrument was about 5§ feet above the ground, and the 
angle subtended by this, at the distance between the stations being computed 
and subtracted from the observed depression, the apparent depression of a 
point at the height of the axis was obtained. The distance between the stations 
was converted into arc, by allowing 101.7 feet for each second, and with the 
arc and the apparent depression, the refraction was computed. The refraction 
being added to the depression, the difference between this and half the con¬ 
tained arc, gave the angle subtended by the difference in the height of the tw r o 
stations above the level of the sea ; the height of that station being in excess, 
at which the true depression exceeded one half of the contained arc. Lastly, 
the angle thus obtained, and the distance between the stations, gave the differ¬ 
ence of their heights in feet. 
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At Folks!one Pier, there is a flag-staff, the height of which was carefully 
measured, and found to be 37 feet above the Pier. From the pier to the mark 
on the tide gauge indicating XXI feet, was 5 feet. The harbour master 
informed me that the highest spring tides rose 20 feet. We have therefore 
43 feet from the top of the flag-staff to high water mark, and 63 feet to low 
water mark. 

By means of the side Tolsford from Folkstone in the following triangle, the 
distances from Folkstone to the flag staff, and from Tolsford to the flag staff 
were obtained. 

O i u 

Folkstone Pier Flag-staff .... - 

Folkstone station. 84 37 49 6152.0 feet. 

Tolsford station . . . . . . .13 414 27083.6 feet. 

With the depression of the summit of the flag-staff, observed at Folkstone 
and the above data, we obtain the height of the axis of the instalment at Folk¬ 
stone station above low water mark 559.1 feet. 

Similar observations were made at Tolsford, and the resulting height of that 
station above low water mark differed only 3 feet in defect from that obtained 
by means of Folkstone. The refraction employed in these computations was 
ilg of the contained arc. 

In the following Table, are given in one view the data and the computed 
results. 



Observed 
Depression 
or Elevation. 

Contained 

Arc 

A. 

Angle 
subten¬ 
ded by 
5$ feet. 

Mean 

Refrac¬ 

tion 

R 

l 

A 

R 

Angle of 
Difference of 
Height. 

Differ¬ 
ence of 
Height. 
Feet, 

Above 

low 

Water. 

Feet, 

Folkstone.. 

Horizon of sea. 

0 23 37 

i u 

25 33.1 

t ii 

i ii 

1 56.1 


O 1 II 


576.9 

Folkstone... 

Fairlight. 

0 10 44.6 

0 11 13 

25 21.85 

0 7.3 

1 49-42 

1 

Tf 

+ 0 0 14.2 

+ 0 11 2.9 

10.5 

559.1 

569.6 

Folkstone. 

0 13 50 

5 10 

0 35.6 

0 23-5 


101.4 

559.1 

Dover Castle . 


457.7 

Folkstone.. 

Blancnez... 

0 12 30 

21 59 

0 8.4 

1 39.9 


+ 0 3 2.0 

118.4 

559-1 

440.7 

Folkstone. 

Pier Flag Staff.... 

4 40 5 

1 0.38 

3 4.4 

0 4.6 


-f-4 36 35 

496.1 

559.1 

63.0 


! 
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Observed 
Depression 
or Elevation. 

Contained 

Arc 

A 

Angle 
subten¬ 
ded by 
5£ feet. 

* Mean 
Refrac¬ 
tion 

R. 

, 

A 

R 

Angle of 
Difference of 
Height. 

Differ¬ 
ence of 
Height. 
Feet. 

Above 

low 

Water. 

Feet. 

Folkstone... E 

Tolsford.D 

O / jj 

0 0 43.75 
0 5 43 

! / 11 

4 25 

/ II 

0 42.0 

1 ii 

0 23.9 

TT 

0 i u 

+ 0 3 144 

25.4 

559.1 

584.5 

Tolsford. .. 

Horizon of sea. 

0 23 39.7 

25 36.7 


1 57.0 




581.8 

Tolsford ... 

Stede Hill . 

0 6 10 

0 8 12 

17 13 

0 10.8 

1 36.3 

1 

TT 

+ 0 1 01.0 

31.1 

584.5 

615.6 

Tolsford . 

Folkstone Pier FI. Staff 

1 8 22 

4 26.25 

0 42.0 

0 20.2 


+ 1 5 48 

518.5 

581.5 

63.0 

Tolsford .. 

Fairlight. 

0 9 5 

0 9 7.5 

21 58 

0 8.5 

2 1.25 

1 

TT 

+ 0 0 1.25 

0.65 

584.5 

585.2 

Fairlight .. 

Horizon of sea. 

0 23 48.5 

25 45.6 


1 57.1 




586.7 

Fairlight... 

0 2 22 

20 30 

0 9.0 

1 28.5 




577.4 

Crowborough. 

0 15 29 

TT 

+ 0 6 33.5 

239.0 

816.4 

Fairlight.. 

0 8 43.5 

0 10 34 

22 34 

0 8.2 

1 46.45 




5774 

Stede Hill . 

tV 

+ 0 0 55.25 

36.9 

614.3 

Fairlight. 

Wrotham. 

0 8 56.5 j 
0 16 35 | 

29 8 

0 6.3 

1 54.55 

tV I 

+ 0 3 49.25 

197.7 

577.4 

775.1 

Stede Hill. 

Horizon of sea. 

0 23 56 

25 53.6 

I 

1 57.6 




591.6 

Stede Hill . 

Wrotham. 

; 

0 10 

0 12 57 

15 34 

0 11.91 

1 0.4 

TT 

+ 0 5 58.5 

165.1 

615.0 

780.1 

Stede Hill. 

Crowborough .. 

0 5 24 

0 14 49 

23 14 

0 8.0 

1 38.5 

1 

TT 

+ 0 4 42.5 

194.2 

615.0 

809.2 






Crowborough. 

Horizon of sea... 

0 27 58 

30 15.4 


2 17.4 




813.0! 

Crowborough ........ 

0 4 47.5 

0 13 21 

21 4 

0 8.8 

1 37 




812.8 

Leith Hill . 

tV 

+ 0 4 16.3 

159.6 

972.4 

Crowborough. 

Wrotham. 

0 8 9 

0 6 19.0 

16 23 

0 11.4 

1 8.6 

1 

TT 

4-0 0 54.7 

26.7 

812.8 

786.1 

Wrotham.. 

Leith Hill .. 

0 7 15.5 

0 15 17-25 

26 1 

0 7.1 

1 51.2 

l 

TT 

4-0 4 0.8 

185.6 

780.4 

966.0 

Leith Hill .. 

Horizon of sea. „.. 

0 30 42 

33 12.9 


2 30.9 




978.3 

Leith Hill . 

Severndroog . 

0 21 47 

23 43 

0 7-8 

1 48 


4-0 11 35.7 

488.4 

966.0 

477.6 

Blancnez . 

Horizon of sea.. ! 

0 20 33.3 

22 14.4 


1 41.1 j 




438.2 






i 





At every station from which the sea was visible, the depression of the horizon 
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was carefully observed, and the resulting heights will be found in the prece¬ 
ding table. These serve to verify to a certain degree the conclusions otherwise 
obtained. 

The mean of the proportion of the refraction to the contained arc, is and 
this has been employed on every occasion where the refraction was not deduced 
from reciprocal observations. 

I shall now give the elevation of the ground at each station, above the level 
of the sea at low water, the point chosen by other observers. 



Above low water 
Feet. 

By depression of 
horaon. 

Difference. 

Feet 

Folkstone Station .. 
Tolsford Station 
Blancnez .. 

553.6 

579.0 

435.2 
572.0 

452.2 

609.5 

807.3 

960.5 
775.0 

472.1 

571.4 

576.3 

432.7 
581.2 

465.8 

586.1 

807-5 

972.8 

Mean.. 

4-17-8 

- 2.7 

— 2.5 

4- 9.2 

—23.4 
+ 0.2 
+ 123 

Fairlight. 

Dover Castle Battle- \ 
ments. J 

Stede Hill Station .. 
Crowborough Station 
Leith Hill Station .. 
Wrotham Station .. 
Severndroog Castle 1 
Battlements .... j 

! + 1.5 


The mean of the differences is so small that we are authorized to conclude 
that no error of consequence exists in the heights above given; but as the de¬ 
pressions of the horizon were taken probably in various states of the tide, the 
mean result should perhaps have differed in defect about 10 feet. This, how¬ 
ever, may be fairly attributed to uncertainty in the refraction employed. 


In the course of the operations which have been detailed, great pains were 
taken to identify the stations, by the bearings of such objects as were conve¬ 
niently situated for the purpose ;—these are given in the Appendix. 

It is to be regretted that our excellent associate M. Arago has not yet 
published the results of his operations in France; and I must therefore, in 
the absence of higher authority, take the longitude of Calais, as given in 
the Connaissance des Terns, to be 0° 28' 59" west of Paris. Adding this to 
1° 51' 18".73 the east longitude of Calais from Greenwich, given by the present 
work, we obtain 2° 30' 17"73 for the difference of longitude between Paris 
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and Greenwich. This converted into time is 9 m 2 I s . 18, differing only 0 s .28 in 
defect from the admirable results obtained by the operations with fire signals, 
reported in the Philosophical Transactions for 1826, by Mr. Herschel. 

The truth of the preceding work wholly depends upon the degree of reliance 
that may be placed upon the base on Hounslow Heath ; and as the accuracy of 
this is in some measure questionable*, it is certainly desirable that a new base 
should be measured, to connect in the most unexceptionable manner the sta¬ 
tions at Leith Hill and Wrotham. The measurement of a base has hitherto 
not kept pace with the progress of other parts of geodetical operations ; but 
the elegant arrangement which Lieut .-Colonel Colby has recently imagined for 
compensating expansion, and which has already been tried in Ireland with 
perfect success, leaves no doubt of the future accuracy of this most important 
part of trigonometrical operations. 

APPENDIX. 

I have reserved for an Appendix such remarks as could not have been intro¬ 
duced in the body of the work, without interrupting the regular connection of 
its parts. 

The original observations are deposited with the Royal Society, and may be 
consulted whenever occasion may require. It has not been thought necessary 
to print them, as all the angles employed in this work have been carefully 
deduced from them, and are given at the end of the present communication. 
Idle letter prefixed to each angle indicates the name of the observer ; and where 
the degrees and minutes are repeated, it is to be understood that the instru¬ 
ment has been shifted, and the readings for the angle taken upon different 
parts of the circle. 

The great theodolite had originally only two opposite microscopes, and until 
the addition I am about to describe was made, the observations were con¬ 
ducted in the following manner. 

The instrument being carefully levelled, the objects were intersected, and 
the microscopes were read off; but it is evident the truth of the angle thus 
obtained would depend upon the accuracy of the divisions of the circle from 

* See Phil. Trans, for 1821, “ On the Comparison of various British Standards,” &c. 
MDCCCXXVIII. 2 c 
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which it was deduced. In order to do away any error of this kind, the whole 
instrument was shifted by turning it horizontally a few degrees; and being 
again levelled, the observations were repeated, and the angle was obtained on 
different parts of the circle. This operation was repeated seldom fewer than 
eight times, which it was supposed would be sufficient to do away errors of 
division. Now as at each observation the angle is deduced from readings 
taken on four different parts of the circle, eight repetitions of this kind would 
give a mean angle deduced from thirty-two different points of the instrument. 
The time, however, required for this was so considerable as to constitute a 
very serious objection; in addition to which, when the instrument had been 
recently shifted, it was feared the spring of the parts might introduce error. 
These inconveniences led me to have four additional microscopes fixed to the 
theodolite, at such distances as with one of the original microscopes to divide 
the circle into five equal parts. This arrangement of any number of micro¬ 
scopes or verniers which form a prime number, and the manner of using them, 
is due to Mr. Pond the Astronomer Royal, but was never published by him. 
By means of five microscopes, raising the telescope from the Y’s, turning the 
circle 180 ° in azimuth, and repeating the observations, the angle is obtained 
upon twenty different parts of the circle, without shifting the instrument, and 
consequently any error of division may be supposed to be reduced to a very 
small quantity. Employing in like manner three equidistant microscopes, the 
angle is obtained by readings upon twelve different parts of the circle. 

The second original microscope was not removed, and this afforded an 
opportunity of comparing the angles obtained by two opposite microscopes, 
with those deduced by means of five. 

In the course of this work I remarked a curious fact, new to me, and for 
which I was at a loss to account. In hazy weather when the staff was so faint 
as to be only just visible, it disappeared upon bringing it to the intersection of 
the cross wires, so that the angle could not be observed. 

A remedy for this inconvenience was suggested and put in practice by Mr. 
Gardner. The horizontal spider s web of the micrometer being moved above 
the centre, Mr. Gardner succeeded in lodging upon it a very minute particle 
of dust. When the image of the staff was brought to this, it appeared as if 
planted upon a mole-hill, and we were thus enabled to observe with great 
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accuracy. I consider this as a very important improvement in the theodolite, 
and we availed ourselves of it upon all occasions excepting’ in the observations 
of the pole star. 

As I was desirous of knowing the degree of precision with which an object 
could be observed with the telescope of the great theodolite magnifying about 
fifty times, and also the accuracy with which the microscopes could be read 
off, as well as the comparative merits of cross wires and Mr. Gardner’s dot, 
we resolved to make some experiments on the subject. A staff upon a steeple 
w r as taken which was faintly seen; Colonel Colby marked the time occupied 
by the observations, and Mr. Gardner read off a certain microscope. The 
position of the telescope and of the micrometer of the microscope were of 
course altered between each observation. The following were the results:— 


With the Cross Wires. 

Time at the commencement... 0 h 43™. 


Observations 

1. . 

Readings. 

. . 35"| 

Observations. 

6. . . 

Readings. 

- 36"* 

2. . 

. . 35 i 

j. . . 

. 35 i 

3. . 

. . 35 | 

8. . . 

. 36 S 

4. . 

. . 35 i 

9. . . 

. 36 1 

5. . 

. . 35 l 

| 10. . . 

. 36 | 


Mean . 

. . 36".03 



Time at the end . . . 0 h 45 m 15 8 . 


With Mr. Gardner’s Dot. 


Time at the commencement.. 

. 0 h 47™. 

Observations. 

1. . . 

Readings 

. m 

Observations. 

6. . . 

Readings. 

. 1% 

2. . . 

. 1 1 

/» * . 

. 2 

3. . . 

. 11 

8. . . 

. 1 $ 

4. . . 

. 2 

9. . . 

. 2 

5. . . 

. 2 

10. . . 

. 2 i 


Mean . 

. . 1".9 


Time at the end 

. . . 0 h 48™ 27 s . 


The time occupied in making ten observations with the cross wires was 
2™ 15 s , and the greatest difference from the mean 0".72. 

The time required for ten observations with Mr. Gardner’s dot was l m 27 s , 
and the greatest difference from the mean only 0".4. 

These experiments appear to be important; they seem to show that in any 
single observation the combined errors of the telescope and microscopes can¬ 
not exceed, when the cross wares are employed, three quarters of a second, and 
when Mr. Gardner’s dot is used, they amount only to four-tenths of a second. 
The time, too, required for the latter observations is little more than half of 
that which is requisite for the former. 

Much error has been supposed to arise both in astronomical and geodetical 
observations, from unequal expansion of the limb of the instrument. In order 

2 c 2 
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to bring this to the test of experiment, the index of one of the microscopes 
was placed at zero, and a certain division on the circle brought to its wire. 
The other microscopes were then read off, the divisions under them having 
been carefully bisected, and the mean was registered. A piece of lead was 
placed in boiling water until it acquired the same temperature; and it was 
then laid upon the limb of the instrument, between two of the microscopes. 
Having allowed some time to elapse, the first division was again brought to 
the zero microscope, and the other divisions bisected by their respective 
micrometers; when the readings were found to be very different, but the mean 
varied little from the mean first taken. These experiments were repeated with 
the same results, and satisfactorily proved that no error of consequence is to 
be feared from unequal expansion of the circle when several microscopes are 
employed. 

Very different, however, was the consequence of applying the hand to any 
one of the radii to which the microscopes were attached. Then, the expansion 
which took place immediately and to a very considerable degree, affected the 
mean of the readings, by altering the position of the microscope to the support 
of which the hand had been applied. 

From these experiments we may infer the very great importance of securing 
the permanent respective positions of the microscopes. Perhaps this might be 
best effected by imitating the principle of the mural circle. In this instrument 
the microscopes are firmly attached to a wall, and any sensible change in their 
relative positions can scarcely be imagined to take place. In like manner the 
microscopes of portable instruments might be fixed to a solid plate of metal; 
and this being a good conductor of heat, should any partial change of tem¬ 
perature take place it is probably to be expected that it would be so rapidly 
diffused throughout the whole mass as to occasion no perceptible change in 
the relative distances of the microscopes from each other *. 

During our stay at Fairlight, a source of error was remarked which it may 


* In instruments constructed m the usual manner, where the microscopes are attached to arms or 
radu, these may be covered to some thickness hj strips of flannel or leather, and thus the ill con¬ 
sequences to be apprehended fiom currents of an of different temperatures may, perhaps, be avoided 
The great theodolite was treated m this manner, but as this w'as done at Chingford, the last station 
we \isited, no opportunity was afforded of remarking the effect. 
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be important to mention. An object having been carefully bisected by 
moving the tangent screw slowly in one direction, and the microscopes read 
off, the result was found to differ three seconds from that obtained when the 
tangent screw was moved slowly in the opposite direction. This could arise only 
from friction upon the axis, and the yielding of the radii of the circle, when 
drawn by the tangent screw clamped to its circumference. Numerous ex¬ 
periments were made with similar results; so that the force thus applied to 
the circumference of the circle, occasioned an error of one second and a half, 
plus or minus, according to the direction in which the tangent screw was 
made to act. 

On shaking the screw, if I may so express myself, backwards and forwards 
with little jerks, before the object was finally bisected, the error just described 
was obviated. It would perhaps, however, be preferable, instead of giving 
motion to the instrument by means of a tangent screw acting on the circum¬ 
ference of the circle, to have a bar, connected at one end with a tangent 
screw, and a collar at the other end passing round the axis, to which it might 
be clamped at pleasure. The axis would then be the first part moved, and 
the probable error arising from dragging the instrument round by the limb 
would be avoided. This arrangement seems to be particularly called for in 
circles of large dimensions. 

The errors which may arise from lateral refraction have often been sus¬ 
pected but never clearly ascertained. In the course of our work, however, we 
had such evidence of the fact as to leave no doubt of its existence. The angle 
between the same objects would differ under the most favourable circum¬ 
stances about five seconds on different days, and perhaps a second and a half 
or two seconds may be considered as the error which may affect an angle 
from lateral refraction in an ordinary state of the atmosphere. During the 
observations at Stede Ilill one fine day, the telescope being directed to the 
staff at Wroth am, a shower rapidly approached from the left, and the staff 
gradually receded from the cross wires until it was obscured by the inter¬ 
vening haze. At Leith Hill, after unfavourable weather, it cleared up in the 
evening, and though there was no wind, very extraordinary differences were 
perceived in the angles, for which it would have been difficult to assign any 
other cause than lateral refraction, varying considerably at short intervals. 



198 


CAPTAIN KATER ON THE DIFFERENCE OF 


At Montlambert we had very decided evidence of lateral refraction affecting 
the angle between Fairlight lamp and Tolsford lamp. These objects were 
taken on the evening of the 13th October, by M. Arago, Colonel Colby, and 
myself, under the most favourable circumstances. The observations were 
repeated on the morning of the 14th, and the mean of the five deduced angles 
differed from the mean of the seven angles of the preceding evening 2". 13. 
In the table of the angles at Montlambert I have separated those of the 
evening of the 13th from those obtained on the morning of the 14th by a 
dotted line. So persuaded was I of the existence of this source of inaccuracy, 
that I seldom left any station until I found the difference between an angle 
observed at different times amount to about five seconds, which 1 considered 
to be the extreme limits of error. 

There is a source of error in the great theodolite, and which may attach, 
though from different causes, to other instruments which are read off by 
means of microscopes : I allude to the variation in “the run’', as it is termed, 
of the microscope. The head of the micrometer is divided into sixty parts, 
consequently each part should be equal to one second, and one revolution 
equal to a minute. In order to effect this, the object-glass of the microscope 
is placed by the observer at such a distance from the limb of the instrument 
as to form an image of the arc comprised between two neighbouring divisions, 
of such an extent as that the micrometer head shall make an even number of 
revolutions equal to the number of minutes, in passing over the space from 
division to division. This having been nearly attained, the tube containing 
the eye-glass and micrometer is moved until the divisions are seen distinctly, 
and the operation is repeated until the result is satisfactory. Now, in taking 
the instrument from station to station, the cone of the theodolite is lowered 
upon the axis to prevent injury, and the adjustments just described must be 
repeated at each station. But this is not the only inconvenience; for the 
microscopes will frequently alter their run from expansion, or any cause 
which may affect the distance between the limb and the object-glass. On the 
occasion of comparing certain standards of linear measure, I abandoned the 
usual form of the micrometer microscope, for an arrangement which, I con¬ 
ceive, possesses decided advantages over it; and which, in the case of circular 
instruments, appears to he liable to no other inconvenience than that of re- 
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quiring the use of a table to reduce the measurements to arc. If a microscope 
furnished with cross wires fixed in the focus of the eye-glass be moved parallel 
to itself by a micrometer screw, it will measure the actual distance which it 
passes over, and no error can arise from a variation of the distance between 
the limb of the instrument and the object-glass of the microscope. It pos¬ 
sesses also this further advantage, that the object-glass may be changed, and 
the power of the microscope varied at pleasure without affecting the scale. 
This construction, I cannot but feel, would be a considerable improvement if 
applied to astronomical circles, where very minute quantities are the objects 
of research; as any error arising from the want of strict perpendicularity of 
the plane of the circle to the axis of motion, or from any other cause which 
might vary the distance of the circle from the microscope, would be avoided. 

I have stated that staffs were erected at Fairlight and at Folkstone near the 
lamps. These were occasionally taken at Blanenez 'and Montlambert, and a 
correction therefore became necessary to reduce such angles to what they 
would have been had the lamps been observed. To obtain the data for com¬ 
puting this correction, Mr. Gardner made a plan (Plate X.) of the relative 
positions of the staff and lamp for each station. 

A sketch of the triangles constituting the present work is given in Plate XI. 
The Tables require little explanation. The angles are given as deduced by 
means of five microscopes, and also by the two opposite microscopes. At 
Blanenez the letters indicating the names of the observers have not been 
prefixed, as the angles were individually determined by every one of the party. 
To the observed angles at each station is added the manner in which such an¬ 
gles have been derived, as could not be obtained by direct observation. Lastly, 
the readings are given of such objects as were selected for the purpose of iden¬ 
tifying the stations: and here it is necessary to bear in mind that the degrees 
of the great theodolite are numbered from zero to 180 °, and that then the num¬ 
bering is recommenced. 

Tables are also given detailing the observations of the Pole-star. From the 
observed time, the error of the chronometer, and the time of the star’s south¬ 
ing, the horary angle is computed in mean time and in degrees; and by means 
of the horary angle, the polar distance, and the co-latitude, the azimuth is 
deduced, and the reading at the meridian is obtained. 
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Tahirs of Observe* 


tfes, 8gc. 


At Hanger Hill. 


j Severndroog and Leith Hill. 

Westminster Abbey and Leith Hill, j 

Observers. 

Jive 

Microscopes. 

Mean. 

Five. 



Observers. 

Five 

Microscope. 

Mean. 

Five. 



G. 

83 2$ 24.08 
24.67 

24.32 



G. 

gl 59 59.16 
57.75 

58.45 



G. 

83 26 21.60 
23.45 

22.52 



G. 

84 59 56.95 
57.65 

57.30 



G. 

83 26 23.85 
21.25 

22.55 



K. 

84 59 59.90 
56.75 

58.32 



G. 

83 26 24.90 
24.30 

M| 



1 G. 

84 59 59.87 
57.95 

58.91 



G. 

83 26 23.90 

■ 



G. 

84 59 58.95 

58.95 




23.50 



; K. 

84 59 64.80 

55.67 



K. 

83 26 25.10 

23.92 




56.55 




22.75 

, 


K. 

54.40 

55.87 



C. 


21^2 




57.35 




21.70 



C. 

54.83 

52.15 

53.49 









Mean .... 

23.28 | 



G. 

_ 

54.37 

54.37 



| Rejecting the last, 23.60 



Mean .... 

56.81 



Leith Hill and St. Paul’s. 




Observers. 

Five 

Microscopes. 

Mean. 

Five. 






G. 

93 13 2.50 
3.70 

3.10 







Observations for identifying the Station. 


Headings, 
o / U 

Harrow Spire.... 178 48 35.31 

Small white Spire, distant about 

two miles, supposed Kingsbury 52 12 87.50 
Hendon Church Vane-staff .... 57 5 49.12 

Pancras New Church.. Ill 56 11.75 

Marylebonae Church.......... 114 20 51.50 

Bayswater Chapel .... 116 8 11.25 

St. Paul’s .... 118 20 56.90 

WestminsterAbbey(N.W, pinnacle) 126 31 l t % 

Leith Hit Statimi 31 34 6.12 

* 


Readings. 

9 t ft - 

Dome of Chelsea College ...... 136 13 51.50 

The Ball of the Horizontal Mill 
at Battersea .............. 144 35 14 

Battersea Spire.. 145 17 20 

The Centre of Knockholt Beeches 154 17 12 
Cupola of a new Church, five miles 158 33 59 
Croydon Church Tower........ 165 20 51 

Kew Pagoda ..... w, 21*46 5% 

Vane of Ealing Cupola ......... 36. 31 56 

Windsor Castle Flag-staff__ _ 102 83 39.75 


•fe e s-8 § g s- 
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At Severndroog Tower. 


| Wroth am, and Leith Hill. 

Chingford and Wrotham. 

Observers. 

Five 

Mean. 

Two Mi- 

Mean. 

Observers. 

Five 

Mean. 

Two Mi- 

Mean. 

Microscopes. 

Five. 

croscopes. 

Two. 

Microscopes. 

Five. 

croscopes. 

Two. 

K, 

8(> 25 58.70 

* 

58.12 

- 

K, 

149 26' 18.75 

18.25 

17.88 

17.69 

C.K.&G. 

57.10 

57.20 

57.00 

57.91 


17.75 

17.50 


57-30 

58.82 

C.K.&G. 

18.10 

17.10 

18.63 

16.37 


58.15 

57.77 

58.87 

59.12 


16.10 

14.12 


57.40 

59-38 


15.60 

17-05 

14.13 

16.37 


56.45 


63.25 



18.50 

18.62 

G. 

57.96 

53.55 

55.75 

58.92 

56.00 

57.46 


21.20 

18.60 

19.90 

15.38 

24.75 

20,06 

K. 

54.10 

56.20 

57.44 

58.72 

G. 

16.37 


15.00 



58.30 

60.00 

K. 

18.10 

16.92 

12.60 

14.87 

15.06 

. c - 

57.00 

56.50 

56.75 

58.88 

57-00 

57.94 

K.C.&G. 

15.75 
149 26 13.25 

15.25 

12.63 

G. 

57.65 

59-85 

59.62 

60.93 

11.95 

11.00 

11.81 


62.05 

62.25 


13.50 

12.87 

13.50 

13.62 

K.C.&G. 

86 25 56*05 

56.37 

52.50 

54.25 


12.25 

13.75 


56.70 

56.00 


149 26 14.45 

16.45 

14.12 

15.00 


54.90 

50.65 

52.77 

54.12 

48.88 

51.50 


18.45 

15.88 


53.65 

55.10 

54.37 

52.87 

53.25 

53.06 

C. &K. 

149 26 


11.79 

10.13 

10.00 

12.00 

10.96 

K.C.&G. 

86 25 


57-00 

58.15 




11.00 




59.31 

* 

149 26 


17-00 



86 25 


53.75 

56.87 




20.00 





60.00 


149 26 


12.00 

11.81 




57.75 

58.56 




11.62 


' 


59.38 




14.37 

13.56 


86 25 


57.12 

57.75 




12.75 




58.38 


149 26 


15.75 

14.81 




59-50 

59.00 

59.25 




13.88 

12.75 


86 25 


60.00 

60.18 




14.00 

13.37 




60.37 


149 26 


17.13 

14.63 




59-50 

57.75 

1 

i 



12.13 




56.00 

G. 

149 26 15.15 

15.10 

13.38 

14.25 


57-50 

56.65 

57.00 

57.87 


15.05 

15.13 


55.80 

58.75 

G. 

16.10 

15.80 

16.00 

15.62 


54.95 

56.92 

57.50 

57.87 


15.50 

15.25 


58.90 

58.25 

G. 

15.45 

15.17 

10.37 

12.62 


86 25 61.40 

61.02 

59.88 

60.13 

14.90 

14.87 


60.65 

60.38 

G. 

149 26 


13.75 

14.44 

13.25 


57.35 

58.40 

57.87 

56.75 

59-38 

58.06 

K-&G. 

12.85 

1 1 K A 

12.17 

15.13 

16.50 







1 LoU 


10.00 



56.88 


57.67 











15.78 


14.31 










58.11 j 


58.40 








1 


14.56 


36 

1 _ ! 




|13. 


* A bad dot. 


MDCCCXXVIII. 


2 D 
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Hanger Hill and Chingford. 

Observers. 

Eve 

Microscopes. 

Mean. 

Five. 

Two Mi¬ 
croscopes. 

Mean. 

Two. 

K. 

62 

57 24.05 
23.30 

23.67 

25.25 

23.62 

24.44 

K.C.&G. 

62 

57 


24.50 

25.75 

25.12 





22.50 

21.38 

21.94 





22.75 

23.25 

23.00 


62 

57 


21.87 

23.87 

22.87 





24.50 

23.12 

23.81 

I 

1 

62 

57 


26.50 
| 25.50 

26.00 

! 




25.27 

27.19 

[26.23 

G. 

62 

57 


1 23.38 


G. 




24.63 

25.00 

24.81 


Mean__ 

l 

_ 23.67 

24 25 


Sevemdroog Tower (Continued). 


Chingford, and Westminster Abbey. 


Observers. 

Eve 

Mean. 

Two Mi- 

' Mean. 

Microscopes. 

Five. 

croscopes. 

Two. 

K. 

! 6°1 33 50.25 
52.65 

51.45 

50.13 

52.87 

51.50 

C. 

48.55 

50.90 

49.72 

48.37 

50.88 

49.62 

K. 

51.95 

49.55 

50.75 

53.13 

49-25 

51.19 

G. 

52.00 

51.80 

51.90 

52.50 

52.50 

52.50 


Mean.... 

■EbIUhhESI 


Chingford, and Greenwich Observatory. 


Leith Hill and Chingford. 


K. 124 7 42.55 
C. 44.80 

46.60 

C. 46.25 

44.10 

C. 42.35 

G. 45.67 

K. 47.80 

45.95 

K.C.&G. 124 7 50.70 
51.35 

K.C.&G. 51.60 

57-10 


Mean. 

Two Mi- 

Mean. 

Five. 

croscopes. 

Two. 

" 

44.00 

" 

45.70 

44.37 

47.O6 

45.71 

45.17 

47.00 

42.00 

44.50 


41.37 



46.08 ! 


46.87 

47.69 

44.75 

46.22 

51.02 

54.87 

53.00 

53.93 

54.35 

42.38 

57.37 

49.87 

48.62 

47.07 

48.05 



Ob 

Five 

Mean. 

Two Mi- 

Mean. 


Microscopes. 

Five. 

croscopes 

Two. 

C. 

60 55 19.10 
20.75 

19.92 

19.37 

22.50 

20.93 


19.30 

24.05 

21.67 




20 05 


21.00 


K.C &G. 

20.50 

23.25 

21.87 

22.50 

25.75 

24.12 


20.60 

22.35 

21.47 

23.50 

23.12 

23.31 


Mean ... 

21.23 


22.79 


Chingford and St. j 

3 aul’s. 



Eve 

Mean. 

Two Mi¬ 

Mean. 

C/D servers* 

Microscopes. 

Eve. 

croscopes 

Two. 

G 

5*1 43 17-20 
19.35 

18.27 

16.87 

19-38 

18.12 

K, 1 

18.15 

18.85 

18.50 

18.88 

19.50 

19.19 

C. 

15.65 

18,42 

16.00 

18.87 


21.20 

21.75 

K. 

j 

20.55 

19.95 

20,25 

21.63 

21.62 

21.62 

g. 

20.25 

19-40 

19-82 

21.12 

21.00 

21.06 


Mean.... 
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Angles derived at Sevemdroog Castle. 


Chingford and Wrotham .... 

o 

.. 149 

i 

26 

II 

13.36 

Wrothaxn and Leith Hill .... 

.. 86 

25 

58.40 

Hanger Hill and Chingford .. 

.. 62 

57 

24.25 

Sum. 

...298 

49 

36.01 


360 

0 

0.00 

Hanger Hill and Leith Hill .. 

.. 61 

10 

23.99 

Hanger Hill and Chingford .. 

.. 62 

57 

24.25 

Chmgford and Leith Hill .... 

.. 124 

7 

48.62 


61 

10 

24.37 


61 

10 

23.99 

Mean.. Hanger Hill and Leith 

Hill 61 

10 

24 18 


Chmgford and Leith Hill ...... 124 7 48.62 

Chingford and Westminster Abbey 61 33 50.95 

Leith Hill and Westminster Abbey 62 83 57.67 


Chmgford and Leith Hill ...... 124 7 48.62 

Chmgford and St. Paul’s ...... 51 43 19.05 


Leith Hill and St. Paul’s... 72 24 29.57 


Observations for identifying the Station. 


Eltham Spire. 

Cupola on Bromley Tower .... 
Beckenham Spire ... 

Leith Tower (Centre) 

Croydon Church (Centre) 
Norwood Mill 
Lewisham Church Vane 
Leigh Spire (Centre) ... 

Peckham Chapel Spire . 

Deptford Spire . 

New Chapel east side of Black- 


heath Cross.. 

47 

37 

49.50 

Centre of Octagon Room, Royal 




Observatory .. 

52 

53 

80.62 

Vane Cupola of Greenwich Ob- 




servatory . 

52 

58 

1.12 

Greenwich Spire . 

57 

7 

5.00 

Newmgton Butts Church Cupola 

56 

26 

27.50 

St. George’s Church Spire (Cop- 




t>er Ball')... 

56 

34 

19.12 


Readings. 

West Cupola of Greenwich Hos¬ 
pital . 58 15 23.50 

East Cupola of ditto. 58 45 37.12 

Bermondsey Church. 58 51 44.00 

St. Saviour’s Church (Centre) .. 59 30 25.87 

Spire North end of London Bridge 61 38 45.87 

St. Paul’s ... 62 5 30.87 

St. Dunstan’s East,.. 62 23 20.00 

The Monument. 62 6 22.50 

The Tower Flag-staff ........ 62 34 18.12 

Flamsteed’s Observatory, N.E. 

Cupola of the Tower. 62 41 59.75 

St. Matthew’s Bethnal Green, a 

Tower with a Cupola,....... 74 49 57.12 

Limehouse Church... 75 7 4.87 

Charlton Church Flag-staff .... 81 14 6.37 

Direction of Roy’s Station. 98 15 0.00 


Woolwich Church Flag-staff,. .. 125 27 18.50 


Readings. 

145 27 51.25 
152 4 39.25 
169 16 1.25 

169 39 15.00 
174 29 33.75 
8 27 53.12 
23 32 37.37 
31 37 34 00 
42 39 4.87 

50 21 9.56 


2 p 2 
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Chingford (Continued). 

With the Ordnance Theodolite, July 1323. 


Sevemdroog and St. Paul’s. 

Wrotham, and Centre of Observatory. 

Observers. 

Three 

Microscopes. 

Mean. 

Three. 



Observers. 

Three 

Microscopes. 

Mean. 

Three. 



K. 

39 6 36.92 
35.50 

36.21 



K 

29 26 25.96 \ “ \ 

29J>9 ! 

9*7 33 . . ! 



Westminster Abbey and Sevemdroog. 

27.41 
28.91 
26.50 
28.67 
27 75 
28.75 
24.92 
29 26 23 42 
24 50 

27-37 

27 70 

28 21 

26 82 

23 96 

Observers. 

Three 

Microscopes. 





42 52 09-42 
09-50 
09-42 
42 52 12.12 
42 52 10.35 






Mean .... 

26.93 




Mean 10 16 






Observations for identifying the Station. 



Headings. It 

Readings. 


O 1 II 

O 4 4 $ 

. _ 108 as £9.87 

Holloway Chapel . 

.. 43 36 31.87 Barnet Church Vane .. 

. .. 104 25 22.50 

Chingford Church Tower .... 

.. 41 44 15.75 



At Wrotham. 



Crowborough, and Leith Hill. 

Fairligbt and Sevemdroog. | 

Observers. 

Five 

Mean. 

Two Mi- 

Mean. 

Observers. 

Five 

Mean. 

Two Mi- 

Mean 

Microscopes. 

Five. 

crdfecopes. 

Two. 

Microscopes. 

Five. 

croscopes. 

Two. 

K. (p.m.) 

53 57 50 00 
49 95 

49-97 

50 00 
51.25 

50.62 

K. 

162 35 46.45 
50.35 

48.40 

45 87 
50 75 

it 

48 31 

K. (a.m.) 

49 70 
49 95 

49 82 

50 25 
50.37 

50.31 

K. 

47-40 

45.65 

46.52 

46 75 

46 38 

46 56 

G. (P.M.) 

53 57 52 45 
53 40 

52.92 

51 75 

51 37 

51.56 

K. 

48.75 

45.40 

47-07 

48 75 

46 88 

47 81 

C. (p.m.) 

53 70 
51 25 

52 47 

51.75 

50 75 

51.25 

G. 

47.40 

44.05 

45.72 

46 63 
43.75 

45 19 

C. (p.m.) 

51.25 

49.25 

50 25 

50.75 

47 37 

49.06 

G. 

48.50 

46.65 

47-57 

49-25 

4712 

48 18 

G. (p.m.) 

51 05 
51 80 

51.42 

4975 

50.50 

50.12 

G. 

47-90 

48.15 

48.02 

48.75 
48 50 

48 62 

G. 

51 45 


50 88 


G. 

162 35 49.75 

48.25 

48 00 

46.43 

K. 

53 57 51 30 
50.80 
52.70 

51 05 

51 87 

51 13 

52 75 

51.50 


46.75 

44 87 

G 




Mean.. . 

47.36 


47 30 


Mean.... 

51 13 


50.63 

1 1 
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Wrotham (Continued). 


Severndroog and Chingford. 

Crowborough and Chingford. 

Observers. 

Five 

Microscopes. 

Mean. 

Five. 

Two Mi¬ 
croscopes. 

Mean. 

Two. 

Observers 

Five 

Microscopes. 

Mean. 

Five. 

Two Mi¬ 
croscopes. 

Mean. 

Two. 

G. 

G. 

C. 

G. 

G. 

C. 

G. 

C. 

G. 

13 58 44.55 
47.20 
13 58 41.00 
45.30 
42.12 
45.25 
45.60 
45.60 
42.50 

42.85 
42.65 

42.50 
13 58 46.40 

45.30 

44.85 
44.40 

44.50 
43.05 

45.87 

43.15 

43.68 

45.60 

42.67 

42.57 

45.85 

44.62 

43.77 

42.38 

47.37 

38.62 

1 39.88 

38.75 

42.38 

43.38 

41.37 

38.87 

39.75 

39.63 
39.63 

45.75 

44.37 
44.50 
44.00 
44,25 

45.88 

" 

44.87 

39.25 

40.56 

42.37 

39.31 

39.63 

45.06 

44.25 

45.06 

G. 

133 23 26 65 
23 75 

// 

25 20 

m 



Mean .... 

25.20 


24 87 

Stede Hill and Crowborough. 

Observers. 

Five 

Microscopes. 

Mean. 

Five. 

Two Mi¬ 
croscopes. 

Mean. 

Two. 

K. (p.m.) 

K. (P.M.) 

K. (A.M.) 

K. (a.m.) 

C. (a.m.) 

G. (p.m.) 

C. (p.m.) 

G. (p.m.) 

G. (p.m.) 

C. (p.m.) 

G. (p.m.) 

G. (f.mA 

K. 

K. 

93 16 5165 

51.30 
51.95 
49 45 
49 70 
47 65 

47 55 
47.55 

48 10 

50.30 
48.05 

93 16 48 30 
50.50 
50-90 
49-20 
52.85 
48.60 
93 16 51.65 
52 00 
. 50.55 

motlon 55.05 
51 90 
* 49-50 

51 25 
54-30 
93 16 53-00 

49 18 

44 30 

45 80 

46 35 
46 20 

51 47 

49 57 

47 60 

47 82 

4917 

49 40 

50 05 

50 72 

51 82 

50 70 

52 77 

51 09 

45 05 

46.27 

50.88 
51 50 
51 82 

50 87 

48 75 
47 06 
47 88 
47 88 

47 75 

49 37 

48 13 

49 50 

51 88 

51 25 

51 00 
53 75 

51 25 

51 88 
53 63 

51 63 
56 00 

52 00 

51 63 

52 63 
54-00 
49 75 
49 31 

44 63 

43 62 

44 50 

45 50 

51 19 

49 81 

47 47 

47 81 

48 75 

50 69 

51 12 

52 50 

52 75 

motion 

51 81 

53 31 

49.53 

44.12 

45 00 


Mean .... 

44.20 


42.26 

Leith Hill and Severndroog. 

Observers 

Five 

Microscopes. 

Mean. 

Five 

Two Mi¬ 
croscopes 

Mean. 

Two. 

K. (p.M.) 

K. (p.M.) 

C. (p.m.; 

K. (a.m.) 

G. (P.M.) 

C. (P.M.) 

G. (p.m.) 

G. (p.m.) 

k 

65 26 47 65 
48 80 

47 80 
46 50 

48 65 

46 60 
4925 
46.40 

65 26 48 55 
44 65 

44 80 

49 10 

47 10 
49 50 
52 00 

45 58 
65 26 45 40 

48 22 

47 15 

47 62 

47 82 

46 60 

46 95 

48 30 

48 79 

46 62 

47 63 

46 00 

44 63 

48.12 

45 38 

47 87 

45 88 
j 47.25 
j 45 50 
j 4713 
i 48 50 

47 75 

48.12 

51.00 

46 87 

4713 

47 12 

45 31 

46 75 

46 87 

46.37 

47 81 

47 93 

48 93 



Mean . ., 

49 54 


49 70 


Mean .... 

47 68 


47 14 
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| Stede Hill and Fairlight. 

Observers. 


Five 

Mean. 

Two Mi- 

Mean, 

Microscopes* 

Five. 

croscopes. 

Two. 

K. (P.M.) 

50 

5 

42.35 

38.55 

40.45 

42.13 

38.00 

40.06 

K. (p.m.) 



39-85 

40.50 

40.17 

40.12 

38.25 

39-18 

K. (a.m.) 



37.67 

37.75 

37-71 

36.44 

37.25 

36.84 

K. (a.m.) 



37.75 

39-05 

38.40 

37.25 
37.12 

37.18 

C. (a.m.) 



39-95 

38-95 

39.45 

38.62 

38.00 

38.31 

G. (p.m.) 

50 

5 

41.90 

44.50 

43.20 

41.87 

45.00 

43.43 

C. (p.m.) 



40.90 

42.90 

41.90 

40.88 

43.13 

42.00 

G. (p.m.) 



43.10 

41.75 

42.42 

j 42.50 
41.37 

41.93 

C. (p.m.) 

• 

50 

5 

40.15 

40.25 

40.20 

j 41.75 

I 42 88 

42.31 

G. (p.m.) 



41.10 

44.40 

42.75 

; 42.75 

46.63 

44.69 

C. (p.m.) 

supposed 38.70 
motion. 40.65 

L 9.67 

1 

41.00 

43.13 

42.06 

G. (p.m.) 



40.55 

41.70 

41.12 

43.12 

44.38 

43.75 


Mean .... 

140.62 

i 

. 140.98 


Wrotham (Continued). 


Fairlight and Crowborough. 


Microscopes. 1 Five, j croscopes. I Two. 


Mean. M Two Mi- } Mean. 


K. (p.m.) 

O 

43 

11 

9.60 

9 20 

940 

10 75 

10 50 

10 62 

K. (a.m.) 



9.98 

9-80 

9.89 | 

10 62 
10 63 

10 62 

K. (a.m.) 



9 80 
9 05 

9 42 

10 63 
10.63 

10 63 

C. (a.m.) 



10 35 

9 10 

9 72; 

10 75 

10 13 

10 44 

G. (p.m.) 

43 

11 

6 40 
6 00 

6 20* 

7 63 

6 88 

7 25 

C. (p.m.) 



10 00 
6 30 

8 15 

10 37 
7.87 

9 12 

G. (p.m.) 



9 75 
6 85 

8 30 

11 25 

i 9 88 

10 56 

G. (P.M.) 

43 

11 

10 55 
7 60 

9 07 

t 913 

: 700 

8 06 

C. (P.M.) 

suppose 

motion* 

1 11 85 
14 40 

13 12 

! 10 63 

; 12 87 

11 25 

G (p.m.) 



11 35 
7 80 

9 57 

' 8 88 

7 25 

8 06 


Mean .. 

| 9 28 


9 66 


Reject 8 

13 12 

8.86 


9 48 


Observations for identifying the Station. 


A Spire .. 23 47 47.00 A Tower about 2 miles distant .. 94 54 46.62 

A Tower near.. 23 51 18.25 Wadburst Spire ... 88 12 1.00 

The Station is in the north-west corner of a field upon Wrotham Hill, called “ The Plains.*’ 

At Leith Hill, 
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Leith Hill (Continued). 


Hanger Hill and Sevemdroog. 


Wxotham and Crowborough. 


Five Mean, f Two Mi- Mean, observers. 

Microscopes. Five, j croscopes. Two. I 


Five Mean. Two Mi- Mean. 

Microscopes. Five, j croscopes. Two. 


35 23 14. 
12. 
12. 
14. 
11, 

35 23 12. 

11 . 

13. 
12. 
10 . 
10 . 

14. 

35 23 16. 
16 . 
16 . 
14. 

35 23 13. 

13. 

14. 

16 . 


Mean_13.87 I 




Sevemdroog and Wroth am. 


Five 

Microscopes. 


Mean. | Two Mi- 
Five. ! croscopes. 


G. 28 7 17.57 J 18. 

19.05 18,31 17. 

K. 28 7 17.60 | 18. 

17.63 3 ' ,bl | 17. 

C. 17.35 17. 

16.40 lb * 87 ' 17. 

G. 16.35 , - <70 i 17. 

15.05 lo,7 ° 16. 

*- “ ’ !S ■*» 1 S 

“• 112 IS: 

G. 29 7 1S.50,... 14. 

15.45 15 ' 4 ' : 14. 

K- 13-75 4 a 14 ■ 

14.30 1 I 13.; 

G. 28 7 18.15 | 17.! 

15.00 16,57 | 14.1 


Mean_ 16.42 i. 


G. 38 5$ 57.45 . - 

56.32 56,88 
G. 56.00 _ . RK 

53.30 54,65 

G. 54.50 

59.30 56,90 

G. 57.60 

G. 56.61 R _-_ 

54.70 55,65 
K. 55.65 

55.55 55,60 
G. 55.85 7 

53.90 5 

K 38 56 56.75 

57-05 6t> * 90 

C ’ 51 . 85 5 56 - 85 

G - SS — 

G. 38 56 55.00 5S . 00 


Mean .... [55.95 


Hanger Hill and Westminster. 

Observers. „ Five Mean. ! Two M- 

Microscopes. Five, croscopes 

1 Mean. 

Two. 

G. 1? 42 3&.70 " 1 38.87 

37.70 3 ' ,3U j 38.75 1 

38.81 

G. 17 42 39.39 1 39.88 

29-93 ^ ,DO j 31.31 

35.59 

G. 17 42 33.10 35.25 

35.35 3 **^ 35.62 

35.43 

K. 35.67 J 35.99 I 

33.90 34,/8 j 35.62 

35.80 

G * 37,85 39 30 1 39,75 

40.75 3y,3U 40.63 

40.19 

K. 36.45 . ft 37.50 

37.75 37,30 39.12 

38.31 

G. 17 42 37.65 35.18 

36.00 3b,8g 35.13 

35.15 

K - 37.97 « R Rfi 37.31 

39.75 38,8b 38.25 

37.78 


Mean .... 36.62 


37.13 
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StedeHill (Coatmuted). 


Tolsford and Fairlight. 



G. 97 58 15 72 1fi „- 15.56 

170S 1<K37 17.56 1 

G 97 58 15.60 lC ,. n 13 62 _ 

17.80 }6 ' 70 16.60 1 

G. 97 58 14 38 

with out clamping. H eavy sh ower appro a 

Wrotham from Crowb orou gh, 

K. 2120 

slight clamping 

G 1680 1845 

20.10 lbA5 

without clamping 

K - ;;s i7.o. 


G. 

65 24 12.85 
12.67 

u 

12.76 

tt 

11.87 

13.06 

u 

12 46 

/ G. 

65 24 12 20 
12.09 

12.14 

13.50 
16 12 

14.81 

G. 

65 24 .... 

.... 

14.12 


K. 

65 24 10.15 




G. 

slight clamping 
9.85 
12.40 

11.12 



1 

K. 

without clamping 
11.15 
12.10 

1162 



O. 

slight clamping 
65 24 1115 
10 30 

10 72 



C. 



11 32 




Tolsford and Wrotham. 

Observers. 

Five 

Microscopes, j 

Mean. 

Five 

1 Two Mi¬ 
croscopes. 

Mean. 

Two. 



G. 163 22 28 57 
29 67 

G. 163 22 2780 
29 89 

G. 163 22 .... 
G. 29 85 

slight clamping 




j Crow borough and Wrotham. 

Observers. 

Five 

Mean. 

Two Mi- 

Mean. 

Microscopes. 

Five. 

croscopes. 

Two. 

G 

4l 44 51.57 
52 75 

u 

52.16 

50.41 

51.18 

50 79 

G. 

44 44 52 25 
52 50 

52 36 

50.00 

50.25 

5012 

G. 

44 44 .... 


52.00 



slight clamping 




G. 

51 80 
56 15 

53 97 



BBE2nEHM2D 


Observations for identifying- the Station* 


Bottom of iie Spindle of the Vane of Charing Church. .. 92 10 5.00 

Bottom of the Spindle of the Vane ef Lenham Church. .... 65 2 32,12 

Bottom of die Spindle of the Vane of Harrietsham Church. ........ 128 24 39.37 

Bottom of the Spindie of the Vane of Hollinfibourn Church, ,. *. 51 15 6.12 
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Tolsford and Fairlight 


Leith Hill and Wrothfcm. 


Five Meaa.ll 

Microscopes Five. 


G. 3§ 5 24 53 “ 26 

26.00 ^ M 
K. 28 48 - Q 

25.60 37 04 
G. 36 5 20 75 fl . 

23 40 33 07 
G. 36 5 22 83 cr 

20 50 3166 

Mean .... 24.01 



G. 

K. 

G. 

G. 

6? 36 60.42 
58.35 

57-77 
59.75 
60.67 
60.20 
67 36 62.02 
64.50 

59.38 

58.76 

60.43 

63.26 




Mean .... 

60.46 



Frant Church and Tolsford. 

Observers 

Five i 

Microscopes. ] 

Mean. 

Five. 

1 



K 87 * !£g**■“ 

K ' 14 00 U *» 

G. 1483 .... 

16.05 15-44 
K. 15 40 

14 30 1488 

C ‘ 87 

G 87 * 1111 ^ 
G 87 5 1390 . * 

12 30 1J * 10 

G. 87 5 .. 

87 5 .... .... 
G. 16 90 

14 60 1575 
G 87 5 17 90 .r 

15 20 1646 
87 5 16 15 . , f 

13.6© 1487 


vmi 



Fraat Church and Fairlight. 


Microscopes. Five, 

K. 61 31 22.75 

K - 

°- SSI»» 

K. 24.00 

23.75 33-87 

C ' 51 31 iSs F -45 

G- ;*> 3J 

G. 61 31 25.85 


Mean .... 


2 E 2 

















Wt .imrmm, kater om.thb mm&wcv w 


Crowboroagh (Continued). 
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Crowborough (Continued). 


Front Church and Stede Hill. 

Stede Hill and Tolsford. 

Observers. 

Five 

Microscopes. 

Mean. 

Fwe. 

Two Mi¬ 
croscopes. 

Mean. 

Two. 

Observers. 

Five 

Microscopes. 

Mean. 

Five. 



K. 

K. 

G. 

G. 

K. 

C. 

0 12 43.00 

I 42.90 

41.70 
41.25 
39.77 
41.80 
41.90 
40.35 
0 12 40.45 
40.30 

: // 

42.30 

40.28 

41.12 

40.37 

41.75 

41.00 

41.37 

b 

G. 

G. 

K. 

G. 

G. 

25 38 39.00 
39.57 
38.05 
37.42 
38.50 
25 38 42.42 
38.27 
25 38 43.22 
41.38 

// 

38.81 

37.96 

40.34 

42.30 




Mean .... 

39.85 




Mean.. 41.34 






Hartfield Spire 
Wadhurst Spire 


Hatfield Spire 
Wadhurst Spire 


Observations for identifying the Station. 

Readings, 

. 70 39 3.00 Crowborough Chapel Spire 

. . 7 4 48.75 Rotherfield Spire... 


Observations repeated. 


Readings. 


o i n 
4 38 5.00 

120 53 48.00 


Crowborough Chapel Spire 
Rotherfield Spire.... 


Readings. 

O t ll 

11 31 19.00 
23 52 44.25 


Readings. 

o / it 

125 20 25.50 
137 41 46.50 


At Tolsford. 


Blancnez and Fairlight. 

Fiennes, and Montlambert Station. 

Observers. 

Five 

Mean. 



Observers. 

Five 

Mean. 

Two Mi- 

Me*a. 

Microscopes. 

Five. 



Microscopes. 

Five. 

croscopes. 

Two. 

G. 

its 34 46.95 
48 65 

47.80 



K.C.&G 

17 30 15 40 
14.70 

15.05 

17 46 

16 41 

16 93 

G. 

118 34 48 55 




K. 

h 15 80 

16.46 

16.38 

1710 

G. 

118 34 51.72 




K.C.&G. 

1713 

17-83 


Mean.. 48.97 





Mean .... 

15.75 


17.01 




























»# 
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Tolsford (Continued), 


Folkstone and Fairlight* 

Observers. 

Five 

Microscopes. 

Mean. 

Five. 




G. 136 51 43 40 ' 

46 05 44 72 
K. 45.20 

46 S3 46 01 

G. 136 51 46 85 ,, ... \ 
45 95 i6M 

K. 4645 j 

45 53 

G. 136 51 48,85 A6 

47 15 48 00 

*• sa«» 


Mean .... 46.61 


Fiennes and Fanlight. 

Observers. 

1 

Five i 

Microscopes, j 

Mean. 

Five. 

Two Mi¬ 
croscopes, j 

Mean. 

Two. 

K. 

K.G&G. 

113 18 1708 
16 72 
17.50 
18 53 

16.90 

18.01 

19.82 
18 87 
20 34 

22.17 

19 34 

21 25 


Mean .... 

17*45 


20.29 


Fairlight, and Stede Hill. 

Observers. 

Five 

Mean. 



Microscopes, 

Five. 



G. 

69 7 60 65 
60 15 

60 40 



K. 

61 75 
58 75 

60.25 



G. 

69 7 37 50 
60 60 

59 05 



K. 

59 33 
59 70 

59 51 



G. 

69 7 54 50 
54 95 

54 72 1 



K. 

56.10 
! 60 35 

58.22 




KBBBS m 


Fairlight and Crowborough. 

Observers. 

Five 

Microscopes. 

Mean. 

Five. 

Two Mi¬ 
croscopes, 

Mean. 

Two. 

G. 

G. 

K.C.&G. 

G. 

ITT 7 

i 33 24 10 56 
| 6 40 

6 40 
5960 
! 5 12 

33 24 10 00 
8.38 

8 48 

3.00 

919 

2 28 

9 62 

8 31 

896 


Mean .. 6.64 

6 89 

6.74 



Crowborougb, and Stede Hill. 


Observers. 

Five 

Microscopes. 

Mean. 

Five. 


G. 

G. 

35 43 48*00 
35 43 48 10 
55 35 

51.72 



Mean.. 50 48 




Folkstone Church and Folkstone Station. 


Microscopes, f Jive. 


Folkstone and Notre Dame. 

rs. Five { 

Microscopes. ft 
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Folk stone and Blancneiz. 


Notre Dame and Fairlight 


Five Mean. ji Two Mi- Mean. 

Microscopes. Fire, if croseopes. Two. 



Notre Dame and Fiennes. 

Observers. 

Five 

Microscopes. 

Mean. 

Five. 

Two Mi¬ 
croscopes. 

Mean. 

Two. 

K. 

K.C.&G. 

1°2 49 1215 
13 22 
15 18 
15 35 

12 68 

15 26 

12 50 

15 18 

17 25 

16 25 

// 

13 84 

16 75 


Mean .... 

13 97 


15 29 


Notre Dame, and Montlambert Staff. 

Observers. 

Five 

Microscopes. 

Mean. 

Five. 

Two Mi¬ 
croscopes. 

Mean. 

Two. 

K.C.&G. 

30 19 29 88 
31 15 

3051 

33,63 

34.08 

33 85 


Mean .... 

30 51 


33 85 


3700 


Stede Hill and Folkstone. 

■vers. Kve Mean. 

Microscopes. Five 


G. 154 0 15 95 /' 

13 80 

K * 1392 14 54 

15 16 1454 

K. 13 05 

14 42 1373 

a 154 0 15.65 

13 45 1455 

K. 13 70 

14 22 

14 77 9 

G. 154 0 16 65 .... 

17 90 1727 

1345 13 22 
13 00 



Mean .... 

14.67 



Fairlight, and Montlambert Staff. 

ernrs. Five Mean, j Two Mi- Mean. 

Microscopes. Five, croscopes. Two. 


Folkstone, and Tenterden Church. 

Observers. .. ^ Te 

Microscopes. 
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Tolsford (Continued). 


Folkstone Pier Flag-staff, and Foikstone 
Station. 

Folkstone and Crowborough. 


Frve 

Microscopes. 

Mean. 

Five. 



Observers. 

Five 

Microscopes. 

Mean. 

Five. 




170 15 55.25 
46.75 

H 

51.00 



G. 

o 

^ sc 

s.Vj* 

D CC 

U 

14.07 




Mean .... 

51 00 




Mean .... 

14 07 



Notre Dame and Blancnez. 

Fairlight and Tenterden Church. 

Observers. 

Five 

Microscopes. 




Observers. 

Five 

Microscopes. 




K. 

29 58 8 75 




G. 

7 32 40 55 





Angles derived at Tolsford. 


Fiennes and Fairlight... 118 18 17.45 

Fiennes and Montlambert...... 17 30 15.75 

Folkstone and Fairlight. 136 51 46.61 

Blancnez and Fairlight (observed) 118 34 48.97 

Montlambert and Fairlight . 95 48 1.70 

Mondambert and Fairlight 

(observed) .. 95 48 2.41 

Folkstone and Blancnez.... 18 16 57.64 

Folkstone and Blancnez (ob¬ 
served)... 18 16 56.99 

Mean.. .Mondambert and Fair- 

Mean.. .Folkstone and Blanc¬ 
nez ............ 18 16 57.31 



Folkstone and Fairlight........ 136 51 46.61 

Montlambert and Fairlight..... 95 48 2.05 

Folkstone and Mondambert .... 41 3 45.35 

Folkstone and Blancnez........ 18 16 57.31 

Folkstone and Montlambert. 41 3 44.36 

Folkstone and Notre Dame, Calais 10 44 16.43 
Notre Dame, Calais, and Fiennes. 12 49 13.97 
Fiennes and Montlambert...... 17 30 15.75 

Blancnez and Mondambert. 22 46 48.04 

Blancnez and Fairlight (observed) 118 84 48.97 
Mondambert and Fairlight..... 95 48 2.0 5 

Folkstone and Montlambert. 41 3 46.15 

41 3 44.56 

Blancnez and Mondambert. 22 46 46*92 

22 46 48.04 

Mean.. .Folkstone and Mont¬ 
lambert.. 41 3 45.35 

Mean.. .Blancnez and Mont¬ 
lambert ................ 22 46 47*48 
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m 


O . t If 

Tenterden Church and Folkstone 166 Ad ad. 17 
Folkstone and Fanlight........ 186 51 46.61 


Tenterden Church and Fair- 

light ... 29 58 11.56 

Tenterden Church and Fair- 

light (observed) ........ 29 58 8.75 


And taking the value, of the&ean?- . 
gles according to the number of 
the different parts of the circle 
from which they were obtained*. 
that is as 80 t© 10, we have,— 

Mean... .Tenterden Church and „ , 

Fairlight. 29 58 10|86 


Observations for identifying the Station. 


Readings, 
o i // 

Beachborough Summer-house .. 55 50 3.00 

Stanford Church . 28 10 11.62 

Ashford Church. 48 41 6.37 

Left-hand Edge of the Summit of 

Lyme Castle .... t ......... T$6 49 5.00 


Readings.? 
o i n 

Right-hand Edge of the Summit 

ofLyme Castle. 166 56 25,37 

Left-hand Edge of the summit of 

Saltwood Castle .. 107 14 4,50 


At Folkstone Station. 


Montlambert, and Dungeness Light-House. 

Dover Flag-staff and Blancnez. 

Observers. 

Two 

Microscopes. 


Two Mi¬ 
croscopes. 


Observers. 

Two 

Microscopes. 


Two Mi¬ 
croscopes. 


A 

K 

C. 

G. 

A 

K 

A. 

A 

7°5 31 

75 31 

75 31 

75 31 

75 31 

75 31 

75 31 

75 31 


42 75 
41.00 

39 75 
41 13 

40 01 

43 50 

41 75 

38.87 


1821. 

A. 

K. 

K. 

K. 

A. 

K. 

50 26 

50 26 

50 26 

50 26 

50 26 

50 26 


43.27 

47-94 

46.94 

47.00 

47.35 

51.66 



Mean.... 


47.28 





4110 



Wmmm 



“vdtre Dame and Blancnez. 

. Folkstone Church Vane, and Tolsford. 

] 

Observers. 

Five 

Microscopes. 

Mean. 

Five. 

Two Mi¬ 
croscopes. ' 

Mean, 

Two. 


Two 

Microscope®, 


Two Mi¬ 
croscopes. 



G. 

§ 21 19.85 
17-15 

9 21 

18.50 

it 

18.75 

16.25 

21,12 

ft 

17.5© 

m 



51 €2 


C. 

L_ 

Mean.... 


61.62 



WESSm 

9 


■ 


2 F 
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Folkstone Station (Continued). 


Blancnez and Fairlight. 

Folkstone Pier Flag-staff and Tolsford. 

Observers. 

Five 

Microscopes. 

Mean. 

Five. 

Two Mi¬ 
croscopes. 

Mean, 

Two. 

Observers. 

Two 

Microscopes. 


Two Mi¬ 
croscopes. 


1821 

A 

C 

A 

K. 

1822 

G. 

C 

o / // 

121 48 

121 48 

121 48 

121 48 

121 48 12 55 
16 75 

121 48 

14 65 

17 07 
08 37 

15 06 
11.50 

12 50 
17 37 
14 50 

14.93 



■ 



AM 


■ 

49.0 


Dungeness Light-Honse and Fairlight. 

Observers. 

Two 

Microscopes. 


Two Mi¬ 
croscopes. 




Qg 


■ 

A. 

c. 

A 

2°1 14 

21 14 

21 14 


49.57 

52.62 

46.25 



Mean used.. 

1413 



Montlambert and Fairlight 


Mean.... 


49.48 


Observers. 

Two 

Microscopes. 


Two Mi¬ 
croscopes. 


Notre Dame and Fairhght 

A. 

C. 

A. 

K 

C 

A. 

K. 

C. 

A 

96 46 

96 46 

96 46 

96 46 

96 46 

96 46 

96 46 

96 46 

96 46 


32 32 
23 24 
27 88 
25.50 
28 82 
25 12 

25 19 

26 63 
25 12 


Observers. 

Five 

Microscopes. 

Mean. 

Five. 

Two Mi¬ 
croscopes. 

Mean. 

Two. 

G 

G 

C. 

131 9 

32.40 
33 90 

131 9 

33.15 

35.76 

31 25 
33.§2 
35 62 

32 43 


Mean.... 

33.15 

34 06 


Mean.. 

26.65 



Rejecting the first and second 

26 32 



Angles derived at Folkstone. 


O i « 

Montlambert and Fairbght .. 96 46 26.32 

Montlambert and Blancnez .. 25 1 46.69 

Blancnez and Fairlight. 121 48 18.01 

Blancnez and Fairlight (observed).. 121 48 14.13 

Mean,.. .Blancnez and Fairlight... 121 48 13.57 


2 F 2 
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Observations for identifying the Station. 

Readings, Readings, 

o in a 4 U 

Dover Castle Flag-staff.., 175 51 59.50 Right-hand Summit of nearest 

Summit of the Left Side of Mar- Martello Tower... 99 58 56.25 

tello Tower nearest the Beach 98 28 28.75 Top of the Flag-staff Folkstone 


Right-hand Summit of ditto .... 
Left-hand Summit of nearest Mar¬ 
tello Tower ... 


99 5 58.50 Harbour..... 119 46 45.25 

j Folkstone Church Vane Spmdle 155 10 42.75 
98 47 59.75 j Tolsford Station. 24 24 34.57 


At Fairligbt. 


Stede Hill and Tolsford. 

Observers. 

Five 

Mean. 

Two Mi¬ 

Mean. 

Microscopes. 

Five. 

croscopes. 

Two. 

1821. 





G. 

45 27 


53 56 



45 27 


55 56 


1822. 





G. 

45 27 54.95 
57.00 

55 97 



G 

55.92 




G 

45 27 56.17 
53.62 

54 89 



C 

51.45 

51.87 

5166 



G 

- 45 27 54.65 
57-50 

56 07 



G 

45 27 50.20 
53.75 

5197 

51.12 

55.81 

53 46 


55.85 

55.70 

55 77 

57.25 

56.87 

57 06 


| Mean.... 

54.39 

55.03 

55.26 

r 

Dungeness and Blancnez. 

Observers. 

Two 

Microscopes. 


I; Two Mi¬ 
ll croscopes. 


K. 

; 4° 59 


1 „ ! 

11.00 


G. 

4 59 


12.12 


A. 

4 59 


15.13 


G. 

4 59 


12.68 


C. 

4 59 


13.41 

! 


Wrotham and Tolsford Staffs. 

• Observers. 

Five 

Mean, i Two Mi- 

Mean. 

Microscopes. 

Five. ! croscopes. 

Two. 

G. 

77 23 57.62 

- i " 

tt 

G. 

56.07 

57-90 

56.98 


G. 

77 23 57-55 
57-65 

57.60 


C. 

58.40 



G. 

77 23 57.75 
58.10 

57 92 53.63 

5/ ’ 92 | 58.12 

55.87 


Mean .... j 

57-50 



Wrotham and Tolsford Lamps. 

Observers. 

Five 

Microscopes. 

Mean. 

Five. 

Two Mi. 
croscopes. 

Mean. 

Two. 

K. 

77 

23 

58 50 
57 35 

57.92 

* 

// 

G 



61.65 

58.88 

60.26 



K 

77 

23 

60 25 
56 18 

58.21 



G 

77 

23 

58 35 
60 35 

59.35 

59.24 

60.25 

59.74 

K 



58.10 

61.00 

59.55 

58.63 

62.50 

55.56 

C. 



57 98 
61.90 

59.94 

59.81 
6l.7ff 

60.78 

K 

77 

23 

39-95 

62-35 

61.13 

58.75 

60.06 

39.37 

f 















Lomumm between paris and Greenwich. 


m 


Fairlight (Continued). 



Mean .... 


38 65 
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Fairlight (Continued). 


Tolsford and Folkstone. 


1821. 


G 

6 50 

G.&C. 

6 50 

K.&G 

6 50 

G. 

6 50 

1822. 


G 

6 50 20 44 


17 20 

K. 

18 58 


17 37 

G. 

18 05 


18 92 

G. 

6 50 17 25 

1 

17 30 

C. 

16 20 


15.10 

G.! 

6 50 17 65 

; 

; 

19 80 

G. 

6 50 14 57 

; 

13 95 

G. 

15 45 


13 20 


Mean.... 


Two Mi- 

Mean. 

croscopes. 

Two. 


G 33 6 32.25 

G 34 50 , 

30 75 ' 

G 33 6 32.05 ( 
29 30 ’ 

C . 31 03 

G 33 6 31 60 , 

35 60 ‘ 


Crowborough and Tolsford. 


Spire 

or the Pole Star and Folkstone. J 

Observers. 

Five 

Microscopes. 

Mean.1 
Five, j 

Two Mi¬ 
croscopes, 

Mean. 

Two. 




Five 

Mean. 

Two Mi- 

Mean, 


Microscopes. 

Five. 

croscopes. 

Two. 

G. 

110 30 30 81 
29 87 

// 

30.34 

" 

" 

G 

30.57 
28 65 

29.61 



G. 

110 30 29-60 
26 95 

28.27 



C. 

29 43 
28 44 

28 93 



G. 

110 30 3110 
30.13 

30 61 

31 37 
2790 

29 63 

G. 

29 35 
33 70 

31 52 

3125 
34 50 

32 87 


Mean.... 

29 88 


31.25 


j Mean.. 54 33 


Fairlight Church and Montlambert. 

Observers. ' Two Two Mi- 

Microscropes. croscopes. 


Wrotham and Stede Hill. 

Obserrers. I Mcan.|j T.o Mi. Mmu. 

Microscopes. Five. 1 croscopes. Two. 


A. 

11 22 


58 19 

K. 

n m 


61 50 


Mean.... 

.... 

59.84 























LOWITTOE BETWEEN PARIS ANPGREENWICH. 



Fairlig*ht (Continued). 


Tenterden Church and Folk stone. 



Mean . . . # j 


49.58 



Spire for the Pole Star and Tolsford. 


Observers. Five Mean. l Two Mi- Mean. 

Microscopes. Five. | croscopes. Two. 


Blancnez and Montlambert 

rs Two Two Mi' 

Microscopes. croscopes 


A. 

17 39 


26 00 

K. 

17 39 


31 13 

G. 

17 39 


23.13 

A. 

17 39 

| 

25 37 

G. 

17 39 

j 

26 19 



! 



Mean .... j 

.... 

26.36 



Folks tone, and Fairlight Church. 


Observers,; 

Two 

Microscopes. 


Two Mi¬ 
croscopes. 


Tenterden Church Mid Tolsford, 
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Fairlight (Continued), 


Frant Church and Tenterden Church. 

Wrotham and Folkstone. 


Two 

Microscopes. 


Two Mi¬ 
croscopes. 


Observers. 

Five 

Microscopes. 

Mesa. 

Five. 

Two Mi¬ 
croscopes. 

Mean, 

Two. 

K.&G. 

C. 

A. 

57 26 

57 26 

57 26 

1 

31 87 

41 12 
38.13 

1 

G 

G 

G. 

C. 

G 

8°4 14 14.82 
1412 
16 82 
84 14 14.80 
14 95 
14 60 
84 14 13 20 
11 30 

// 

15 47 

14.87 

12 25 

it 

7 75 

10 37 

a 

9 06 


Mean .... 

.... 

37 04 


Frant and Crowborough. 

Observer. 

Five 

Microscopes. 





Mean.. 14 33 

1419 



G. 

1°3 44 19 90 






Angles derived at Fairlight. 


O I u 

Polkstone and Montlambert ..... 44 28 44.74 
Folkstone and Tolsford.. 6 50 16.94 

Tolsford and Montlambert .. 51 19 1.68 

Folkstone and Dungeness.21 50 5.80 

Dungeness and Blancnez . 4 59 12.87 

Folkstone and Blancnez..... 26 49 18.67 


Folkstone and Blancnez, using the 
mean of all the angles between 


O / u 

Folkstone and Blancnez ........ 26 49 18.67 

Blancnez and Montlambert. 17 89 26.36 

Folkstone and Montlambert . 44 28 45.03 


Folkstone and Dungeness ....... 21 50 5,80 

Dungeness and Montlambert..... 22 38 88.65 

44 28 44.45 
44 28 45.03 


Mean.. .Folkstone and Mont¬ 
lambert.. 44 28 44,74 


Folkstone and Dungeness ..... 26 49 19.04 
Tolsford and Folkstone ........ 6 50 16.94 

Tolsford and Blancnez.. 83 89 35.99 


ji Tgnterden Church and Folkstone . 46 9 49.58 
| Uhlsford and Folkstone. 6 50 16.94 


Tenterden Church and Tolsford 39 19 32.64 


Stede Hill mid Frant Church .... 51 18 15.59 
Crowborough and Stede Hill .... 85 2 35,88 


Frant Church and Crowborough IS 44 20,24 
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Observations for identifying the Station. 



Readings. 


Readings. 

Ashford Tower. 

176 0 7.62 

East Edge of Fairhght Mill ., 

... 130 

54 24.62 

Mr. Fvixer’s Observatory Dome 

84 37 51.12 

Hastings Church. 

4 

9 9.12 

Roy’s Station. 

113 33 57 

Dungeness Light-House .... 

... 46 

9 36.50 

Church about three miles ...... 

West Edge of Fairlight Mill .... 

131 32 18.25 

149 55 59.25 

Fairhght Church..... 

,.. 57 

25 13.49 


From the Station to the nearest angle of the Windmill, 69 feet 2 inches. 
Roy’s Station from the nearest angle of the Windmill, 26 feet 4 inches. 
Roy’s Station from the new Station, 87 feet 8| inches. 


At Blancnez. 


Montlambert Lamp 
and 

Fairlight Lamp. 

Montlambert Lamp 
and 

Folkstone Lamp. 

Montlambert Staff 
and 

Fiennes. 

Folkstone Lamp 
and 

Tolsford. 

Two Microscopes. 

Two Microscopes. 

Two Microscopes. 

Two Microscopes. 

7°5 56 24 64 

75 56 23 98 

75 56 23 03 

75 56 25 25 

75 56 25 53 

107 18 56.17 

107 18 55 71 

107 18 5364 

107 18 57 18 

107 18 56 78 

5°1 21 3419 

51 21 35 18 

51 21 33 88 

51 21 33 12 

51 21 29 97 

51 21 37 53 

3 36 52.37 

3 36 50 05 

3 36 52 78 

Mean 3 36 51 73 

Mean 75 56 24 49 

Mean 107 18 55 90 

Folkstone Staff 
and 

Dover Station. 

*2 3 50 81 

12 3 53 44 

12 3 51.41 


Fairlight Lamp 
and 

Folkstone Lamp. 

31 22 30 72 

31 22 33 99 

31 22 27-82 

31 22 30 56 

31 22 33 30 

31 22 28 03 

31 22 30.60 

31 22 29 91 

31 22 3127 

31 22 32 61 

31 22 31 53 

31 22 31 53 

31 22 32 68 

31 22 31 25 

Dungeness, 

and 

Folkstone Lamp. 

28 58 55 91 

28 59 2 06 

28 58 55 84 

iu^u 5 1 *1 go yy 

Dungeness, 

and 

Montlambert Lamp. 

78 20 0 33 

Ifflon 10 O Cl QD 

78 20 0 33 

Dicdu 0 Oi 00 

Add.... 2.00 

Mean 28 58 57 94 

Notre Dame Calais, 
and 

Folkstone Lamp. 

131 56 37 34 

131 56 39 23 

331 56 40 39 

131 56 39 53 

12 3 53 88 

Dungeness, 

and 

Fairlight Lamp. 

1 23 35 36 

2 23 29.47 

2 23 35 69 

Dover Station 
and 

Notre Dame Calais. 

119 52 47 12 

119 52 53 53 

Mean 31 22 31 13 

Mean 2 23 33 51 

Mean 131 56 3912 

Mean 119 52 50 32 j 


2 G 


mdcccxxviii. 
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Blancnez (Continued). 


Folkstone Staff 
and 

Tolsford. 

Two Microscopes. 

3° 36 50 00 
3 36 51 63 
3 36 48 88 
3 36 53 37 
3 36 49 63 
3 36 51 25 
3 36 54 88 

Mean 3 36 51 38 
Subtract.... 2 00 

3 36 49 38 

Notre Dame Calais, 
and 

Folkstone Staff. 

131 56 44 94 
131 56 39 22 
131 56 37 93 
131 56 37 43 

Mean 131 56 39.88 
Add.... 2 00 

131 56 41.88 



Mean 0 2 35 58 


Tolsford, 

and 

Fairlight Staff 


Fairlight, and South 
Foreland High Light. 

49 l'$ 42 54 

49 16 42 54 


Folkstone Staff, and 
South Foreland 
Low Light 

17 24 16 37 
Add.... 200 


27 45 42.62 
27 45 3713 
27 45 3625 


Tolsford, 

and 

Fairlight Lamp. 

27 45 38 23 
27 45 39 86 
27 45 38.75 


Notre Dame Calais, North Foreland Light 
and House, and Folkstom 

Fiennes. Staff 


Two Microscopes. 1 

12 

1 

15 43 

12 

1 

15 75 

12 

1 

17 75 

Mean 12 

1 

16 31 

Add... 


.2 00 

12 

1 

18 31 



Two Microscopes. 

$9 22 50 78 
69 22 53 50 
69 22 54 23 
69 22 56 31 
69 22 52 92 
69 22 52 79 
69 22 53 63 


Mean 69 22 53 45 


Folkstone Staff, and 
South Foreland 
High Light. 

17 54 17-50 
Add.... 2.00 


17 54 19 50 


Two Microscopes. 


41 51 1150 
Add....200 

41 51 13 50 


Montlambert Lamp 
and 

Fiennes. 

51 21 30 67 
51 21 27 04 
51 21 29 85 
51 21 3216 
51 21 30 29 

Mean 51 21 30.00 




Folkstone Lamp, and 
South Foreland Low 
Light 

17 24 16 55 
17 24 16,55 

Fairlight, and South 
Foreland Low Light. 

48 46 47,82 


Centre of Dunkirk 
Tower, and Notre 
Dame Calais. 

5 13 50 87 
5 13 49 98 
5 13 50 91 
5 13 50 28 


Mean 5 13 50 51 


Do verCastle Flag-stafl 
and 

Notre Dame Calais. 

1°19 55 22 50 
119 55 27.19 

Meanll9 “55 24.84 


17 24 18 37 


Mean 27 45 38 95 


48 46 4782 
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Angles derived at Blancnez. 

Montlambert and Folkstone...... 

„ „ . _ _ . . (3° 36' 49".38 X 7) + (3° 36' 51" 73 x 3) 

Folkstone and Tolsford--^- 

Montlambert and Tolsford ...... 

Fairlight and Folkstone... 

Tolsford and Folkstone... 

Fairlight and Tolsford ....* 

Fairlight and Tolsford (observed).. 

Mean... .Fairlight and Tolsford .. 


o t n 

107 18 55.90 


3 

36 

50.09 

103 

42 

5.81 

31 

22 

31.13 

3 

36 

50.09 

27 

45 

41.04 

27 

45 

38.95 

27 

45 

39.99 


The Station at Blancnez is in a right line drawn from the Ball of Notre Dame, Calais, to a point 
upon the wall of the Guard-house, distant from the north edge of the house 4 feet 3.25 inches, and 
from the north-east edge 14 feet 10.3 inches. Mr. Gardner cut a cross upon the wall, marking this 
point. The distance on the ground from a vertical line passing through the cross to the Station is 
107 feet 5 inches. 


At Montlambert. 



Folkstone Lamp 
and 

Blancnez. 


Dungeness, 

and 

Folkstone Lamp. 


Dungeness 

and 

Blancnez. 

Observers 

Two Microscopes. 

Observers. 

Two Microscopes. 

Observers. 

Two Microscopes. 

K. 

A. 

G. 

M. 

C. 

A. 

K. 

A. 

A. 

A. & C. 

47 39 18.25 

47 39 19.44 

47 39 21.00 

47 39 19.75 

47 39 20.75 

47 39 18.87 

47 39 16.93 

47 39 17.19 

47 39 17-25 

47 39 15.50 

A. 

27 56 55.62 

c. 

A. C. 

75 51 1&63 

75 51 14.87 


27 56 55.62 

Mean.. 

... 75 51 14.25 

A. 

Dungeness, 

and 

Fairlight Lamp. 

10 47 54.25 

C. 

S. Foreland Light 
and 

Folkstone. 

14 35 16.12 

Mean.. 

.... 47 39 18.49 


10 47 54.25 


14 35 16.12 



A. 

Fairlight Lamp 
and 

! Tolsford. 

82 53 1M 

A.C.&K. 

Fairlight Mill 
and 

Folkstone. 

38 46 0.48 

A. & C. 

S. Foreland Light* 
and 

Folkstone. 

14 58 42. 5 


32 53 1.62 


38 46 0.48 

i 


14 58 42.5 


There are two Lights at the South Foreland, the High and the Low Light. 

2 g 2 
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Montlambert (Continued), 



Fairlight Lamp 
and 

Folkstone Lamp. 


Tolsford 

and 

Blancnez, 


Fiennes 

and 

Blancnez. 

Observers. 

Two Microscopes. 

Observers. 

Two Microscopes. 


Two Microscopes. 

A. 

K. 

C. 

A. 

K. 

C. 

A.&C. 

c. 

A. 

K. 

C. 

A. 

38 44 55.94 

38 44 57.44 

38 44 50.38 

38 44 52.44 

38 44 54.50 

38 44 52.82 

38 44 56.75 

38 44 52.63 

38 44 52.57 

38 44 55.75 

38 44 49.92 

38 44 49-87 

c. 

c. 

A.&C. 

53 31 8.79 

53 31 12.00 

53 31 6.44 

R. 

G. 

M. 

C. 

K. 

K. 

A. 

C. 

K. 

C. 

C. 

A. 

A.&C. 

0 , * 

34 27 39.68 

34 27 40.06 

34 27 37.62 

34 27 39.79 

34 27 41.37 

34 27 39.75 

34 27 41.07 

34 27 39.18 

34 27 40.31 

34 27 38.68 

34 27 38.59 

34 27 40.88 

34 27 40.92 

Mean.. 

C. 

C. 

A. & C. j 

_53 31 9.08 

Fiennes 

and 

Tolsford. 

87 58 48.58 

87 58 50.50 

87 58 47.36 

Mean.. 

_38 44 53.42 

Mean. 

.... 34 27 39.83 

Mean.. 

.... 87 58 48.81 

C. 

A.&C. 

Tolsford, 

and 

Folkstone Staff. 

5 51 52.32 

5 51 49.56 





Mean.. 

.... 5 51 50.94 


Angles derived at Montlambert. 


0 in 

Fairlight and Folkstone . 38 44 53.43 

Tolsford Mid Folkstone .. 5 51 50.94 

0 / n 

Folkstone and Blancnez ........ 47 39 18.49 

Tolsford and Folkstone .. 5 51 50.94 

Fairlight attd Tolsford ...... 32 53 2.49 

Fairlightand Tolsford (observed) 32 53 1.62 

Tolsford and Blancnez .. 53 31 9.43 

Tolsford and Blancnez(observed)53 31 9.08 

Mean... .Fairlight and Tolsford 32 53 2.05 

Mean....Tolsford and Blancnez 53 31 9.25 

Fairlight and Folkstone .. 38 44 53.43 

Folkstone and Blancnez ........ 47 39 18.49 

The Station at Montlambert is on the North 
Bastion, about 7| feet from the angle, measuring 
from the foot of the parapet, and equally distant 
from the faces. 

Fanlight and Blancnez ...... 86 24 11.91 
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Observations of the Pole Star. 


1821, October 3rd, at Blancnez. In the evening. 

on Mean Time. 


Notre Dame, Calais ...... 

South Foreland High Light 
South Foreland Low Light 


Chronometer slow l m 46 B .4 


Readings, 

51° 49' 43".06 
117 47 13.55 
117 17 18 .63 


Chronometer. 

Mean Horary 
Angle. 

Reading at die Star. 

Mean Reading at the 
Star. 

Azimuth. 

Reading at the 
Meridian. 

h TO s 





O / u 

5 59 23.5 

6 € 53.0 

91 8 4 

164 38 46.50 

164 39 3.12 

164 38 54.81 

2 35 59 

162 2 55.81 

6 13 10.0 

6 16 43.0 

88 10 34 

164 39 10.25 
164 39 12.00 

164 39 11.12 

2 36 14 

162 2 57.12 

6 18 35.0 

6 20 5.0 

87 3 46 

164 39 11.37 
164 39 11.62 

164 39 11.49 

2 36 13 

162 2 58.49 

6 21 21.0 

6 23 16.0 j 

86 19 46 

164 39 9.87 
164 39 8.75 

164 39 9.31 

2 36 10 

162 2 59.31 



Telescope inverted. 



6 43 49-0 1 
6 46 19-0 

80 37 20 j 

164 38 12.25 
164 37 59.37 

164 38 5.81 

2 34 56 

j 162 3 9-81 


South Foreland High Light.. 

Readings. 



South Foreland Low Light . 


17 22 .53 



1822, August 25th, at Fairlight. In the morning. Chronometer slow 3 m 7 8 .64 

on Mean Time. 

Reading. 

Summit of the Spire of a Church. 134° 18' 59".30 


Chronometer. 

Mean Horary 
Angle. 

Reading at the Star. 

Mean Reading at the 
Star. 

Azimuth. 

Reading at the 
Meridian 

h ra s 

8 58 43.50 

9 1 11.50 

94 19 42 

135 47 31.0 

135 47 44.0 

O / // 

135 47 37.5 

O / // 

2 34 54 

0 / u 

138 22 31.50 



Telescope inverted. 



9 11 28.00 j 
9 13 28.30 

| 97 27 58 | 

135 48 33.75 
135 48 46.65 

135 48 40.2 

2 33 45 j 

138 22 25.20 


Summit of the Spire .. 

Reading. 




Much motion m the Spire, 
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1822, August 25th, at Fairlight, In the evening. Chronometer slow 3 m 7*-64 

on Mean Time. 


Wrotham Lamp 


112° 55' 34"4 


Chronometer. 

Mean Horary 
Angle. 

Reading at the Star. ’ 

Mean Reading at the 
Star. 

Azimuth. 

Reading at the 
Meridian. 

h m s 

8 39 9 

8 42 59 

8 45 59 

8 48 27 

o tii 

89 59 43.6 

88 22 14 

140 58 6.25 
140 58 11.00 
140 58 14.65 
140 58 14.80 

o / // 

140 58 8.62 

140 58 14.72 

0 t a 

2 35 46 

2 35 52 

0 j h 

138 22 22.62 

138 22 22.72 



Telescope inverted. 



8 52 20 | 
8 54 25.7 1 
8 58 15 

86 49 28.4 1 
85 36 16 

| 140 58 18.60 1 

| 140 58 16.65 
140 58 8.55 

140 58 17.62 

140 58 8.55 

2 35 49 1 
2 35 44 

138 22 28.62 

138 22 24.55 


Wrotham Lamp .. 

Reading 



August 26th, at Fairlight. In the evening. Chronometer slow 3 m 9 8 .9 on 

Mean Time. 

Reading. 

Wrotham Lamp ... 99° S6 f S3 ,f .97 


Chronometer 

Mean Horary 
Angle. 

Reading at the Star. 

Mean Reading at the 
Star. 

Azimuth. 

Reading at the 
Meridian. 

h m s 

8 39 42 

8 41 51 

8 44 4 

8 46 22 

89 2 12.50 

87 55 24 

127 39 18.20 
127 39 21.35 
127 39 24.05 

127 39 22.40 

O i H 

127 39 19-80 

127 39 23.22 

2 35 50 

2 35 51 

0 i U 

125 3 29.8 

125 3 32.22 



Telescope inverted. 



8 49 50 
$ 54 - 

8 53 55 

8 55 22 

86 30 25.50 

85 33 38.50 

127 39 18.05 
127 39 14.45 
127 39 11.65 
127 39 8.80 

127 39 16.25 

127 39 10.22 

2 35 49 

2 35 44 

125 3 27.25 

125 3 26.22 


Wrotham Lamp ........... 

Reading. 




Much motion in the Lamp. 
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August 27th, at Fairlight. In the evening. Chronometer slow 3 m 12U on 

Mean Time. 

Reading. 

Tolsford Lamp .... 4° 4S' 41^.50 


[- 

Chronometer, 

Mean Horary 
Angle. 

Reading at die Star. < 

Mean Reading at the 
Star. 

Azimuth. 

Reading at the 
Meridian. 

h m s 






8 36 59 

8 39 20 

88 39 23.50 

135 27 38.00 j 
135 27 28.80 

135 27 33.40 

o / // 

2 35 51 

0 / // 

132 51 42.40 j 

8 40 49 

8 41 56 

87 51 1.00 

135 27 36.95 
135 27 36.60 

135 27 36.77 

2 35 52 

132 51 44.77 i 

8 43 3 

87 25 49-00 

135 27 35.85 

135 27 35.85 

2 35 51 

132 51 44.85 



Telescope inverted. 



8 45 19 | 

8 49 23 

86 21 09.00 

135 27 14.80 1 

135 27 28.45 1 

135 27 21.62 J 

2 35 48 | 

, 132 51 33.62 

8 50 44 

85 30 15.00 

135 27 22.55 

135 27 22.55 

2 35 42 

132 51 40.55 

Tolsford Lamp.... 



i 

Reading. 


September /th, at Tolsford. In the morning. Chronometer slow 5 m 40 s on 

Mean Time. 

Reading. 

Folkstone Staff . 34° 32' 27”A3 


Chronometer. 

Mean Horary 
Angle. 

Reading at the Star. 

Mean Reading at the 
Star. 

Azimuth. 

Reading at the 
Meridian. 

h m s 

7 25 27 

7 28 32 

o / // 

84 26 42.50 

11§ 29 33.45 
116 29 27.40 

o / // 

116 29 30.42 

O / H 

2 36 14 

o / ti 

119 5 44.42 

7 30 42 

7 36 46 

85 53 4.50 

116 29 22.10 
116 29 15.45 

116 29 18.77 

2 36 25 

119 5 43.77 

7 41 14 

7 43 48 j 

88 20 13.00 

116 29 12.45 

116 29 13.45 

116 29 12.95 

2 36 32 

119 5 44.95 


Telescope inverted. 

7 49 32 89 65 6 n6 % 3J5 11« 29 2-72 2 36 86 119 5 28.72 

7 53 25 90 49 0 n6 29 11.95 116 29 89 ’ 7 * 36 119 8 ® 9 ' 78 

8 4 38.5 93 37 8 ill § Js.50 116 29 43 ' 72 2 35 46 119 S 29-72 


Folkstone Staff 


Reading. 

34° S2 r U”.25 
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September 19th, at Crowborough. In the morning. Chronometer slow 2 m 15* 

on Mean Time. 

Heading. 

Frant Church Staff... 12° 4' 8 f ',5$ 


Chronometer. 

Mean Horary 
Angle. 

Reading at the Star, j 

Mean Reading at the 
Star. 

Azimuth, 

Reading at the 
Meridian. 

h m s 

6 59 30 

7 1 24 

7 2 37 

O ! H 

88 44 47.00 

89 17 23.00 

129 54 14.55 
129 54 17.60 
129 54 19-05 

0 / n 

129 54 16.07 

129 54 19.05 

2 36 14 

2 36 12 ! 

132 30 30.07 

132 30 31.05 



Telescope inverted. 



7 4 22 

7 6 32 

7 7 37 

7 8 48 

89 59 59.60 

9ft 38 43.00 

129 54 17-35 
129 54 19.20 
129 54 19.95 
129 54 22.55 

129 54 18.27 

129 54 21.25 

2 36 9 

2 36 5 

132 30 27.27 

132 30 26.25 


Reading. 

Frant Church Staff... 12° 4 f 6''. 17 


September 20th, at Crowborough. In the morning. Chronometer slow 2 m 17 8 .6 

on Mean Time. 

Reading. 

Frant Church Staff (motion) ... 12° 4> r 22 ,f .7 


Chronometer. 

Mean Horary 
Angle. 

Reading at the Star. 

Mean Reading at the 
Star, 

Azimuth. 

Reading at the 
Meridian. 

h in s 

6 39 54 

6 41 20 

O / // 

84 45 38 

129 54 46.40 

129 54 44.55 

0 fa 

129 54 45.47 

O t if 

2 36 0 

O * tf 

132 30 45.47 

6 42 29 

6 43 45 

85 23 14 

129 54 41.60 

129 54 38.40 

129 54 40.00 

2 36 5 

132 30 45.00 

6 45 37 

6 46 40 

86 8 43.50 

129 54 35.50 

129 54 34.15 

129 54 34.82 

2 36 10 

132 30 44.82 

6 47 55 

6 49 9 

86 44 42.40 

129 54 32.60 

129 54 30,90 

129- 54 31.75 

2 36 13 

132 30 44.75 



Telescope inverted. 



6 53 13 

6 54 15 

88 2 55.50 

129 54 46.45 
129 54 46.55 

129 54 46.50 

2 36 15 

132 31 1.50 

6 55 15 

6 57 11 

88 40 16.00 

129 54 47.05 
129 54 47.75 

129 54 47.40 

2 36 14 | 

132 31 1.40 

6 58 51 

6 59 42 , 

88 56 16.00 ’ 

129 54 49.10 
129 54 50.45 

129 54 49.77 

2 36 13 

132 31 2.77 

7 1 46 

90 3 45.00 

129 54 54.55 

129 54 54.55 

2 36 9 

132 31 3.55 


Frant Church Staff (steady) 

Reading. 
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September s I st, at Crowborough. In the morning. Chronometer slow 2 m 19 s .6 

on Mean Time. 

Reading. 

Frant Gburch Staff .. 160° 14* H^.73 



Deductions from the preceding Tables. 


Blancnez. 

o / II 

1821, October 3rd: Mean Reading at the Meridian . . . .162 2 57.68 

At Notre Dame, Calais . . . . 51 49 43.06 

Between Notre Dame Calais, and the Meridian .... 69 46 45.38 

Between N6tre Dame Calais, and Fairlight.163 19 11.63 

Between Fairlight and the Meridian ........ 93 32 26.25 

Between Fairlight and the Meridian, using the South Fore¬ 
land High Light. 93 32 26.67 

Between Fairlight and the Meridian, using the South Fore¬ 
land Low Light. 93 32 26.8? 

Mean . . 93 32 26.60 


MDCCCXXV1II. 


2 H 
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o i II 

Reading at the Meridian (the Telescope inverted). 162 3 9.81 

At the South Foreland .High Light . 117 47 16.21 


Between the South Foreland High Light and the Meridian 44 15 53.60 
Between the South Foreland High Light and Fairlight . 49 16 42.54 

Between Fairlight and the Meridian (Telescope inverted) 93 32 36.14 
Between Fairlight and the Meridian, using South Foreland 


Low Light (Telescope inverted).. 93 32 35.10 

Mean. 93 32 35.62 

Mean (above) . . 93 32 26.60 

Between Fairlight and the Meridian. 93 32 31.11 

Fairlight. 

1822, 25th August A.M. Reading at the Meridian .... 138 22 31.50 

Spire of a Church . 134 18 59.30 

Between the Spire and the Meridian. 4 3 32.20 

Between Folkstone and the Spire. 62 50 54.33 

Between Folkstone and the Meridian. 58 47 22.13 

Between Folkstone and Blancnez. 26 49 18.67 

Between Blancnez and the Meridian .. . 85 36 40.80 

Reading at the Meridian (Telescope inverted) .. 138 22 25.20 

Spire of a Church. 134 19 0.27 

Between the Spire and the Meridian.. . 4 3 24.93 

Between Folkstone and the Spire .. 62 50 54.33 

Between Folkstone and the Meridian (Telescope inverted) 58 47 29.40 

Between Folkstone and Blancnez. 26 49 18.67 

Between Blancnez and the Meridian (Telescope inverted) 85 36 48.07 
Between Blancnez and the Meridian (above) ..... 85 36 40.80 

Between Blancnez and the Meridian (Mean). 85 36 44.43 v 
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25th August PJVL Mean Reading at the Meridian .... 138 22 22.62 

Wrotham Lamp . . . 112 55 34.40 

Between Wrotham and the Meridian. 25 26 48.22 

Between Wrotham and Blancnez.Ill 3 32.87 

Between Blancnez and the Meridian ....... 85 36 44.65 

o / // 

Mean Reading at the Meridian (Telescope inverted) . . . . 138 22 26.58 
Wrotham Lamp.* .. 112 55 33.00 

Between Wrotham and the Meridian ....... 25 26 53.58 

Between Wrotham and Blancnez ..Ill 3 32.87 

Between Blancnez and the Meridian (Telescope inverted) 85 36 39.29 
Between Blancnez and the Meridian (above). 85 36 44.65 

Between Blancnez and the Meridian . . . Mean . . 85 36 41.97 

o i n 

26th August P.M. Mean reading at the Meridian . . . .125 3 31.01 

Wrotham Lamp . . . 99 36 33.97 

Between Wrotham and the Meridian. 25 26 57.04 

Between Wrotham and Blancnez.Ill 3 32.87 

Between Blancnez and the Meridian. 85 36 35.83 

O I II 

Mean Reading at the Meridian (Telescope inverted) . . . .125 3 26.73 

Wrotham Lamp . . . . 99 36 35.58 

Between Wrotham and the Meridian . . . . . . . 25 26 51.15 

Between Wrotham and Blancnez. 1113 32.87 

Between Blancnez and the Meridian (Telescope inverted) 85 36 41.72 
Between Blancnez and the Meridian (above). 85 36 35.83 

Between Blancnez and the Meridian . . . Mean . . 85 36 38.77 


2 h 2 
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27th August P.M. Mean Reading at the Meridian . . . . 132 51 44.00 

Tolsford Lamp . ... 4 48 41.50 

Between Tolsford and the Meridian.. 51 56 57.50 

Between Tolsford and Blancnez ..38 39 35.99 

Between Blancnez and the Meridian. 85 36 33.49 


O I // 

Mean Reading at the Meridian (Telescope inverted) . . . . 132 51 37.08 
Tolsford Lamp. 4 48 35.08 

Between Tolsford and the Meridian . .. 51 56 58.00 

Between Tolsford and Blancnez. 33 39 35.99 

Between Blancnez and the Meridian (Telescope inverted) 85 36 33.99 

Between Blancnez and the Meridian (above). 85 36 33.49 

Between Blancnez and the Meridian . . Mean . . 85 36 33 74 


Summary. 

At Fairlight, the Angle between the Meridian and Blancnez: 

August 25, A.M. . . 85 36 44.43 

P.M. . . 85 36 41.97 

August 26, P.M. . . 85 36 38.77 

August 27, P.M. . . 85 36 33.74 

Between the Meridian and Blancnez. 85 36 39.73 

Between Tolsford and Blancnez. 33 39 35.99 

Between the Meridian and Tolsford.51 57 3.74 

Between Crowborough and Tolsford. 110 30 29.88 

Between the Meridian and Crowborough. 58 33 26.14 
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Tolsford. 

1822. September 7th, A.M. Reading at the Meridian . . .119 5 44.38 

Folkstpne .... 34 32 27-40 

Between Folkstone and the Meridian 95 26 43.02 

Between Folkstone and Crowborough . . . . . . . 189 44 6.50 

Between Crowborough and the Meridian. 94 17 23.48 

Mean reading at the Meridian (Telescope inverted) . . . .119 5 2^.39 

Folkstone. 34 32 16.25 

Between Folkstone and the Meridian. 95 26 46.86 

Between Folkstone and Crowborough. 189 44 6.50 

Between Crowborough and the Meridian (Telescope inverted) 94 17 19.64 

Between Crowborough and the Meridian (above) . . . 94 17 23.48 

Between Crowborough and the Meridian. . . Mean . 94 17 21.56 

Crowborough. 

September 19th* A.M. Mean reading at the Meridian . . . 132 30 30.56 

Frant Church ... 12 4 8.55 

Between Frant and the Meridian. 59 33 37.99 

Between Tolsford and Frant . .. 25 25 58.37 

Between Tolsford and the Meridian. 84 59 36.36 

o t it 

Mean reading at the Meridian (Telescope inverted) . . . . 132 30 26.76 
Frant Church. 12 4 6.17 

Between Frant and the Meridian .. 59 33 39.41 

Between Tolsford and Frant.. 25 25 58.37 

Between Tolsford and the Meridian (Telescope inverted) . 84 59 37.7B 

Between Tolsford and the Meridian (above). 84 59 36.36 

Between Tolsford and the Meridian. . . Mean . . . 84 59 37.07 
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O I II 

September 20th, A.M. Mean reading at the Meridian . . . 132 20 45.01 

Frant Church ... 12 4 22.70 

Between Frant and the Meridian. 59 33 37.69 

Between Tolsford and Frant. 25 25 58.37 

Between Tolsford and the Meridian. 84 59 36.06 

O I II 

Mean reading at the Meridian (Telescope inverted) . . . .132 31 2.30 

Frant Church.124 34.01 

Between Frant and the Meridian. 59 33 31.71 

Between Tolsford and Frant. 25 25 58.37 

Between Tolsford and the Meridian (Telescope inverted) . 84 59 30.08 
Between Tolsford and the Meridian (above) . . . . . 84 59 36.06 

Between Tolsford and the Meridian. . . Mean . . . 84 59 33.07 

O / II 

September 21st., A.M. Mean reading at the Meridian . . . 100 40 35.91 

Fsant Church . . . 160 14 11.73 

Between Frant and the Meridian. 59 33 35.82 

Between Tolsford and Frant. 25 25 58.37 

Between Tolsford and the Meridian ........ 84 59 34.19 

O / II 

Mean reading at the Meridian (Telescope inverted) . . . . 100 40 45.39 
Frant Church.. 160 14 18.66 

Between Frant and the Meridian. 59 33 33.27 

Between Tolsford and Frant.. . 25 25 58.37 

Between Tolsford and the Meridian (Telescope inverted) . 84 59 31.64 
Between Tolsford and the Meridian (above). 84 59 34.19 

Between Tolsford and the Meridian. . . Mean . . . 84 59 32.91 
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Summary. 

At Crowborough the Angle between the Meridian and 

Tolsford—19th September* A.M.- 84 59 37-07 

20 th September* A.M. 84 59 33.07 

21 st September, A.M. 84 59 32.91 

Between the Meridian and Tolsford. 84 59 34.35 

Between Crowborough and Fairlight ........ 36 5 24.01 

Between the Meridian and Fairlight. 121 4 58.36 
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X. On the phenomena of volcanoes. By Sir Humphry Davy, Bart. F.R.S. 

Read March 20, 1828. 

When in the years 1807 and 1808 I discovered that the alkalies and the 
earths were composed of inflammable matter united to oxygen, a number of 
inquiries suggested themselves with respect to various parts of chemical 
science, some of which were capable of being immediately assisted by experi¬ 
ment, and others required for their solution a long series of observations, and 
circumstances obtained only with difficulty. Of the last kind were the infer¬ 
ences concerning the geological appearances connected with these discoveries. 

The metals of the alkalies, and those of such of the earths as I had decom¬ 
posed, were found to be highly combustible, and altered by air and water 
even at the usual temperatures of the atmosphere; it was not possible, conse¬ 
quently, that they should be found at the surface of the globe, but probable 
that they might exist in the interior: and allowing this hypothesis, it became 
easy to account for volcanic fires, by exposure of the metals of earths and 
alkalies to air and water ; and to explain, not only the formation of lavas, but 
likewise that of basalts and many other crystalline rocks, from the slow 
cooling of the products of combustion or oxidation of the newly discovered 
substances. 

I developed this opinion in a paper on the decomposition of the earths, 
published in 1808; and since 1812 I have endeavoured to gain evidence 
respecting it by examining volcanic phenomena of ancient and recent occur¬ 
rence in various parts of Europe. 

In this communication I shall have the honour of laying before the Royal 
Society some results of my inquiries. If they do not solve the problem 
respecting the cause of volcanic fires, they will, I trust, be found to offer some 
elucidations of the subject, and may serve as the foundation of future labours. 

The active volcano on which I have made my observations is Vesuvius; 
and there probably does not exist another so admirably fitted for the purpose: 

mdcccxxviii. 21 
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its vicinity to a great city; the facility with which it may be ascended in every 
season of the year; and the nature of its activity,—all offer peculiar advantages 
to the philosophic inquirer. 

I had made several observations on Vesuvius in the springs of 1814 and 
1815, which I shall refer to on a future occasion in these pages; but it wfcs in 
December 1819, and January and February 1820, that the volcano offered the 
most favourable opportunity for investigation. On my arrival at Naples, Dec. 4, 
I found that there had been a small eruption a few days before, and that a 
stream of lava was flowing with considerable activity from an aperture in 
the mountain a little below the crater. On the 5th I ascended the mountain, 
and examined the crater and the stream of lava. The crater emitted so large 
a quantity of smoke, with muriatic and sulphurous acid fumes, that it was 
impossible to approach it except in the direction of the wind; and it threw up 
every two or three minutes showers of red hot stones. The lava was flawing 
from an aperture about one hundred yards below it, being apparently forced 
out by elastic fluids with a noise like that made by the steam disengaged from 
a pressure engine: it rose, perfectly fluid, forming a stream of from five to six 
feet in diameter, and immediately fell, as a cataract, into a chasm about forty 
feet below, where it was lost under a kind of bridge formed of cooled lava; 
but it re-appeared sixty or seventy yards further down. Where it issued from 
the mountain, it was nearly white hot, and exhibited an appearance similar to 
that which is shown when a pole of wood is introduced into the melted copper 
of a foundry, its surface appearing in violent agitation, large bubbles rising, 
which in bursting produced a white smoke; hut the lava became of a red 
colour, though still visible in the sunshine, where it issued from under the 
bridge. The force with which it flowed was so great, that the strength of 
the guide, a very stout young man, was insufficient to keep a' long iron rod 
in the current. The whole of its course, with two or three interruptions 
where it flowed under a cooled surface, was nearly three quarters of a mile, 
and it threw off clouds of a white smoke. It smoked less as it cooled and 
became pasty ; but even where it terminated in moving masses of scoria, 
smoke was still visible,, which became more distinct whenever the scoria was 
moved, or the red hot lava in the interior exposed. 

Having ascertained that it was possible to approach within four or five feet 
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of the lam, and to examine the vapour immediately dose to the aperture, I 
returned the next day, having provided the means of making a number of ex¬ 
periments on the nature of the lava, and of the elastic fluids with which it was 
accompanied. I found the aperture nearly in the same state as the day before, 
buftbe lava spread over a larger surface, forming an eddy in the hollow of the 
rock, over which it fell, from which it could be raised in an iron ladle more 
easily than from the current, and where there was much more Ihcility of 
placing and withdrawing substances intended to be exposed to its agency. 

One of the most important points to be ascertained was, whether any com¬ 
bustion was going on at the moment the lava issued from the mountain. 
There was certainly no appearance of more vivid ignition when it was exposed 
to air, nor did it glow- with more intensity when it was raised into the air by 
an iron ladle. I put the circumstance, however, beyond the possibility of 
doubt: I threw some of the teed lava into a glass bottle furnished with a 
ground stopper, containing siliceous sand in the bottom: I closed it at the 
moment, and examined the air on my return. A measure of it mixed with 
a measure of nitrous gas gave exactly the same degree of diminution as a 
measure of common air which had been collected in another bottle on the 
mountain. 

I threw upon the surface of the lava nitre, both in mass and in powder. 
After this salt had fused, there was a little increase of vividness in the ignition 
of the lam, but much too slight to be referred to pure combustible matter in 
any quantity; and on making the experiment mi a portion of lam taken np in 
the ladle, it appeared that the disengagement of heat was partly owing to the 
peroxidation erf the protoxide of iron, and to the combination of the alkali of 
the nitre with the earthy basis of the lam *, for where the nitre had melted, the 
colour had changed from olive to brown. This conclusion was still further 
proved by the circumstance that chlorate of potash thrown upon the lava did 
not increase its degree of ignition so much as nitre. When a stick of wood 
was introduced into a portion of the lava so as to leave a little carbonaceous 
matter on its surface, nitre or chlorate of potassa then thrown upon it caused it 
to glow with great brilliancy. Some fused lava was thrown into water, and a 
glass bottle filled with water held over it to collect the gas disengaged; it was 
in very minute quantity only, and when analysed on my return proved to be 

2 i 2 
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common air a little less pure than that disengaged from the water by boiling. 
A wire oF copper of ^th of. an inch in diameter, aid a wire of stiver of*^th, w* 
troduced into the km near its source, were instantly fused s an iron rod of £th 
of an inch, with a piece of iron wire of about #$th, we kept for five minutes in 
the eddy in the stream of lava: they were not fused; they didnot produceany 
smell ofsulphuretted hydrogen when acted on by muriaticacicL A tin-plate 
funnel filled with cold water was held in the fumes disengaged with so much 
violence from the aperture through which the lava issued : fluid was im¬ 
mediately condensed upon it, which was of an acid and subastringent taste. 
It did not precipitate muriate of baryta; but copiously precipitated nitrate of 
silver, and rendered the triple prussiate of potassa of a bright blue. When the 
same funnel was held in the white fumes above the lava where it entered the 
bridge, no fluid was precipitated upon it, but it became coated with a white 
powder which had the taste and chemical qualities of common salt, and 
proved to be this substance absolutely pure. A bottle of water holding about 
| of a pint, with a long narrow neck, was emptied immediately in the aperture 
from which the vapours pressing out the lava issued, and the neck was im¬ 
mediately closed. This air examined on my return was found to give no 
absorption with solution of potassa; so that it contained no notable proportion 
of carbonic acid, and it consisted of 9 parts of oxygen and 91 of azote. There 
was not the least smell of sulphurous acid in the vapour from the aperture, nor 
were the fumes of muriatic acid so strong as to he unpleasant; but during the 
last quarter of an hour that I was engaged in these experiments, the wind 
changed, and blew the smoke from the crater upon the spot where I was 
standing: the sulphurous acid gas in the fumes was highly irritating to the 
organs of respiration, and I suffered so much from the exposure to them that 
1 was obliged to descend; and the effect was not transient, for a violent 
catarrhal affection ensued, which prevented me for a month from again ascend¬ 
ing the mountain. 

On the 6th of January I made another visit to Vesuvius. I found the appear¬ 
ance of the lava considerably changed; the bocca from which it issued m the 
5th of December was closed, and the current now flowed quietly,and without 
noise from a chasm in the cooled lava about three hundred feet lower down. 
The heat was evidently less intense. I repeated my experiments with nitre with 
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the same results, and exposed pure silver and platinum to the fused lava: they 
werenot at all changed in colour* I collected the sublimations from various 
parts of the cooled lava above. The rocks near the ancient bocca were 
entirely covered with white, yellow, and reddish saline substances. I found 
one specimen of large saline crystals in a cavity, which had a slight tint of 
purple: this examined, proved to be common salt with a minute portion of 
muriate of cobalt. The other sublimations consisted of common salt in great 
excess, much chloride of iron, some sulphate of soda; and by the test of mu¬ 
riate of platinum, there appeared to exist in them a small quantity of sulphate 
or muriate of potassa; and a solution of ammonia detected the presence of a 
minute quantity of the oxide of copper. 

During the months of January and February I made several visits to die 
top of Vesuvius: I shall not particularize them all; but shall mention only 
such as afforded me some new observations. On the 26th of January, the lava 
was seen nearly white hot through a chasm near the place where it flowed 
from the mountain. I threw nitre upon it in large quantities through this 
chasm, in the presence of H. R. H. the Prince of Denmark, whom I had the 
honour of accompanying in this excursion to the mountain, and my friend the 
Cavaliere Monticelli: there was no more increase of ignition than when the 
experiment was made on lava exposed to the free air. The appearance of the 
sublimations was now considerably changed: those near the aperture were 
coloured green and blue by salts of copper; but there was still a great quan¬ 
tity of muriate of iron. I have mentioned, that on the 5th the sublimate of 
the lava was pure chloride of sodium: in the sublimate of January 6th, there 
were both sulphate of soda and indications of sulphate of potassa. In the 
sublimates that I collected on the 26th, the sulphate of soda was in much 
larger quantities, and there was much more of a salt of potassa. From the 
5th of December to the 20th of February, the lava flowed in larger or smaller 
quantities, so that at night a stream of ignited matter was always visible, more 
or less interrupted by cooled lava. It changed its direction according to the 
obstacles it met with; and never, according to appearances, extended so much 
as a mile from its source. During the whole of this time the craters, of which 
there were two, were in activity. The large crater threw up showers of ignited 
ashes and stones to a height apparently of from 200 to 500 feet; and from a 
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smaller crater, to die right of the large one on die side of Naples, steam arose 
with great violence. Whenever the crater could be approached it was found 
inenisted with saline incrustations; and the walk to the edge of the small 
crater on the 6th of January was through a mass of loose saline matter, prin¬ 
cipally common salt coloured by muriate of iron, in which the foot sunk to 
some depth. It was easy, even at a great distance, to distinguish between the 
steam disengaged by one of the craters, and the earthy matter thrown upby 
the other. The steam appeared white in the day, and formed perfectly white 
clouds, which reflected the morning and evening light of the purest tints of 
red and orange. The earthy matter always appeared as a black smoke, form¬ 
ing black clouds; and in the night it was highly luminous at the moment of 
the explosion. 

•On the 20th of February, the small crater which had been disengaging 
steam and elastic matter, began to throw out showers of stones; and both 
craters from the 20th to the 23rd were more than usually active. On the night 
of the 23rd, at half past 11 o’clock, being in my bed-room at Chiatimone, 
Naples, I heal'd the windows shake; and going to the window, I saw ascending 
from Vesuvius a column of ignited matter to a height at least equal to that of 
the mountain from its base; and the whole horizon was illuminated, notwith¬ 
standing the brightness of the moon, with direct volcanic light, and that 
reflected from the clouds above the column of ignited matter. Several erup¬ 
tions of the same kind, but upon a smaller scale, followed at intervals of a 
minute and a half or two minutes; but there were no more symptoms of 
earthquake, nor did I hear any noise. On observing the lava, it appeared at 
its origin much broader and more vivid; and it was evident that a* fresh stream 
had broken out to the right of the former one. On the morning of the 24th 
I visited the mountain it was not possible to ascend to the top, which was 
covered with clouds, nor to examine the orifice from which the lava issued. 
The stream of lava near the place where it terminated was from 50 to 100 feet 
broad. It had precisely the same appearances as the lava which had been so 
long running. I collected the saline matter condensed upon some of the 
masses of scoria which were carried along by the current and deposited on 
the edge of the stream; they proved to be the same in the nature of their 
constituent parts as those of the lava of the 26th of January, but with a 
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larger proportion of sulphate of soda, and a smaller proportion of muriate of 
iron; and I have no doubt that the dense white smoke which was emitted in 
immense columns by the lava during the whole of its course, was produced by 
the same substances. 

I shall now mention the state of the volcano at some other periods. 

When I was at Naples in May 1814, the crater had the appearance of an 
immense funnel, closed at the bottom, with many small apertures emitting 
steam; and on the side towards Torre del Greco, there was a large aperture 
from which flame issued to a height of at least 60 yards, producing a most 
violent hissing noise. This phenomenon was constant during the three weeks 
I remained at Naples. It was impossible to approach sufficiently near the 
flame to ascertain the results of the combustion; but a considerable quantity 
of steam ascended from it. When the wind blew the vapours upon us, there 
was a distinct smell both of sulphurous and muriatic acids. There was no 
indication of carbonaceous matter from the colour of the smoke ; nor was any 
deposited upon the yellow and white saline matter which surrounded the crater, 
and which I found to be principally sulphate and muriate of soda, and mu¬ 
riate of iron : in some specimens there was a considerable quantity of muriate 
of ammonia. 

In March 1815, the appearances presented by the crater were entirely dif¬ 
ferent. There was no aperture in the crater; it was often quiet for minutes 
together, and then burst out into explosions with considerable violence, sending 
fluid lava and ignited stones and ashes to a considerable height, many hundred 
feet, in the air. 

These eruptions were preceded by subterraneous thunder, which appeared 
to come from a great distance, and which sometimes lasted for a minute. 
During the four times that I was upon the crater in the month of March, I 
had at last learnt to estimate the violence of the eruption from the nature of 
the sound: loud and long continued subterraneous thunder indicated a consi¬ 
derable explosion. Before the eruption the crater appeared perfectly tranquil; 
and the bottom, apparently without an aperture, was covered with ashes. 
Soon, indistinct rumbling sounds were heard as if at a great distance; gra¬ 
dually the sound approached nearer, and was like the noise of artillery fired 
under our feet. The ashes then began to rise and to be thrown out with 
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smoke from thebottom of the crater; and lastly, the fam and 
was Ejected witba most violent explosion. I need not say that when I was 
standing on the edge of the crater witnessing this phaenomenon, thewind was 
blowing strongly from me: without this circumstance it would have been 
dangerous to have stood on the edge of the crater; and whenever from the 
loudness of the thunder the eruption promised to be violent, I always ran as 
far as possible from the seat of danger. 

As soon as the eruption had taken place, the ashes and stones which roiled 
down ,the crater seemed to fill up the aperture, so that it appeared as if the 
ignited and elastic matter were discharged laterally; and the interior of the 
crater {assumed the same appearance as before. 

1 shall now offer some observations on the theory of these phenomena. It 
appears almost demonstrable that none of the chemical causes anciently 
assigned for volcanic fires can be true. Amongst these, the combustion of 
mineral coal is one of the most currentbut it seems wholly inadequate to 
account for the phenomena. However large a stratum of pit-coal, its com¬ 
bustion under the surface could never produce violent and extensive heat; for 
the production of carbonic acid gas, when there was no free circulation of air, 
must tend constantly to impede the process : and it is scarcely possible that 
carbonaceous matter, if suck a cause existed, should not be found ip the lava, 
and he disengaged with the saline or aqueous products from the bocca or 
craters? There arc many instances in England of strata of mineral coal which 
have been lopg burning; but the results have been merely baked clay and 
schists* end it has produced mi result similar to lava. 

If the idea of Lemery were correct, that the action of sulphur on iron may 
be acause of volcanic frres, sulphate of iron might to be the great product of 
the volcano ; which is known not to be the case; and the heat produced by the 
action of sulphur on the common metals, is quite inadequate to account for 
the appearances. When it is considered that volcanic fires occur and intermit 
with all the phenomena that indicate intense chemical action, it seems not 
unreasonable to referthem to chemical causes. But for phenomena upon such 
a scale, an immense mass of matter must be in activity, and the products of the 
volcano ought to give an idea of the nature of the substances primarily active. 
Now what are these preducts ? Mixtures of the earths in an oxidated and 
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fused state, and intensely ignited; water and saline substances, such as might 
be furnished by the sea and air, altered in such a manner as might be expected 
from the formation of fixed oxidated matter. But it maybe said, if theoxida- 
tion of the metals of the earths be the causes of the phenomena, some of these 
substances ought occasionally to be found in the Java, or the combustion ought 
to be increased at the moment the materials passed into the atmosphere. But 
the reply to this objection is, that it is evident that the changes which occasion 
volcanic fires, take place in immense subterranean cavities; and that the 
access of air to the acting substances occurs long before they reach the exterior 
surface. 

There is no question but that the ground under the solfaterra is hollow, and 
there is scarcely any reason to doubt of a subterraneous communication be¬ 
tween this crater and that of Vesuvius: whenever Vesuvius is in an active 
state, the solfaterra is comparatively tranquil. I examined the bocca of the 
solfaterra on the 21st of February 1820, two days before the activity of Vesu¬ 
vius was at its height: the columns of steam which usually arise in large quan¬ 
tities when Vesuvius is tranquil, were now scarcely visible, and a piece of 
paper thrown into the aperture did not rise again; so that there was every 
reason to suppose the existence of a descending current of air* The subter¬ 
raneous thunder heard at such great distances under Vesuvius, is almost a 
demonstration of the existence of great cavities below filled with aeriform 
matter: and the same excavations which in the active state of the volcano 
throw out during so great a length of time immense volumes of steam, must, 
there is every reason to believe, in its quiet state become filled with atmospheric 
air*}\ 

To what extent subterraneous cavities may exist even in common rocks, is 
shown in the limestone caverns of Carniola, some of which contain many 
hundred thousand cubical feet of air; and in proportion as the depth of an 
excavation is greater, so is the air more fit for combustion. 

* fa 1814, in 1815, and in January 1819, when Vesuvius was comparatively tranquil, I observed 
the solfaterra in a very active state, throwing up large quantities of steam and some sulphuretted 

f Vesuvius is a mountain admirably fitted, from its form and situation, for experiments on the 
e!&et of its attraction on the pendulum: "and it would be easy in this way to deteraihe the problem 
of its cavities. On Etna, the problem might be solved on a larger scale. 

2 K 


MDCCCXXVIII. 



250 SIR HUMPHRY DAVY ON THE PHENOMENA OP VOLCANOES. 

Hie same circumstance which would give alloys of the metals of the earths 
the power of producing volcanic phenomena, namely, their extreme facility of 
oxidation, must likewise prevent them from ever being found in a pure com¬ 
bustible state in the products of volcanic eruptions; for before they reach the 
external surface, they must not only be exposed to the air in the subterranean 
cavities, but be propelled by steam; which must possess, under the circum¬ 
stances, at least the same facility of oxidating them as air. Assuming the 
hypothesis of the existence of such alloys of the metals of the earths as may 
burn into lava in the interior, the whole phenomena may be easily explained 
from the action of the water of the sea and air on those metals; nor is there 
any fact or any of the circumstances which I have mentioned in the preceding 
part of this paper, which cannot be easily explained according to that hypo¬ 
thesis. For almost all the volcanoes in the old world of considerable magnitude 
are near, or at no considerable distance from the sea: and if it be assumed 
that the first eruptions are produced by the action of sea water upon the metals 
of the earths, and that considerable cavities are left by the oxidated metals 
thrown out as lava, the results of their action are such as might be antici¬ 
pated ; for after the first eruptions, the oxidations which produce the subse¬ 
quent ones may take place in the caverns below the surface; and when the 
sea is distant, as in the volcanoes of South America, they may be supplied 
with water from great subterranean lakes; as Humboldt states that some of 
them throw up quantities of fish. 

On the hypothesis of a chemical cause for volcanic fires, and reasoning from 
known facts, there appears to me no other adequate source than the oxidation 
of the metals which form the bases of the earths and alkalies ; but it must not 
be denied that considerations derived from thermometrical experiments on the 
temperature of mines and of sources of hot water, render it probable that the 
interior of the globe possesses a very high temperature: and the hypothesis of 
the nucleus of the globe being composed of fluid matter, offers a still more 
simple solution of the phenomena of volcanic fires than that which has been 
just developed. 

Whatever opinion may be ultimately formed or adopted on this subject, I 
hope that these inquiries on the actual products of a volcano in eruption 
will not be without interest for the Royal Society. 
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XI. Abstract of a meteorological journal kept at Benares during the years 1824, 
1825, and 1826. By James Prinsep, Esq. Assay Master of the mint at Benares. 
Communicated by Peter Mark Roget, M.D. Secretary of the Royal Society. 

Read January 25, 1828. 

The three principal Tables, each of which comprises the abstract for one 
year of the meteorological journal at Benares, are followed by two others, 
numbered I. and II., presenting the mean daily oscillations of the barometer, 
and the monthly deviations from its average height, for each month during 
four successive years, accompanied by the corresponding variations of the ther¬ 
mometer from its mean. These tables exhibit the remarkable coincidence pre¬ 
served by these phenomena throughout the year. The indications of the ba¬ 
rometer are all reduced to the freezing point by Du long and Petit’s formula 
for the dilatation of mercury. I have inserted in the first column of Table I. 
the mean of three years’ observations made at Berhampoor by Dr. A. Russel ; 
but the instrument employed being of the mountain construction, the mercury 
did not move freely in the tube, which will account for the oscillations being 
uniformly less than those measured by myself. Mr. Daniell has noticed the 
liability of barometers to deteriorate from the accumulation of air bubbles 
above the mercury: to obviate this cause of error, I made frequent com¬ 
parisons with one of Wollaston’s boiling thermometers. From October 1823 to 
August 1825, the error from this cause amounted to .046 inch, and I deemed it 
necessary to reboil the barometer; it then stood, as nearly as possible, correct 
once more. All of my tables have been cleared of the minute error thus found. 

As a graphic representation more readily enables the eye to estimate the 
agreement of two lines in motion, I have delineated in a diagram the courses 
indicated by Table II., only reversing the direction of one curve, that the two 
lines may be collateral with respect to the centre line which stands for the 
annual mean. The scales at the sides will explain the formation of the curves. 
The year 1826 is omitted in the diagram, because the last two months are 
wanting in the series of observations. 
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Weather. 

Foggy clear change. 

Cirrocum. Hard winds. 

Several gales. 

Steady weather. 

Clear then misty then gale 
anil violent storm. (Sultan- 
poor bai racks blown down ) 

Little rain, but cloudy 

Settled ram. 

Fine towards the 15th. 

Showers, clear, cloudy. 

A gale from W : then clear 
then squally. 

Cleared up. 

Clear and fine • gale on the 
30th. 
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This thermometer stands* 0.8 deg. higher than the others , this quantity is the re tint added to the column of diffeiences. 









Abstract of a Meteorological Journal * Benares, 182 


KEPT AT BENARES IN 1824, 1825, AND 1826, 


253 











Abstract of a Meteorological Journal; Benares, 1826. 


254 


MR. PRINSEP’S METEOROLOGICAL JOURNAL 








KEPT AT BENARES IN 1824, 1825, AND 1826. 255 


Table I. Daily Oscillations. 




Barometer. 



Thermometer. 


Month. 

1 Years 
by Dr . 
Busses 

1824 . 

1825 . 

1826 . 

Mean of 
5 last . 

1823 . 

1824 . i 

1825 . 

1826 . 

Mean. 

January . 

Inch . 

.073 

Inch 

.092 

Inch 

.091 

Inch 

.109 

.097 

0 

21.5 

0 

19.7 

14°.0 

l£l 

17 °.» 

February . 

.098 

.109 

.096 

.103 

.103 

21.0 

21.1 

16.1 

18.8 

19.2 

March. 

.098 

.117 

.124 

.122 

.121 

24.0 

19-3 

20.3 

18.6 

20.7 

April. 

.103 

.127 

.113 

.135 

.125 

26.5 

_n.3 

25.1 

19 9 

23.2 

May. 

.103 | 

.120 

.113 

.140 

.124 

23.4 

22.7 

23.6 

18.0 

21.9 

June . . 

.084 ! 

.119 

.111 

.109 

.113 

20.3 

24.5 

11 . 7 * 

7.9 

16.1 

July. 

.082 : 

| .071 

, .091 

| .070 

•077 

9.3 

' 10.2 

7-7 

j 6.9 

9-0 

August 


1 .084 

| .099 

, .082 

.088 

8.9 

1 9* 4 

8.6 

I 6.3 

S .3 

September 

.070 

j .094 

| -117 

098 

.103 

9.5 

, 13.9 

| 8.5 

9.2 

10.3 

October 

.070 

.103 

j -094 

| .102 

.100 

16.0 

! 13.7 

1 9-7 

i 13.2 

18.1 

November . . 

.070 

1 .095 

’ .120 


.107 

18.4 

18.8 

! 13.3 

i _ 

16.8 

December . 

.075 

! .085 

1 .111 

1 


.098 

15.7 

; 17.9 

1 15.4 

1 

1 

16.3 


* From tins month the Register Thermometer stood m a new house much less exposed than 
befoie ,—the ranges are consequently much smaller. 


Table II. Monthly Deviations. 


Month. 

Barometer at 32 . 

Thermometer (mean of extremes.) | 

1823. 

1824. 

1825. 

1826. 

Mean. 

1823. 

1824. 

1825. 

1826. 

Mean 

January.. ... 

-»-.285 

+ .299 

+ ■277 

+ .232 

4-.273 

-1°6.7 

-18.0 

-1°7.0 

—16.5 

-17.0 

February ... 

4- •233 

+ .165 | + . 184 

+ .119 

+.17«> 

-10.7 

— 11.5 

— 13.1 

-10.9 

-11.5 

March 

+.095 

+ 106 

+ .124 

4- .104 

+ .107 

4- 0.5 

- 1.3 

— 4.3 

- 0.9 

— 1.5 

April .. . . 

-.083 

-.016 

—027 

-.048 

nvi 

1-11*2 

+ 6.9 

4- 9*o 

+ 10.3 

4- 9*5 

May . ...... 

-.137 

-.192 

-.104 

-.113 

-.136 

+12.7 

+ 14.8 

+ 15.5 

+ 12.7 

+ 13.9 

June. 

-.307 

-.304 

-.278 

-.267 

-.289 

+ 15.7+11.9 

+ 13 4 

1-11.5 

1-13.1 

July. 

— .311 

-.327 

-.277 

—318 

—.308 

+ 6.1 j'+ 7*8 

+ 7-6 

+ 6.1 

+ 6.9 

August .. .... 

— 227 

-.242 

— 168 

-.175 

-.203 

+ 5.0 

+ 7-8 

- 4 - 7.9 

+ 0.1 

+ 6.4 

September . 

-.130 

-.041 

-.108 

—.111 

-.098 

+ 4.5 

4- 6.9 

+ 5.6 

+ 6.3 

+ 5.8 

October. 

4 - .084 j 

+ .066 

+ .036 

4-.099 

+ .074 

- 0.1 

+ 1.6 

+ 1*4 

+ 2.5 

+ 1.3 

November....... 

+ .169 

+ .201 

+ .175 


+ .181 

- 11.3 

- 8.5 

- 9*2 

1 — 

- 9*7 

December...... . 

+ .309 

+ .290 

+ .240 


+ .279 

- 17*0 

- 18.5 

- 17.4 

L_ 

- 17.6 


Mean Barometric Alt 29° 488. Mean Thermometric Alt 77°.81. 
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XII. A description of a vertical floating collimator ; and an account of its appli¬ 
cation to astronomical observations with a circle and with a zenith telescope. 
Bp Captain Henry Kater, l.P.R.S. 


Read April 24, and Maj' 1, 1828 

In the Philosophical Transactions for 1825, I gave an account of a floating 
collimator, and added a suggestion for the construction of a vertical floating 
collimator which had not then been carried into effect. I have since had an 
instrument of that description made, with such improvements as occasion re¬ 
quired, and the results which it has afforded have been so satisfactory that I 
am induced to lay them before the Society. 

The collimator which formed the subject of the paper I have mentioned was 
a horizontal floating collimator. This, in the manner in which I then used it, 
was the worst form in which the instrument could have been employed; as it 
was necessary to take the float out of the mercury and replace it in order to 
complete each observation. The result was therefore liable to be vitiated by 
any particle of dust or minute bubble of air which might have found a place 
between the float and the mercury. It cannot therefore but be considered as 
surprising, that out of one hundred and fifty-one results, only twenty-eight were 
found in error to an amount exceeding one second, the greatest error being 
2 ,f .58 and the next 2". 

The horizontal floating collimator was tried by the Rev. Dr. Brinkley, the 
present Bishop of Cloyne at the Dublin Observatory, and by the Rev. Dr. Ro¬ 
binson at the Observatory at Armagh. An account of Dr. Brinkley’s obser¬ 
vations is given in the Philosophical Transactions for 1826, where it may be 
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seen that the mean difference between the results of Dr. Brinkley’s catalogue 
of 1823, and, by means of the horizontal by 

obseiwato^^||^fe&yIstos, is only 0".03.^ __ ^ > 

Dr^j%iM^|^{Ri observations of l^||^ars made with the horizontal 
doating^e^lipktor and his equatorial, obtained a latitude ; pidy ' 

from t^e latitude resulting from his observations of the preceding twd|§par£, 
whenthe level was emptied; and by thirteen observations with the collimafcr at 
the winter solstice of 1825, the deduced obliquity of the ecliptic for the begin¬ 
ning of the year, differed only 0".33 from that given in the Nautical Almanac 

These results should seem to leave little to be desired in point of aceuracv , 
but the method of using the horizontal floating collimator is so inconvenient, 
as to constitute no small objection to the general employment ol the instru¬ 
ment in this form. To which may be added, the possibility of error arising, 
as f^fere stated, from the necessity of taking the float out of the mercury and 
replacing it. Prom both these objections the vertical floating collimator is 
wholly free. 

The vertical floating collimator has also this further advantage, that it may 
not only be used with a circle, but may be applied to a telescope, either of the 
refracting or reflecting kind; such a telescope furnished with a wire micrometer 
and directed to the zenith, becomes a zenith telescope, free from all the objec¬ 
tions to which the zenith sector and the zenith telescope with a plumb-lme are 
liable. 

In Hate XIII. I have given plans and sections of the different parts of which 
the vertical floating collimator is composed. Fig. 1. represents a board of well 
seasoned mahogany fourteen inches square, and an mch and a half thick. Into 
this board four legs are screwed, at the distance of an inch and a half from the 
edge of the board to the centre of each leg. In the middle of the board a Cir¬ 
cular hole is made, four inches in diameter, into which a tube of sheeliren 
is firmly driven, of such a length as to project about an inch or an indi i&d & 
half above the upper surface of the board. At the distance of five inches and 
a half from the cpntre, three brass rollers are fet into the board. These are 
equidistant from each other, and are intended to support the iron pan hereafter 
to be described, and to facilitate its being moved round about the sheet iron 
tube as a centre, with but little friction. * ‘: ' 
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Figs. 2. and 3, are the plan and section of a cast iron circular pan ; this is 
one foot in diameter, and has a circular opening of four inches, which passes 
easily upon the tube of sheet iron just described, and about which the pan is 
intended to be turned. The sides of the pan (tig. 3*) are 2.4 inches high on the 
outside, the inside depth being two inches, which leaves four-tenths of an inch 
for the thickness of the bottom of the pan. The sides of the model for the pan 
must he sloped as in the section, for the convenience of casting. Into the side 
of the pan at the bottom a stout iron wire is screwed, intended, as will be seen, 
to serve as a stop to prevent the pan from being turned round more than 180 
degrees 

Figs. 4. and 5. represent (in half its real dimensions) one of two guides made 
of sheet iron, destined to receive pins, which are intended to prevent the float, 
presently to be described, from moving horizontally. A piece of plate iron is 
cut into the form represented at fig. 4. This is afterwards turned up as at 
fig. 5. leaving the distance of a quarter of an inch between the front and back. 
Two of these guides are screwed to the bottom of the pan in the inside, (their 
backs touching its sides,) in that diameter which is at right angles to the iron 
pin projecting from the outside of the pan. 

Fig. G. represents a spring of about two inches and a half long. The flat 
part lias a longitudinal slit in it, through which screws pass which attach it to 
the mahogany board, fig. I. A piece of plate brass is interposed between the 
screws and the spring. The longitudinal slit is for the purpose of adjusting 
the spring to its required position. At its extremity the spring is formed into 
a Y, terminating in a hook, as represented in the figure. Two of these springs 
are fixed to the mahogany board ; the Y of each being distant a little more 
than six inches from the eentre of the board, in opposite directions, and the di¬ 
rection of the spring is at right angles to this diameter. The springs both 
point the same way. 

If now we suppose the pan to be placed upon the sheet iron tube, fig. 1. and 
it be turned round, the iron pin will come in contact with one of the springs, 
which will yield to the weight of the pan until the pin is lodged in the Y, 
beyond which it will be prevented from going by the projecting hook. On 
turning the pan the contrary way, the inclined plane of the Y will yield to the 
pressure of the pin and permit it to escape; and when the pin has gone through 
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nearly a semicircle, the same process will take place at theotherspring; these 
springs, therefore, afford the means of limiting the horizontal motion of the 
pan to 180 degrees. 

Figs. 7- and 8. are the plan and section of a float of cast iron, 10.6 inches 
diameter, one inch thick, and having an opening in the middle of 5.7 inches 
diameter, consequently the breadth of the annulus is about two inches and a 
half. Into the sides of this float, at opposite points and equidistant from the 
two surfaces, two steel pins are screwed, of such a thickness as to pass freely 
into the grooves of the guides before mentioned with a very little shake. The 
ends of the pins are to be hemispherically rounded, and very smooth. When 
the float is placed in the pan, with the pins in the guides, the distance between 
the terminations of the pins should be such as to leave them just clear of the 
backs of the guides. 

A section of the float with the bridge and telescope attached to it is given at 
jfig. 9. The bridge is made of wrought iron. The length at the top is seven 
inches, and the perpendicular part of the bridge is of a sufficient height to 
enable the bridge to clear the middle part of the pan when the float is placed 
in it. In my vertical floating collimator the bridge is an inch and three-quar¬ 
ters above the float. The middle of the bridge consists of a piece of brass tube 
three or four inches long, destined to receive the telescope, which fits tightly 
into it. The width of the iron part of the bridge is half an inch, and the thick¬ 
ness about a quarter of an inch; but this may be varied according to circum¬ 
stances which will hereafter appear. The parts where the bridge is screwed 
to the float have cross pieces four inches long, intended to give a firmer bear¬ 
ing. The heads of the screws are long, to serve as pins, upon which weights 
with holes in them may be placed, for the purpose of adjusting the float. 

The bridge is screwed to the float in such a position that its length is at right 
angles to the pins inserted in the edge of the float, as before described. Hie 
intention being, that when the collimator is employed, the bridge should be in 
the direction of the meridian, and the guides at right angles to it. Two addi¬ 
tional pins are fixed perpendicularly in the float near the guide pins. These are 
represented in the plan, fig. 7, and are intended to receive some of the weights 
by which the float is to be adjusted. 

The telescope is achromatic, the object-glass in my collimator being about 



A VERTICAL FLOATING COLLIMATOR. 261 

eight inches fecal length, and one inch and a quarter aperture. The object- 
glass is fixed in a separate piece of tube, which slides withinanoiher tube, to 
which, after adjustment, it may be firmly attached by two opposite screws 
moving in longitudinal slits. 

In the focus of the object-glass of my collimator, a diaphragm is placed, 
carrying fine cross wires flattened. These wires, however, do not form angles 
so neat as could be wished, in consequence of their thickness, and of a want 
of perfect straightness of their edges; and I am indebted to Dr. Wollaston 
for. the suggestion of a method of constructing a substitute for the cross wires, 
which has been applied to a vertical floating collimator made for Captain 
Foster, R.N. and which I found to answer perfectly well. 

The surfaces of a plate of brass (bell metal would perhaps be preferable), 
about the twentieth of an inch thick, were ground parallel. The plate was 
then cut in half, and the surfaces cemented together. One of the sides of this 
double plate was then formed by grinding, into a salient angle of about 135°, 
the faces of this angle being slightly bevilled and carefully finished* The plates 
were then separated, and their opposite surfaces cemented together, the angular 
points and edges being made accurately to coincide. One of the sides (not 
that opposite to the angle) of this compound plate was then ground at right 
angles to the surface, and the plates again separated and carefully cleaned. 

A circular piece of glass having been fitted into the diaphragm, a bit of brass 
with a straight edge was cemented to the glass on one side by shell lac. This 
was at such a distance from the middle of the diaphragm, as to allow the an¬ 
gular points of the brass plates to be in its centre, when their ground sides 
were in contact with the straight edge. 

One of the brass plates was now attached by shett lac to the glass, having 
its ground edge in contact with the brass straight edge, the obtuse angle of 
the bevilled edge being next the glass, and the angular point in the middle of 
the diaphragm, it is now evident that if the ground edge of the other brass 
plate be placed in contact with the straight piece of brass, the obtuse angle of 
the bevil being next the glass, the two angular points will, upon sliding the 
brass plate along the straight edge, be brought accurately into contact, and in 
this position the brass plate was fixed to the glass by shell lac. 

This arrangement afforded an object having well defined acute angles of 
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about 45°, which could be bisected with great precision. As this is a very im¬ 
portant part of the instrument, I have been induced to describe thus minutely 
the manner in which it may be made. The diaphragm is placed in the tele¬ 
scope, with the brass plates next to--the object-glass, in order that when the 
edges of the plates are seen y^ j>eri^tjdistinctness, no particles of dust may 
be visible which may have lodged upon the surface of the glass. The angular 
point is brought into the centre of the ftfe in the usual manner, by means of 
opposite screws passing into the diapbtogm. A piece of plane glass closes the 
end of the telescope, to keep out dust and to protect the diaphragm from acci¬ 
dent. The diaphragm is represented at fig. 10*. 

When observations are made with the floating collimator, it is necessary that 
all light should be excluded, except that which passes through its telescope. 
For this purpose a piece of sheet iron is formed, as represented at fig. 11. The 
aperture is the same as that of the iron ba#in of the collimator, and one side ex¬ 
ternally is straight, in order to form a hinge upon which the plate B moves. This 
plate may be raised to a perpendicular position, and when permitted to fall, 
rests steadily upon the ting. In the centre of the plate B, is a circular opening, 
rather less in diameter toan the telescope. The three projecting parts of fig. II. 
are intended, when bent dose to the ring, to flora legs, to be attached to the ma¬ 
hogany support, Ag, 1, the length of these legs being such as to aliow the plate B, 
when resting on the ring, to be quite collimator. 

For the purpose of illuminating the diaphragm of the collimator, a small 
plane mirrofe is used; similar to that of a microscope. This Is atoched to the 
plate B ovm the opening, by a short dmag which is 

so obvious, as to need no, figure. The instoumm^ isTepresented in Slate XIV. 

The collimator being^Up. completed, it will be found convenient to adjust 
the object-glass of its tl§f|p3pe very nearly to the distance of its focal length 
from the diaphragm. For|iis purpose, any telescope may be employed which 
has been carefully adjusted to distinct vision upon a fixed star. The telescope 
of the collimator is to l^^upported in a convenient position for looking into 
it through its object-glass with the other telescope, and a lamp so placed as to 
illuminate the diaphrag||£ All false light being excluded from the telescope 


Since the above was written, I have found that a cross of strong spiders threads answers very well. 
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employed, by a black paper screen surrounding that of the collimator, the 
diaphragm is to he viewed, mid the distance of the object-glass from it to be 
varied until its angles appear sharp and well-defined. This I consider merely 
as preparatory to the final adjustment; butif the telescope used has a magnify¬ 
ing power of about one bundled, this adjustment will probably be found to be 
sufficiently accurate. * 

Two beams of wood are to be fixed horizontally to the walls of the obser¬ 
vatory in the direction of the meridian, beneath the opening in the roof, and 
at such a distance from each other as thatthe legs of the support of the colli¬ 
mator may pass between them, and the board rest upon the beams. It may then 
be moved along upon the beams, the legs confining the motion in the direction 
of the meridian. In order to render this motion more free, and to prevent the 
beams from wearing, their upper surfaces are covered with sheet iron, and four 
rollers are let into the board near the legs, one of the rollers being attached 
to a spring in order that all four may be always in contact with the beams. 

The instrument employed for the final adjustment of the collimator and in 
the zenith observations which will hereafter be detailed, was a reflecting tele¬ 
scope of the Newtonian construction, having an aperture of six inches and a 
quarter, a focal length of forty inches, and a magnifying pbwer of ninety-nine 
times. This was furnished with a spider’s thread micrometer, each of the di¬ 
visions of which is equal to half a second. 

A slight frame of wood was made to receive the tube of the telescope when 
placed in the direction of the zenith. This frame consisted of a triangle em¬ 
bracing the tube a little below the micrometer. From the corners of this tri¬ 
angle, three rods of wood pass into the extremities of a T made of wood, the 
cross piece being about two feet in length. Near the extremities of the T, are 
also inserted coarse iron screws, for the purpose of placing the telescope in the 
direction of the zenith. The tube of the telescope is kept steady in the triangle 
by two fhrnll wedges of wood, the end containing the mirror resting on the 
middle of the perpendicular bar of the T. The telescope previously to its 
being placed in the observatory, was very nicely adjusted to distinct vision 
upon a fixed star*. •• y 

* I have stated rather what ought to have been done, than what was actually effected at the time, 
at will be seen hereafter. 
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The room in which the observations were made, has a pit in it about two 
feet and a half wide, six feet long, and seven feet deep, filled with sand, upon 
which are laid two flat stones clear of the sides of the pit. These form a sup¬ 
port for any instrument I employ, which is thus secured from any perceptible 
tremor which might be occasioned by passing carriages. 

The Newtonian telescope, in its wooden frame, is placed under the collimator 
in such a position, that a plumb-line let fall from the centre of the collimator, 
passes on one side of the plane mirror of the telescope. The micrometer in 
my telescope is on the east side of the meridian, the micrometer head being to 
the right-hand of the observer; consequently the moveable line is perpendicular 
to the horizon, and from the nature of the telescope parallel to the equator. 
This line should be nicely adjusted so as to represent a parallel of declination, 
by turning the micrometer round in the eye-tube until a fixed star (y Draconis 
in my observatory) runs along the wire. 

A sufficient quantity of mercury is put into the basin of the collimator to 
support the float without risk of its touching the bottom. The diaphragm is 
illuminated by a lanthorn furnished with a lens, and placed upon a support 
attached to the board of the collimator. The illumination of the diaphragm 
was attended with much trouble in my first trials, but I afterwards discovered 
a method by which the difficulty was obviated. The end of the Newtonian 
telescope being closed by its cover, a sheet of white paper was placed upon it; 
the light of the lanthorn was thrown upon the plane mirror, and the position of 
the mirror varied until the shadow of the diaphragm appeared upon the paper. 

If the diaphragm should not now be visible in the telescope, the telescope 
must be inclined to one side or the other by means of the foot-screws, till the 
diaphragm is seen in the centre of the field of view. 

The next step is to place the line of collimation of the telescope of the col¬ 
limator nearly in the direction of the zenith. For this purpose, the telescope 
is to be adjusted by its foot-screws, so that the horizontal thread of the micro¬ 
meter shall pass through the angular point of the diaphragm, when the basin 
of the collimator must be turned half round. It is now possible that the dia¬ 
phragm may be no longer in the field of view; in which case, whilst an assistant 
looks through the telescope, the float of the collimator must be depressed by 
the finger on one side or the other, until the diaphragm is again seen just 
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within the field. Weights must then be put upon the pins to which the pressure 
was applied, and the process repeated till the centre of the diaphragm remains 
in the middle of the field of view, upon the collimator being turned half round. 
The telescope must of course be made to follow these adjustments by means of 
its foot-screws. The telescope of the collimator must now be turned round in 
its tube, (the pin on the outside of the basin being in one of the Ys,) until the 
diaphragm is brought into that position in which both its angles can be bi¬ 
sected by the moveable line of the micrometer. When the adjustment is suf¬ 
ficiently accurate, the angular point of the diaphragm will remain upon the 
horizontal line, or very near it, and not depart much from the moveable line 
of the micrometer when the collimator is turned half round. 

The collimator is now to be moved along the cross beams until the angles 
become faintly illuminated, when they are to be carefully biseeted with the 
moveable line. The collimator is then to be slid the contrary way till the 
angles again become faint, when, if the bisection is not as perfect as before, 
the distance of the object-glass of the collimator from the diaphragm is not 
adjusted to the last degree of precision. If the diaphragm appears to have 
moved from the line in the opposite direction to that in which the collimator 
was moved, the rays diverge, and the object-glass is too near the diaphragm. 
If the diaphragm has moved in the same direction as the collimator, the rays 
converge, and the object-glass must be brought nearer to the diaphragm. 
When the angles continue perfectly bisected in both positions of the colli¬ 
mator, the object-glass is to be secured in its place by means of the screws for 
that purpose. 

We have seen that when the iron pin was in one of the Ys, the telescope of 
the collimator was turned round in the tube which carries it, till the angles of 
the diaphragm could be bisected by the moveable line of the micrometer. But 
it is possible that upon lodging the iron pin in the other Y, the angles may no 
longer be capable of bisection. This would happen if the basin of the colli¬ 
mator had not described a semicircle; and in that case, the spring or Y must 
be shifted till the angles can be perfectly bisected, when it must be firmly fixed 
in its place*. 

* It is evident that the adjustments which have been, I trust with sufficient minuteness, described, 
may be effected by employing the telescope attached to an astronomical circle, instead of using a de¬ 
tached telescope for the purpose. 

MDCCCXXVIII. 2 M 
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I shall now show the manner in which the vertical floating collimator is to 
be used for determining the zenith point of an instrument, and the degree of 
dependence that may be placed upon the results. 

The collimator is to be turned half round, and the iron pin lodged in one of 
the Y’s. This is done merely to agitate the float slightly, in order to release 
the parts from any possible constraint. When the float is quite steady, which 
it will be in about half a minute, the angles of the diaphragm are to be care¬ 
fully bisected by the moveable thread of the micrometer, and the division read 
off and registered. I have generally bisected the opposite angles separately, 
as will be seen in the tables which follow. The collimator is now to be turned 
half round, the angles again bisected, and the division of the micrometer read 
off. The mean of these readings will be the zenith point of the instrument 
employed, and half their difference will be the angle formed by the line of col- 
limation of the telescope of the collimator with the zenith. 

It must be evident that the accuracy of the results afforded by the floating 
collimator (excepting the unavoidable errors of observation) is wholly de¬ 
pendent upon the permanency of its line of collimation to the zenith, during 
the very short interval between the two observations, or bisections of the angles 
of the diaphragm which have been described. But this inclination may vary 
considerably from expansion, or otherwise, between any two determinations of 
the zenith point, without at all influencing the accuracy of either. 

The agreement of the several determinations of the zenith point with each 
other, will depend upon the degree of stability with which the astronomical 
circle, or the zenith telescope is supported, and upon the supposition that its 
parts suffer no relative change of position from unequal temperature or other¬ 
wise. The time required for completing the determination of the zenith point 
by means of the vertical floating collimator, does not exceed two minutes; and 
if to this be added the time necessary for another determination of the zenith 
point, the whole time required will not be more than five minutes, during 
which, it may be allowable to suppose that no very sensible change can take 
place, either in the collimator or in the instrument, from variation of tempe¬ 
rature. We will therefore consider the mean of these two separate determina¬ 
tions as the true zenith point, and conclude the difference between this mean, 
and the first determination of the zenith point to be the probable error with 
which such first determination can be charged. The second determination of 
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the zenith point will have the same error as the first, but with a contrary sign. 
This second determination, however, will also have another error deduced by 
taking the difference between it, and the mean of the second and third read¬ 
ings of the zenith point. The mean of these two errors is considered to be the 
probable error of the second zenith point, and so of the rest. It would not be 
safe to take the mean of all the determinations of the zenith point which con¬ 
stitute a series for the standard of comparison, as the instrument may, and 
probably will, have suffered some slight change of position during so long a 
period. If the errors (supposed to belong to the floating collimator) be applied 
to the observed zenith points, the results will show the whole change of posi¬ 
tion which the zenith telescope may have suffered during the observations 
constituting the series; and as it may be interesting to see the degree of sta¬ 
bility of an instrument supported in the slight manner I have described, I have 
added a column of the corrected zenith points. 

I shall now proceed to detail the experiments that have been made; and in 
order that the inferences may not rest solely upon my own authority, I shall 
give the observations of such gentlemen as have been from time to time kind 
enough to assist me. 


The Collimator turned half round rapidly and without care. 

Date. 

1827. 

Reading 
of the 

Micrometer. 

Divisions. 

Mean. 

Inclination 
of the 
Collimator. 
Divisions. 

Inclination 

in 

Seconds. 

Reading at 
the Zenith. 
Divisions. 

Zenith Point 
in 

Seconds. 

Possible 

Error 

in 

Seconds, 

Corrected 

Zenith 

Point. 

Oct. 20. 

79.5 

77-3 

71-7 

74.8 

78.40 

73.25 

j>2-57 

1.28 

75.82 

37.91 

+ 0.10 

37.81 


79.0 

75.7 

72.8 
74.2 

77-35 

73.50 


0.96 

75.42 

37.71 

+ 0.00 

37.71 


78.8 

76.0 

73.0 

72.2 

77.40 

! 72.60 

j>2.40 

1.20 

75.00 

37.50 

-0.11 

37.61 






Wl 
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The Collimator turned half round slowly and carefully. 

Date. 

1827. 

Reading 
of the 

Micrometer. 

Divisions. 

Mean. 

Inclination 
of the 
ColUmatoT, 
Divisions 

Inclination 

in 

Seconds. 

Reading at 
the Zenith. 
Divisions. 

Zenith Point 
in 

Seconds. 

Posable 

Error 

in 

Seconds. 

Corrected 

Zenith 

Point. 

Oct. 22. 

© © © © 
l'. w ot t-. 

7.00 









44.50 

J 

>18.75 

9*37 

25.75 

12.87 

-0.36 

13.23 


8.0 

8-0 

43.8 

49-0 

8.00 

1 








46.40 

J 

>19-20 

9.60 

27-20 

13.60 

+ 0.23 

13.37 


8.0 

8.0 

43.0 

48.2 

8.00 

45.60 

1 

J 

>18.80 

9.40 

26.80 

13.40 

-0.14 

13.54 


8.0 

8.0 

43.8 

50.3 

8.00 

47.05 

J 

>19.52 

9.76 

27-52 

13.76 

+ 0.29 

13.47 


7.0 

7-0 

42.3 

7.00 

44.80 

1 

>18.90 

9.45 

25.90 

12.95 

-0.26 

13.21 


47.3 








7.2 

7-2 

42.7 

48.3 

7-20 

*] 







: 

45.50 

J 

>19.15 

9.57 

26.35 

13.17 

+ 0.04 

13.13 


7.0 

7.0 

44.2 

47.7 

7.00 

- 








45.95 


>19.47 

9.73 

26.47 

13.23 

+ 0.06 

13.17 


6.2 

6.2 

43.8 

6.20 

46.00 

* 

>19.90 

9.95 

26.10 

13.05 

0.00 

13.05 


48.2 









6.7 

6.7 

43.0 

46.8 

6.70 

44.90 


>19.10 

9.50 

25.80 

12.90 

-0.08 

12.98 

; 








Hi 
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Experiments by Mr. Herschel. 


Date. 

1827 . 

Reading 
of the 

Micrometer. 

Divisions. 

Mean. 

Inclination 
of the 
Collimator. 
Divisions. 

Inclination j 
in 

Seconds. ] 

Reading at 1 
the Zenith. 1 
Divisions. 

Zenith Point 
in j 

Seconds j 

Possible 
Error 
in 1 

Seconds. 

Corrected 

Zenith 

Point. 

Nov. 26 . 

87.2 

85.0 

86.10 

- 

133.95 

16.97 

52.15 

26.07 

4 - 0.37 

25.70 


14.6 

18.20 

J 

f 







85.9 

83.0 

20.3 

13.5 

84.45 

16.90 

' 

J 

[> 33.77 

16.88 

50.67 

25.33 i 

-— 0.21 

25.54 


86.4 
83.2 

21.4 

84.80 


> 33.90 

16.95 

50.90 

25.45 

+ 0.25 

25.20 


12.6 

17-00 

J 








87.1 

81.2 
17-8 
10.6 

84.15 


t 

* 






14.2# 

J 

|> 34.97 

17.48 

49.17 

24.58 

— 0.09 

24.67 


84.2 

82.2 
16.2 

83.20 

1 

> 35.02 

17.51 

48.17 

24.08 

— 0.11 

24.19 


10.1 

13.15 

J 








83.8 

81.0 

16.2 

11.4 

82.40 

13.80 

1 

J 

[> 34.30 

17.15 

48.10 

I 24.05 

— 0.02 

24.07 







[Mean. .. 

+ 0.03 



Experiments by Mr. Baily. 


1828 . 
Jan. 20 . 

17-0 

9.3 

32.2 

31.2 

13.15 

U .27 

4.68 

22.42 

ii.21 

+ 0.39 

10.82 


31.70 

J 







16.2 

9-9 

31.9 

29.5 

13.05 

1 







30.70 

> 8.82 

J 

4.41 

21.87 

10.43 

J — 0.39 

10.82 


Experiments by Colonel Colby. 
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Experiments by Mr. South. 


Date 

1828. 

Beading 
of the 

Micrometer. 

Divisions. 

Mean. 

Inclination 
of the 
Collimator. 
Divisions. 

Inclination 

ra 

Seconds. 

Reading at 
the Zenith. 
Divisions. 

Zenith Point 
in 

Seconds. 

Possible 

Error 

In 

Seconds. 

Corrected 

Zenith 

Point. 

Jan. 22. 

25.3 

22.7 

64.1 

60.3 

24.6 

22.3 
60.5 
60.5 . 

22.8 

20.3 

I 58.5 
! 58.8 

1 25.3 

| 18.7 

j 63.8 

61.7 

23.3 
19-6 

! 59.3 

60.8 

24.00 

62.20 

23.45 

60.50 

| 21.55 

58.65 

22.00 

62.75 

21.45 

60.05 

j>19.10 

^J>18.52 
j> 18.50 

J Uo.37 

r 

^>19.30 

9.55 

9*26 

9.25 

» 

10.18 

9.65 

43.10 

41.97 

40.10 

42.37 

40.75 

21.55 

20.98 

: 20.05 

21.18 

* 

20.37 

+ 0.29 

+ 0.09 

—0.51 

+ 0.48 j 

-0.41 

*1.26 

20.89 

20.56 

20.70 

■' 20.78 







Mean.... 

; -0.01 



Experiments by Captain Sabine. 


Jan. 25. 

69.0 

64.8 

30.0 

25.0 

66.90 

27.50 

j> 19.70 

9-85 

47.2 

23.60 

+ 0.13 

23.47 


67-8 

64 6 
29.0 
25.4 

66.20 

27.20 

j>19.50 

9.75 

46.7 

23.35 

—0.19 

23.54 


67.6 

63.8 
31.5 

27.9 

65.70 

29.70 

18.00 

9-00 

47.7 

23.85 

+ 0.32 

23.53 


66.3 
64.8 
28.0 

25.3 

65.5 5 

26.65 

j>19.45 

9.77 

46.10 

23.05 

+ 0.03 

23.02 


65.5 
61.2 
27.7 

24.6 

63.35 

26.15 

18.60 

9.30 

44.75 

22.37 

1 —0.34 

22.71 


1 





i 



Mean.... 


- 0.01 
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For greater convenience, I shall now give in one view the errors with which 
each of the preceding determinations of the zenith point can be charged, class¬ 
ing together such as do not exceed one-tenth of a second; those between one 
and two tenths; those between two and three tenths; those between three and 
four tenths; those between four and five tenths; and such as exceed half a 
second. 

Table of the Errors of the preceding determinations of the Zenith Point. 


Not exceed¬ 
ing One 
Tenth of a 
Second, 

Between 
One and 
Two 
Tenths, 

Between 
Two and 
Three 
Tenths. 

Between 
Three and 
Four 
Tenths. 

Between 
Four and 
Five 
Tenths. 

Above Five 
Tenths. 

+ .10 
.00 
+ .05 
-.02 
+ .01 
-.10 
+ .08 
.00 
+ .08 
+.07 
+ .02 
-.02 
+ .04 
+ .06 
.00 
-.08 
-.07 
+ .03 
+ .05 
-.08 
+ .05 
-.09 
—02 
+ .09 
+ .03 

-.11 
—.11 
-.18 
- -.13 
-.14 
-.11 
+ .14 
+ .11 
-.11 
-.11 
+ .13 
-.19 

+ .23 
+ .29 
-.26 
+ .23 
-.28 
+.21* 
-.21 
-.21 
+ .25 
+ .29 

-.36 
+*31 
+ .37 
+ .39 
-.39 
+ .34 
+ .32 
-.34 

-.42 
+ .48 
—.41 

+ .51 
-.51 


We may here perceive, that of sixty independent determinations of the zenith 
point, there are twenty-five, the error of each of which does not exceed one 
tenth of a second, thirty-seven under two tenths, forty-seven under three tenths, 
fifty-five under four tenths, three between four and five tenths, and two a little 
above half a second. 

But it is probable that the greater part of these errors, minute as they are, 
must be attributed to want of power in the micrometer; for I found that when 
mdcccxxviii. 2 N 
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the collimator was stationary, the repeated bisections of the same angle would 
generally differ one or two divisions from each other; and it must be remem¬ 
bered that one division is equal to half a second. The focal length of the 
telescope employed is only forty inches, and the power or scale of the micro¬ 
meter, and consequently the precision of which it is capable, is directly as 
the focal length of the object-glass or mirror of the telescope to which it is 
attached. 

The zenith telescope, and the telescope of the collimator, may be considered 
as forming together a compound microscope, having, as it were, a separable 
object-glass, the two parts of w T hich may be placed at any distance from each 
other without altering the effect. The magnifying power of this microscope 
may be found in the usual manner, by dividing the focal length of the zenith 
telescope by that of the telescope of the collimator, and multiplying the result 
by the power of the eye-glass, or by the quotient of ten inches divided by its 
focal length. Thus the focal length of the zenith telescope being forty inches, 
and the magnifying pow r er ninety-nine times, the focal length of the eye-glass 
w T ill be about four tenths of an inch. Then dividing forty inches by eight 
inches, the focal length of the telescope of the collimator, and this again by 
the power of the eye-glass, we have = 125 for the magnifying power 

exerted upon the diaphragm of the collimator. 

The collimator I have described has a float 10.6 inches diameter; but I have 
had one constructed on a much smaller scale for Captain Foster, R.N. the 
float of which is only five inches in diameter, and its telescope about five 
inches long. 

Some experiments have been made with this little instrument, the results of 
which have so far exceeded my expectations, that I think they may not prove 
uninteresting*. 

* On taking down my ccllimatoi after it had been exposed for six months, in order to replace it 
by that made for Captain Foster, I found it very rusty, and the mercury very dirty. On taking 
out the float, it appeared that the mercury had adhered to it, so as to form a kind of coating like 
amalgam. These circumstances may have slightly affected the accuracy of the instrument. I have 
since discovered that by rubbing the float with chalk, and afterwards wiping it, the adhesion of the 
mercury is prevented. 
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Experiments with Captain Foster’s Collimator. 


Date. 

1828 . 

Reading 
of the 
Microm. 
Divisions. 

Inclination 
of the 
Collimator. 
Divisions. 

Inclination 

In 

Seconds. 

Reading at 
the Zenith. 
Divisions. 

Zenith 

Point 

in 

Seconds. 

Possible 

Emir 

in 

Seconds. 

Feb 22. 

90.7 

84.0 

3.35 

„ 

1.67 

87.35 

43.67 

- 0.12 


89.0 

86.7 

1.15 

0.57 

87.85 

43.92 

+ 0.23 


87.0 

86.0 

0.50 

0.25 

86.50 

43.25 

- 0.45 


87.3 

90.2 

1.45 

0.72 

88.75 

44.37 

+ 0.27 


86.0 

91.6 

2.80 

1.40 

88.80 

44.40 

+ 0.17 


87.0 

88.0 

0.50 

0.25 

87.50 

43.75 

— 0.14 


85.0 

89.7 

2.35 

3.17 

87.35 

43.67 

- 0.04 


84.0 

91.0 

3.50 

1.75 

87-50 

43.75 

+ 0.21 


81.0 

91.0 

5.00 

2.50 

86.00 

43.00 

- 0.71 


85.4 

95.0 

4.80 

2.40 

90.20 

45.10 

+ 0.53 


84.3 

96.0 

5.85 

2.92 

90.15 

45.07 

+ 0.15 


83.0 

94.0 

5.50 

2.75 

88.85 

44.42 

- 0.33 


i 



Mean 

— 0.02 

Experiments 

by Captain Foster . 


Feb. 23. 

63.2 

118.0 

27.40 

13.70 

90.60 

45.30 

+ 0.09 


65.0 

115.5 

25.25 

12.62 

90.25 

45.12 

— 0.01 


63.5 

116.5 

26.50 

13.25 

90.00 

45.00 

+ 0.14 


64.0 

113.3 

24.65 

12.32 

88.65 

44.32 

+ 0.02 


66.2 

108.0 

25.90 

12.95 

87-10 

43.55 

— 0.28 


67-8 

107.8 

20.00 

10.00 

87-80 

43.90 

+ 0.08 



1 


Mean 

+ 0.01 


2 n 2 
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Date. 

1828. 

Reading 
of the 
Microm. 
Divisions. 

Inclination 
of the 
Collimator. 
Divisions 

Inclination 

in 

Seconds. 

Reading at 
the Zenith. 
Divisions. 

Zenith 

Point 

in 

Seconds. 

Possible 

Error 

in 

Seconds. 

Feb. 26. 

69.4 

57-5 

5.95 

2.97 

63.45 

31.72 

+ 0.35 


69.7 

60.0 

4.85 

2.42 

64.85 

32.42 

-0.17 


69.5 

60.2 

4.65 

2.32 

64.85 

32.42 

+ 0.02 


68.3 

61.0 

3.65 

1.82 

64.65 

32.32 

+ 0.13 


69.6 

57.2 

6.20 

3.10 

63.40 

31.70 

-0.43 


67.7 

62.7 

2.50 

1.25 

65.20 

32.60 

+ 0.34 


69.5 

59-8 

4.85 

2.42 

64.65 

32.32 

+ 0.14 


68.8 

59.4 

4.70 

2.35 

64.10 

32.05 

+ 0.29 


6 5.0 
57.5 

3.75 

1.87 

61.25 

30.62 

-0.67 


69.5 

58.0 

5.75 

2.87 

63.75 

31.87 

+ 0.62 






Mean.. 

+ 0.06 


The following Table contains the Error of each of the preceding determina¬ 
tions of the Zenith Point, by Captain Foster’s Collimator. 


Not exceed¬ 
ing One 
Tenth of a 
Second. 

Between 
One and 
Two 
Tenths. 

Between 
Two and 
Three 
Tenths. 

Between 
Three and 
Four 
Tenths. 

Between 
Four and 
Five 
Tenths 

Above Five 
Tenths. 

-.04 
+ .09 
-.01 
+ .02 
+ .08 
+.02 

-.12 
+ .17 
-.14 
+ .15 
+ .14 

—17 
+ .13 | 
+ .14 

+ .23 
+ .27 
+ .21 
-.28 
+ .29 

-.33 
+ .35 
+ .34 

-.45 

-.43 

-.71 
+ .53 
-.67 
+ .62 


I leave the results of the little floating collimator to speak for themselves, 
and shall now return to my larger collimator before described. 
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On the manner of using the Vertical Floating Collimator in Astronomical 

Observations. 

The instrument employed in the observations which I shall first detail, was 
the portable azimuth and altitude circle described by the Rev. F. Wollaston 
in his " Fasciculus Astronomicus,” and was the property of the late D. Moore, 
Esq. F.R.S. This circle is only one foot in diameter; the divisions are dots 
upon brass, and it is also divided by lines. Of the dots, though they are the 
divisions used, I cannot learn the history. Many of them are much injured, 
and some nearly obliterated. 

The instrument is furnished with two microscopes, the micrometer heads of 
which are divided to two seconds; but I have attempted by the eye to estimate 
the readings to tenths of a second. The focal length of the telescope is twenty 
inches, and it magnifies about thirty times. 

I shall now describe the manner in which the different adjustments of an 
altitude and azimuth circle may be readily effected by means of the vertical 
floating collimator. 

To adjust the Line of Collimation. 

The circle being placed in the meridian, and the vertical floating collimator 
over it, the meridian wire is to ba brought to the angular point of the dia¬ 
phragm of the collimator, by means of one of the foot-screws of the circle. The 
axis is now to be taken out of the Y’s and reversed ; when if the meridian wire is 
np longer on the angular point of the diaphragm, the space over which it has 
moved is equal to double the error of the line of collimation. Bisect this space 
by moving the meridian wire by means of the screws in its diaphragm, and the 
line of collimation will then be at right angles to the axis. This is proved by 
the meridian wire suffering no change of place when the axis is reversed*. 

To place the Horizontal axis of the Circle at right angles to the Vertical axis. 

Bring the meridian wire to the angular point of the diaphragm of the colli¬ 
mator by means of the foot-screw. Turn the circle half round in azimuth, and 
then note the distance of the meridian wire from the angular point. Half this 
distance is the error of the horizontal axis, or its deviation from perpendicu¬ 
larity to the vertical axis. Cause the meridian wire to bisect this distance by 

* The operation just described, is nothing more than the process of adjusting the line of collimation 
of a transit instrument, the angular point of the diaphragm of the collimator serving instead of a distant 
terrestrial object. It may be done with great convenience by means of the horizontal floating collimator. 
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means of the screw which acts upon that Y which is opposite to the micro¬ 
scopes, and the horizontal axis will be perpendicular to the vertical axis. This 
adjustment is known to be perfect when the meridian wire remains upon the 
angular point after the circle has been turned half round in azimuth. 

To place the axis of the circle parallel to the Horizon. 

Lodge the iron pin of the basin of the collimator in one of the Y’s, and by 
means of one of the foot-screws bring the meridian wire to the angular point 
of the diaphragm. Turn the collimator half round, and note the distance (if 
any) of the meridian wire from the angular point. Half this distance is the 
error of the axis or its deviation from horizontally. Cause the meridian wire 
to bisect this distance by means of the foot-screw, and the axis of the circle 
will then be parallel to the horizon, pxaminc this adjustment by turning the 
collimator half round; when if it is correct, the angular point will be equally 
distant on either side from the meridian wire, of which the eye will judge with 
considerable accuracy* 

These are all the adjustments that are necessary; and whoever has enjoyed 
the superior convenience and facility of effecting them by means of the floating 
collimator, will scarcely prevail on himself to return to the instability and un¬ 
certainty of a level. 

Should it be necessary, the telescope of the collimator must be turned in its 
tube (the iron pin being lodged in one of the Y’s) until the angles of the dia¬ 
phragm can be bisected by the horizontal wire of the circle, when the instru¬ 
ment is ready to be employed in celestial observations. I have of course taken 
it for granted that the float has been adjusted by the application of weights to 
it, so that the angular point of the diaphragm remains either upon or very near 
the meridian wire, and does not depart far from the horizontal wire when the 
collimator is turned half round. 

Before quitting the subject of adjustments, I may remark, that the vertical 
floating collimator affords the most perfect method of adjusting the line of 
collimation of a mural circle, or of placing it at right angles to the axis. But 
for this purpose it will be necessary to employ two of these instruments, one 
placed above, and the other below the circle. Bring then the meridian wire 

* I scarcely need pomt out the value of this mode of adjustment as applied to a transit instrument. 
It insures the line of collimation describing a vertical circle, and is independent of any inequality in 
the size of the pivots. 
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of the mural circle to the angular point of the diaphragm of the upper floating 
collimator. Turn the collimator half round and bring back the meridian wire 
by adjusting the axis of the circle through half the distance it has appeared to 
move from the angular point. Look now into the lower collimator, and note 
the distance at which the angular point appears to be from the meridian wire. 
Turn this collimator half round, and remark whether the angular point is at 
the same distance as before on the other side of the meridian wire; and if the 
distance is not the same, halve the estimated difference by moving the meri¬ 
dian wire by means of the adjusting screws of its diaphragm. Repeat these 
operations until in both collimators the angular point appears to move to an 
equal distance on each side of the meridian wire on the collimator being turned 
half round, when the lino of collimation will be at right angles to the axis, 
and the axis will by the same process Have been placed parallel to the horizon. 

It will be found convenient before the observation of the star is made, to 
ascertain that the illumination of the collimator is perfect, as it must be evident 
that it is important to determine the zenith point of the instrument as soon 
after the observation of the star as possible. 

Should the star be at such an altitude as for the view of it to be intercepted 
by the collimator, the collimator must be moved as far as may be requisite 
along the beams. After the star has been carefully bisected, and before the 
microscopes are read off, the shutter of the observatory is to be closed, and 
the collimator is to be brought back to its place and turned half round. The 
microscopes are then to be read off and registered, and by the time this is com¬ 
pleted, the collimator wall be steady. The angles of the diaphragm are now 
to be bisected by the horizontal ware, and the collimator immediately turned 
half round. The divisions of the circle are then to be examined, and the mi¬ 
croscopes read off and registered. Long before this, the collimator will again 
be steady, when the angles are again to be bisected, and the readings of the 
microscopes registered. This forms a complete observation ; but it is desirable 
to repeat the operation for the determination of the zenith point, in order to 
preclude or detect error. The mean of the readings at the collimator will be 
the place of the zenith point upon the circle, and the difference between this 
and 90 degrees or zero, will furnish a correction to he applied with its proper 
sign to the reading at the star, for the purpose of obtaining its apparent alti¬ 
tude or its zenith distance. 

The refractions used in the following Table, are those given by Dr. Young 
in the Nautical Almanac. 



Observations with the Astronomical Circle. —{Face West.) 


m 
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0 45.38 51 10 31.75 51 31 13.57 
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- The resulting latitude of York Gate is 51° 31' 20*76. 

; The tnean Of 40 observations of different stars in 1825 ; using the horizontal 
floating collimator and the same circle, gave 5I ft 31 1 2G”.94. 

If we analyse the observations detailed in the preceding table, we may form an 
estimate; 1st, of the stably of the instrument, and the efficiency of its telescope 
and microscopes: 2dly, of the degree of accuracy with which a star has been 
bisected; and 3dly, of the equality or otherwise of the divisions of the circle. 

On examining the column of the zenith point, we perceive that on the same 
evening the differences are but small: for example, on the 23rd of June the 
greatest difference from the mean was only 2".25. From which we may infer, 
that the support of the instrument suffered little change of position during that 
evening, and that the telescope and microscopes were of a power sufficient to 
determine this quantity. -* 

On referring to the corresponding inclination of the collimator, we find it 
in the course of the evening to have varied considerably, without affecting the 
accurate determination of the zenith point. The cause of this variation I con¬ 
ceive to be the bridge having in the first instance been made very slight, and 
being consequently readily affected by change of temperature when the shutter 
of the observatory was opened. 

If the bisection of a star could be accurately made, and there existed no 
uncertainty with respect to refraction, the same latitude would be given on 
different evenings by the same star; as its altitude is determined by reference 
to the same division of the instrument. But, we may see that in the preceding 
table these results differ. With a Herculis the greatest difference is 4 W .34, with 
<36 Ophiuchi 5".34, and with Antares the difference amounts to 6 ff .6. From this 
we may conclude that, taking an unfavourable state of the atmosphere into con¬ 
sideration, the uncertainty in bisecting a star with this telescope may probably 
be about three seconds. 

As the altitude of each star is referred to a different division of the circle, if 
the mean of the latitudes given by each star be taken, and these means be 
compared together, they ought, if the circle is well divided, to agree, and their 
difference will give some idea of the error in this respect. The observations 
of each star have not been sufficiently numerous to determine this with accu¬ 
racy^ but I am inclined to think it probable that the error of such points of 
the circle as .have been used does not exceed three seconds. 

2 o 
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It is possible that the dots to which the zenith point is referred may be in 
error; in which case, all the altitudes will be affected to an amount equal to 
that error. This however is destroyed by reversing; the circle, observing with 
the face the contrary way, and taking the mean of the results in both positions. 

If the circle should be upon stone pillars, or so circumstanced that there 
should be room for the floating collimator below it, it may be employed in that 
position, its legs serving as a support. The only alteration then necessary will 
be to invert its telescope, placing the object-glass uppermost, mid illuminating 
the diaphragm from below by means of a mirror attached to a small mass of 
lead, which may be placed on the ground. The telescope of the circle will 
then look into that of the collimator downwards; and this, if the circle should 
not be too high, may sometimes be the more convenient method. 

Of the Application of the Vertical Floating Collimator to a Zenith Telescope. 

So much has already been said which is appropriate to this subject in de¬ 
scribing the adjustment of the collimator, and the determination of the zenith 
point, that little remains to be added. The Newtonian telescope was the in¬ 
strument employed; and in the two first observations of y Draconis, its wooden 
frame not being finished, the telescope was brought nearly in the direction of 
the zenith by three small wedges of wood placed under the mirror end, and 
forming, it must be confessed, a very frail support. The focus of the telescope, 
too, had not been accurately adjusted, and the moveable wire was placed pa¬ 
rallel to the equator merely by estimation. Between the two observations, 
the telescope was removed; they are recorded, however, as matter of curiosity, 
but I have not included them in the mean of the observations detailed, though 
they would not have vitiated the result. 

Should the star pass the meridian at night, it will of course be requisite to 
illuminate the wires of the micrometer in the usual manner. The collimator 
having been moved along the beams which support it, out of the way of the 
telescope, the star is to be carefully bisected by the moveable wire, the colli¬ 
mator t© be brought back and turned half round, and then the reading of the 
micrometer at the star to be registered. The angles of the diaphragm are now 
to be bisected, and the collimator having been turned half round, the divisions 
of the micrometer are to be recorded. Lastly, the angles of the diaphragm are 
again to be bisected, and the reading of the micrometer registered. This com- 
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pletes the observation, which altogether requires about five minutes. The 
mean of the readings at the collimator will give the zenith point; and the dif¬ 
ference between the zenith point ancLthe reading at the star, will be the star’s 
zenith distance in divisions of the micrometer to be converted into seconds. 

It will be advisable to repeat the determination of the zenith point as di¬ 
rected in observations with the circle, to guard against error. 

If the aperture of the zenith telescope should be sufficiently large to render 
the loss of light from the interposition of the telescope of the collimator of no 
consequence, it may not be necessary to remove the collimator; but the iron 
cover B, (see Plate XIII.) may be raised, and the star observed through the 
opening in the support of the collimator. The cover is then to be replaced, 
and the zenith point determined in the usual manner. 

The diameter of the opening of my collimator being four inches, and the ex¬ 
treme diameter of the telescope an inch and a half, the loss of light would 
be about one seventh part of the whole; I have not yet tried this method of 
observing, and perhaps it may be found that the bridge of the collimator 
(which for this purpose should be thin and deep) may occasion some distortion 
in the image of the star. 


Table of Observations with the Zenith Telescope. 
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In the preceding Table I have given, as is my practice, every observation 
which has been Anade:—thefirsttwo, as I before said, are inserted merely as 
matter of curiosity, though their mean happens to be the same as that ulti¬ 
mately adopted. The last observation I consider inadmissible, as the weather 
was so hazy that the star was scarcely visible, and that only at intervals. The 
observation of the 24th of October I feel no hesitation in' rejecting, from the 
disturbance the instrument might have suffered from adjusting the focus of the 
telescope to the star the moment before the star was bisected, and the conse¬ 
quent hurry in which the observation was made. I therefore consider 35".67 
as the mean, which is nearest the truth. The corrections for aberration, &c. &c. 
have been taken from the Tables just published by the Astronomer Royal. 

It is far from my wish that the astronomical part of the observations here 
given should be considered as proofs of the utmost accuracy which a telescope 
so employed is capable of attaining ; for it may readily be conceived that, had 
the telescope been firmly fixed by stone- or brick-work, and time taken to place 
the moveable line of the micrometer accurately parallel to the equator, the bi¬ 
section of the star might probably have been effected with a much greater de¬ 
gree of precision. 

The focal length of the telescope employed was only forty inches, and the 
scale of the micrometer, or the number of divisions which are equal to a second, 
it has been remarked, is in proportion to the focal length of the telescope. The 
shortness of my telescope therefore, may be justly conceived to have taken 
somewhat from the accuracy of the results ; and I ought also to mention, that 
by far the greater number of these observations, namely, those from the 24th 
of October, were made in the day time. 

Notwithstanding these considerations, the power of the floating collimator 
is such, that I shall venture to compare the preceding observations with those 
made under the most favourable circumstances, and with an instrument which 
is justly esteemed the most perfect of its kind ever constructed, the Zenith 
Sector belonging to the Board of Ordnance*. 

In a series of observations, one or two may perhaps be found which may 
accidentally differ considerably from the mean of the whole. But the difference 


This instrument is furnished with an achromatic telescope of eight feet focal length. 
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between such insulated observations and the mean, cannot be considered as a 
measure either of the power of the instrument, or of the skill of the observer. 
These will be more justly estimated by taking the difference between the ge¬ 
neral mean, and the mean of such observations as exceed and fall short of it*. 

In this manner I have examined the observations made with the zenith sector 
at the Stations of the Trigonometrical Survey, and the following are the results: 


Number of 
Observations. 

Difference from the Mean. 


7 

+ 0.49 

-0.74 

/3 Draconis. 

7 

+ 0.88 

-0.65 


9 

+0.81 

-1.02 

t) Ursse. 

8 

+0.39 

-0.71 

j8 Draconis. 

8 

+ 0.52 

— 0.30 

y Draconis. 

7 

+ 0.42 

-0.44 


7 

+ 0.28 

-1.70 

/3 Draconis. 

7 

+ 0.67 

— 0.89 


8 

+ 0.85 

-0.84 

y Draconis. 

9 

+ 0.17 

-0.57 

51 Draconis. 

9 

+ 0.68 

—0.55 

x Cygni. 

8 

+ 0.33 

-0.63 

i Cygni. 

Mean.. 8 

+ 0.54 

-0.75 



The above may be considered as a fair representation of the power of the 
zenith sector; and I may add, that I have selected those sets which consist of 
the greater number of observations, and have confined myself to such stars as 
passed within two degrees of the zenith, to avoid any possible error which 
might have arisen from uncertain refraction. 

I shall now divide the fifteen zenith distances obtained by means of the 
floating collimator into two sets, consisting of seven and of eight observations 
each, in order that they may be similarly circumstanced with the observations 
made with the zenith sector. Proceeding in the same manner as before, we 
obtain the following results : 


Number of 
Observations. 

Difference from the Mean. 

7 

+ 0.48 

-0.65 

8 

+ 0.40 

-0.66 

Mean.. 8 

+ 0.44 

-0.66 


* I am indebted for this suggestion to Dr. Wollaston, 
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. The comparison then between the zenith sector and the zenith telescope used 
with the vertical floating collimator, will stand thus: 

Mean of errors by the zenith sector.... -f-0".54 and —0"./5 

Mean of errors by the zenith telescope used 

with the floating collimator* .... -f0".44 and — 0".66 

I shall now proceed to deduce the latitude of York Gate from the observa¬ 
tions made with the zenith telescope. 

The polar distance of y Draconis for January 1827, 
with which I have been favoured by the Astro¬ 
nomer Royal from the mean of 296 observations, 
was 38° 29' 14".64 ; which gives for the zenith di¬ 


stance of y Draconis at Greenwich.0° 2' 6".36 

Add zenith distance at York Gate. 0 0 35 .67 

Difference of latitude between Greenwich and York Gate 0 2 42 .03 

Latitude of Greenwich. 51 28 38.96 

Latitude of York Gate.51 31 20.99 


* It may be remarked, that if the first eight observations and the last seven had been taken to 
form the two sets, the result would have been less favourable to the zenith telescope. But in the * 
last seven observations there would then have been only a single observation less than the mean; and 
this, as I have before said, is an inadmissible case for comparison. Were this observation excluded, 
and the two sets made to consist of eight and of six observations, the resulting differences from the 
mean would have been far more favourable. The following is a view of the results. 


Number of 
Observations. 

Difference from the Mean 

8 

+ 0.97 

-0.58 

7 

+0.29 

-1.77* 

Mean.. 8 

+ 0.63 

-1.17 

8 

+ 0.97 

-0.58 

6 

+ 0.19 

-0.19 

Mean.. 7 

j. +0.58 

-0.38 


One observation only, less than 
the mean, and result therefore 
inadmissible. 
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As any difference in the tables of refraction employed will equally affect the 
latitude and the zenith distance deduced from it, no correction is necessary on 
this account. 

We have then for the latitude of York Gate, 


By the azimuth and altitude circle and the hori¬ 
zontal floating collimator. 

By the same instrument and the vertical floating col¬ 
limator ... 

By the zenith telescope and the vertical floating col¬ 
limator . 


|51° 

i 51 

} si 


31' 

31 

31 


20".94 
20 .76 
20 .99 


Mean ... 51 31 20 .90 


In my description of the horizontal floating collimator, I have recommended 
it to be employed in an observatory as a fixed 'point; its zenith distance being 
determined by means of the vertical floating collimator. For this purpose the 
box should be of cast iron, the openings in the ends of the box closed by pieces 
of plane glass, and the cover rendered air-tight. We have seen that the error 
in the vertical floating collimator is scarcely appreciable, though the mercury 
and float are agitated by turning the instrument half round; and it is not too 
much to anticipate, that where there is no such cause of disturbance, the hori¬ 
zontal floating collimator will suffer no change of inclination. This, however, 
may readily be ascertained by experiment. 

If I have succeeded in the object of this paper, I shall have demonstrated 
that the vertical floating collimator is an instrument capable of determining 
the zenith point with a precision hitherto unknown,; that by its aid a meri¬ 
dional observation of an altitude or of a zenith distance may be completed, 
not only the same evening, but within the space of a very few minutes, and 
that too, without the necessity of turning the circle in azimuth. These are ad¬ 
vantages which no other method of observing affords, and which astronomers 
well know how to appreciate. If to these be added the facility with which the 
floating collimator may be constructed, the ease with which it is used, and its 
general applicability to all astronomical circles, whether small or of large di¬ 
mensions, it may not perhaps be too much to infer that ere long the use of the 
level and of the plumb-line in celestial observations will be wholly abandoned. 

2 p 
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XIII. On the height of the Aurora borealis above the surface of the earth; parti¬ 
cularly one seen on the 29th of March , 1826. By John Dalton, F.R.S. 


Bead April 17th, 1828. 


APPREHENDING that the Royal Society will favourably receive accounts 
that have a direct tendency to determine the height of that interesting pheno¬ 
menon, the Aurora borealis, I have been induced to transmit some observations 
that were made upon a very remarkable one, which appeared in the evening 
of the 29th of March, 1826. From some recent observations, an opinion 
seems to be entertained by some writers, that the aurora is not so high as has 
generally been estimated; but it is only from facts and observations such as 
the following, I conceive, that any near approximation to the true height can 
be obtained. 

The aurora borealis above mentioned, was of a kind very rarely occurring. 
It assumed the appearance of a rainbow-like arch, stretching across the mid¬ 
heaven, at right angles to the magnetic meridian. It was subject to very little 
change of position for an hour or more, and therefore afforded time to observe 
the angle of its elevation above the horizon. In the period of five years’ 
observations at Kendal formerly, above one hundred appearances of the aurora 
occurred to me, and only one of the kind just described. I had not an oppor¬ 
tunity of seeing the one which is the subject of this paper, but it was seen here 
(at Manchester) by a friend of mine about 9 o’clock on his returning home 
from a visit to me. He did not indeed observe the luminous arch, either from 
its having vanished, or from the obscurity of our atmosphere ; but he remarked 
some beams or corruscations in the north-western hemisphere, of a low alti¬ 
tude ; and not having seen an aurora for a long time, he induced the family at 
home to go out and catch a glimpse of the phenomenon, now much more 
rarely seen than formerly. 
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A few days afterwards I accidentally noticed a paragraph in the Lancaster 
Gazette describing the luminous arch of the aurora* as well as the accompanying 
appearances; and as such a striking and unusual phaenomenon could not 
fail to attract general attention* I examined the provincial newspapers and 
other periodicals of the time, and took occasion soon after to make inquiries 
personally* or by writing, of such individuals of judgement as had seen the 
phaenomenon in various places near the line of the magnetic meridian. The 
result was* a collection of a more complete and extensive series of observations 
than was ever before made* in all probability, towards determining the height 
of the luminous arch of the aurora.—I shall now proceed to detail some of the 
particular observations. 

The accounts represent the arch to have been seen in places 170 miles 
distant in a north and south direction* and forty-five miles distant in an east 
and west direction* comprising an area of seven or eight thousand square 
miles; but it must have been much more extensively visible* as in most cases 
the writers of the different accounts describe their situation as central with 
regard to the phaenomenon. It was seen at Edinburgh and Leith, Kelso* 
Jedbergh, and Hawick in Scotland; at Carlisle, Penrith* Keswick, Cocker- 
mouth, and Whitehaven in Cumberland ; at Kendal and at Kirkby-Stephen in 
Westmorland ; at Lancaster, Preston, Warrington* and Manchester in Lanca¬ 
shire ; and at Doncaster in Yorkshire. Descriptions of the phaenomena as 
seen at most of these places were immediately given in the newspapers of 
Lancaster* Kendal* Carlisle, Whitehaven* Kelso, &c.* and some of these ac¬ 
counts were copied into the London papers soon after. 

All the accounts that I have seen from places between Lancaster and Edin¬ 
burgh* as well as at these two places, agree that a luminous arch was first 
seen about 8 o’clock in the evening ; that it continued without much motion 
for an hour nearly* and then gradually vanished, leaving the northern sky 
illuminated as usual after an aurora borealis of the common kind: so that it 
seems impossible to doubt that the same arch was seen at all the places of 
observation, and at the same time. 

A good description of the phaenomenon was published by Messrs. Cold¬ 
stream and Foggo in the Edinburgh Journal of Science for June 1826 : it is 
as follows:— 
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“ March 29th. Immediately after the fading of the evening twilight, at 
8 h 15 m P.M., a bright luminous ray was seen to rise from the eastern horizon, 
gradually to extend itself towards the zenith, and thence towards the western 
horizon, presenting, when completed, the appearance of an arch of silvery 
light, similar to that seen here on the 19th March, 1825. 

ie When first formed it was a few degrees to the north of the zenith of this 
place ; the light in the centre was rather diffuse; its edges were irregular; and 
the western limb had, as it were, a plumose appearance. It soon evinced a 
decided motion towards the south, and in a few minutes reached our zenith. 
Its edges were now sharply defined, and throughout its whole course it was 
nearly uniform in appearance and breadth; the intensity of its light in the 
zenith had increased, while in the same quarter the breadth had considerably 
diminished. 

“ The direction it now had was very nearly at right angles with the magnetic 
meridian. 

“ At | past 8, faint beams of the aurora began to rise from the northern 
horizon, and at one time promised to form a splendid display; but the corrus- 
cations never became very vivid; they were not rapid in their motions, and 
did not flit along the horizon. 

u The arch still continued its motion towards the south, and in 15 minutes 
passed through a space of about 20°. Its southern edge reached a point about 
24° or 25° south of the zenith, beyond which it did not go. The light now 
became gradually fainter, and at length disappeared. 

u Meanwhile the aurora in the north continued to play, but with no increase 
of vividness. For some minutes, soon after 9 o’clock, we observed broad 
bands of light, having their longer axes (which generally subtend angles of 
about 18° or 20°) parallel with the horizon, darting with great velocity across the 
illuminated space from east to west and from west to east. These formed, 
ran their course, and vanished in a moment; they had no vertical motion, but 
they appeared at various degrees of elevation, never higher however than 30°. 
Soon after this interesting (and perhaps unusual) display, the beams disap¬ 
peared, and nothing was left but a diffuse luminousness along the horizon.” 

At Jedburgh, Hawick and Kelso, places about forty miles south of Edin¬ 
burgh, the phenomena were much the same as above, sis appears from the 
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Kelso Chronicle. (See also the London Courier, April 7th, and other of the 
daily papers.) At Jedburgh the arch is said to have commenced at 8 h 15® 
on the W. by S. point of the horizon, to have passed south of the star 
Aldebaran, between Castor and Pollux, and over Areturus; its altitude 60° 
from the S.; waves of light seemed to run along the arch. At 8 b 30 ra the 
whole advanced 20° to the S. At Hawick it was at first 20° S. of the zenith, 
and at 8 h 40® it was stationary at 37° S. of the zehith; the arch passed 6° N. 
of Areturus, 7° S. of Cor Caroli, 6° N. of Coma Berenices, through the hind 
foot of Ursa Major, 4° N. of Asellus Borealis, 6° S. of Pollux, through the head 
of Monoceros, through the three stars in Orion’s girdle, and 1° S. of RigeL 
From this it would seem that the arch, instead of appearing low in the north 
from the last-mentioned places, as it must have done if situated only five or even 
ten miles above the earth’s surface, appeared as far to the south of the zenith 
as at Edinburgh, or rather further. This latter it could not do; and in such 
circumstances it is reasonable to allow a difference of a few degrees in the 
estimates of altitudes of arches neither well defined nor absolutely fixed, and 
possessing several degrees of breadth; hut it clearly shows the arch was not 
low. The author of the Hawick account signs, Gideon Scott. 

At Carlisle, seventy-five miles S. of Edinburgh, the phenomena were much 
the same as in the preceding accounts. See the two weekly newspapers of 
that city. 

About Cockermouth, twenty-five miles S. of Carlisle, I conversed with many 
persons who had seen the phaenomena. One young gentleman, Mr. Harris, 
had committed to paper at the time some notes upon it, with which he 
favoured me. According to these, he first saw the arch at 7 h 45® P.M., it 
extended nearly from the western to the eastern horizon, through the W. 
part of the head of Orion, over Castor and Pollux, S. of Ursa Major, and 
ended in Corona Borealis; it continued with little variation in its situation 
till near 10 o’clock. At first the west end of the arch was most luminous, and 
finally before it vanished the east end was the most brilliant. The eastern 
end waxed and waned frequently. The sky was very clear, a few streamers 
appeared low in the horizon. 

At Keswick, about twelve miles east of Cockermouth, the appearance was 
described as follows, in a letter to me from Mr. Otley. This gentleman is 
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known to the public by an elegant little description of the Lakes and Moun¬ 
tains of the North of England, and is familiar with observations relating to 
meteorology, and to the angles of elevation of objects. a About 8 P.M., a 
luminous arch appeared very brilliant; the outside of the curve seemed a 
little south of the zenith. The eastern end tapered to a point above the hori¬ 
zon ; the western end was broader, and lost in a cloud which rested on the 
mountain. It disappeared about 10 o’clock.” 

At Whitehaven, one hundred miles from Edinburgh, and a few miles more 
to the westward, a minute description of the phenomenon was given in one 
of the newspapers of that place, by Mr. Holden, lecturer on astronomy, who 
happened to be there at that time. At 8 h 45 m the east leg of the arch covered 
a Coronse Borealis, the northern edge of the bow touched Castor near its 
greatest altitude, and the west leg went over the three small stars marked k 
in the head of Orion. The breadth at greatest altitude was 4° 40', but tapered 
down to the horizon, where it was not more than one-fourth of that breadth. 
The east leg was 15° north of the east point, and about the same number of 
degrees south of the zenith; and the west leg was 15° south of the west point. 
At 9 h 8 m the arch had moved southward, Pollux touched the north of the 
bow, the west leg extended over a Ononis, and the east leg was still upon 
a Coronse Borealis, but this star had been moving in its apparent track by 
the earth’s motion for the space of twenty-three minutes. He saw several 
small clouds move before and cover portions of it for a few seconds of time. 

From Kirkby-Stephen, about forty-live miles east of Whitehaven, a good 
description of the phenomenon is given in the Westmorland Gazette. The 
mean breadth of the luminous arch exceeded that of the rainbow, the vertex 
broader, the extremities narrower, and the light more dense. Hie arch gra¬ 
dually faded about 10 P.M., having existed nearly two hours. The light was 
white and transparent. Position at 9 P.M., the arch of a great circle from E. 
25° N. through the zenith to W. 25° S. At first the eastern extremity of the 
arch was near /3 Herculis, thence it passed the north side of Corona Bore¬ 
alis, through the midst of the seven stars in the Great Bear, over the zenith to 
the north of Castor, exactly over Bellatrix, after which it contracted to a point 
in Eridanus just above west. This writer makes no mention of any appearance 
of the common aurora borealis at the same time. 
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Accounts from Penrith were much the same as the preceding ones; but I 
hud no opportunity of seeing any of them. 

At Kendaii which is 110 or 115 miles S. of Edinburgh, and very nearly on 
the same magnetic meridian, (consequently the same part of the arch must have 
crossed the meridian at both places,) the following is a description of the pheno¬ 
mena as they appeared there, and might have been adopted with very little error, 
it should seem, for that at Edinburgh or any one of the intervening places, 
except as to the altitude of the summit of the arch. “ A most magnificent 
meteor was observed here between 8 and 9 o’clock. The appearance was that 
of a luminous arch, stretching quite across the heavens. Its direction was 
that of the magnetic east and west, intersecting the magnetic meridian at 
right angles. At the same time a splendid light was observable in the northern 
horizon. This meteor was similar in some particulars to one which appeared 
a few years ago.” [Query in 1819?] “ The arch itself appeared like two 

frustums of cones, with the less extremity in the horizon, and their bases meeting 
in the zenith. The densest parts of the bow were those near the horizon, and 
the west end the denser of the two.” 

The phenomenon was seen at Lancaster, twenty miles S. of Kendal, and 
130 miles S. of Edinburgh; it was described in the next Lancaster Gazette, 
but without being specific as to the altitude of the centre of the arch. Inquiry 
having been made of an intelligent medical gentleman who had seen it, he 
described the luminous arch as extending from east to west across the zenith, 
the light increasing in intensity from the arch of the zenith to the line of the 
horizon; there were those faint corruscations which usually attend an aurora 
borealis. This was about 8 o’clock ; at 10 11 30® P.M. there was a luminous 
appearance along the northern horizon. 

The aurora was seen at Preston, twenty miles S. of Lancaster; but I have 
not been able to learn the particular appearances at that place. It was also 
seen at Doncaster in Yorkshire, but I have not noticed ally description of its 
appearance at that place. 

At Warrington the luminous arch was seen by a friend of mine, Mr. Joseph 
Crosfield, who was so obliging as to give me interesting information on the 
subject, both verbally and by writing. He saw the arch about 9 o’clock, or 
between that and 10, in company with two other persons, to whom he pointed 
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it out at the time. At the first glance he took it for the milky way, but soon 
discovered his mistake. The direction of the arch was from W.S.W. to E.N.E., 
passing* to the north of the zenith. The western branch was longer and more 
brilliant. He saw no northern lights at the time, neither did he apprehend 
the phenomenon was connected with them. On elevating the pole of a celestial 
globe till the axis passed through a series of angles with the horizon, I desired 
him to fix upon an elevation which he judged most nearly to coincide with the 
elevation of the centre of the luminous arch. On examination, the angle was 
found to be 61°. I then fixed the axis at 70°; this he was almost certain was 
too high. When it was fixed at 50°, he was still more certain it was too low. 

The aurora was seen at Manchester, as has been stated; but it does not 
appear to have attracted much attention at this place. I have not been able 
to trace any account of the phenomena having been seen further south. 

These are all the material observations I have collected ; from which it must 
appear that, the descriptions every where given evidently apply to the same 
luminous arch. In proceeding from north to south we find the arch gradually 
advancing in altitude, always crossing the meridian to the south of the zenith, 
till we arrive about Kendal, at which place it crossed nearly in the zenith, 
and when at Warrington its culminating was to the north of the zenith. It is 
further remarkable, that in all the places the arch seemed to terminate nearly 
in the magnetic east and west, or at two opposite points of the horizon; these 
facts indicated the great height and extension of the arch. 

In order to apply the data to calculate the height of the arch, it is evident 
that observations at the extremities of the magnetic meridians are to be pre¬ 
ferred, and those on or near the same meridian, all other circumstances being 
the same. Unfortunately, the Edinburgh and Hawick observations do not 
harmonize together: however, those at Jedburgh, a place nearly of the same 
latitude as Hawick, seem to show that both the others are wrong , or rather 
perhaps, that they had not been cotemporary with each other and the rest of the 
observations. The Hawick altitude is probably too low, and that at Edinburgh 
considerably too high. 

In this uncertainty we may be allowed to take the observations at White¬ 
haven and Warrington as guides. Those places are very nearly on the same 
magnetic meridian; they are distant eighty-three miles, giving an extensive 
MDCCCXXVIII. 2 Q 
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base: the observations were nearly cotemporary, and made on the same part 
of the arch; the altitude at Whitehaven being 75° from the south, and that at 
Warrington 61° from the north. From these data, I find the height of the arch 
very nearly one hundred miles above the earth’s surface, and its position ver¬ 
tical about Kendal and Kirkby-Stephen, which accords well with the observa¬ 
tions at those places. This conclusion is corroborated by the observations at 
Jedburgh and Warrington, where, if we take the angles of elevation at 60° and 
61° respectively, and the distance on the magnetic meridian 120 miles, the 
height will be found between 100 and 110 miles. But, lastly, if we assume the 
angle at Edinburgh to be correct at 65°, and that at Warrington at 61°, the 
height comes out 150 or 160 miles, and its position vertical about Carlisle, 
which is in Opposition to the general tenor of the rest of the observations. 

As for the heights of the streamers or vertical beams seen low in the north, 
we have no sufficient data for determining it. But it is evident that the beams 
which were seen low at Edinburgh were the same as those seen still lower at 
Coekermouth, Kendal, Lancaster, and Manchester, at which last place the 
angle was about 10° as my informant says. Now an object elevated about 25° 
from the north at Edinburgh would apparently be 10° or 12° at Manchester, if 
its real height were about one hundred miles above the earth’s surface. 

On the whole, I think it is fairly to be inferred that the height of the arch 
could not differ much from one hundred miles ; and that its breadth would be 
eight or nine miles, and its visible length in an east and west direction, from 
any one place, would be about 550 miles. (See the accompanying figure.) 


i Observations on other Aurorse. 

The height of a luminous arch calculated by the late Mr. Cavendish, F.R.S. 
in the Phil. Trans, for 1790, is entitled to notice. It was found to be betwixt 
fifty-two and seventy-one miles. The observations, however, were made at too 
small a distance from each other to admit of precision. A base of at least 
forty or fifty miles seems necessary, where the object to be measured is generally 
neither steady nor Well defined. 
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- Tbe himmcws arch seen atKeswiek andKendalby Mr.CBOsvHWAiTK and 
my r set£ i m February 15th,l 793, was calculated to be 150 miles ^gfcp bnt this 
was from a base of only twenty-two miles, (See my Meteorological Observations 
and Essays, page £&) : ^ i » * * * s 

Dr. Thomson has given a brief history of the Aurora borealis intbe Annals 
of Philosophy for .1814, VoL IV; He has coped a table from Bergman, being 
estimates of the heights of abouttMrtyaurorae observed during the last cen¬ 
tury, calculated from observations made bv different persons in various places. 
According to these results, the aurorae would seem to be of variable heights, 
from 186 to 1000 or more miles. The places of observation are often un¬ 
suitably situated, and the dam from which the calculations were made not 
being given, I apprehend the great differences in the heights arise more from 
defects in the observations than from Teal differences. 

In the same volume Mr, Lommire gives a description of a luminous arch 
seen at Troutbeck near Kendal, on the 11th, of September, 1814 It was 
similar to* that above described, and was most extensively seen: namely, at 
Glasgow, Dumfries, and Annan hi Scotland ; at Dublin and Newry In Ireland; 
and at Whitehaven, Carlisle, Kendal, Lancaster, Warrington, and Liverpool 
in England. It was accompanied with the usual appearances of the aurora 
borealis, or streamers distant in the north. The observations are insufficient 
for calculating the height. I find in my journal the aurora was noticed at 
Manchester that evening, but no particulars are given. Mr, Longmirb men¬ 
tions a similar arch seen at Kendal and Dublin on the 17th of April the same 
year. An aurora was seen in London at the same time. (Annals of Philosophy, 
V«L IILpw48&) 

1819, October I7th,-~A remarkable aurora borealis was seen this evening 
in very distant parts of England and Scotland. Mr. Otlev of Keswick first 
drew my attention to this, by communicating the notes he made at the time 
upon % m the occasion when he favoured me with his remarks upon that of 
the 29th of March, 1826. After which I collected such other accounts as I 
could meot with from the journals of the time. The series of observations is 
as follows:— 

Annals of Philosophy, Vol. XIV p. 472. Account from f'iewtoa-Stewart, 
(Scotland,) October 18tb.—“ A singular and beautiful phenomenon appeared 

2 q 2 
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in our atmosphere here last night ( 17 th), about 8 o’clock: it was a bow Or 
arch of silvery light stretching from east to west, and intersecting the hemi¬ 
sphere [meridian] at a few degrees to the southward of the zenith. After it 
had remained very bright for twenty minutes or so, dark blanks w ere first de¬ 
served to take place here and there, and then, after expanding a little in 
breadth and shifting for a short way further to the southward, it disappeared. 
Some time before its appearance the atmosphere had been very cloudy; but 
when it was formed the sky was free from clouds, except towards the horizon 
to the westward and northward, where they hung very dark and heavy.—It 
was strikingly different from any of the usual forms of the boreal lights, which 
too were seen very vivid in the course of the evening.” 

Keswiek. Mr. Otley’s account:—■“ About 7 P.M. (the 17 th), a dense 
cloud appeared in the horizon to the N.N.W. bounded by a bright line, the rest 
of the heavens being starry. Presently beams of an aurora began to shoot 
towards the Great Bear. About 8 o’clock a luminous arch extended from 
west to east; the crown of the arch at first appeared to me a little to the north 
of the zenith, and after some time to the south of it, and again more northerly 
before it disappeared, which it did suddenly, a few minutes after 9 o’clock.” 

Manchester.—I have an account in my journal of an aurora seen here the 
same evening, but no particulars are given. 

London.—The aurora was seen in and about London the same evening. 
(See pages 478 and 480, Vol. XIV. Annals of Philosophy.) 

Gosport.—In the same volume of Annals, page 395, there is an account of 
the same aurora as seen at Gosport Observatory, Hampshire, on that evening 
by Dr. Burney. The following is an extract: “ On the 17 th instant, at 7 P M. 
a light about 30° on either side of the magnetic north point appeared in the 
shape of a luminous arch whose apex was 18° above the horizon.” He then 
describes several beams of the common aurora which successively appeared 
and traversed about for a time chiefly within the arch, and then vanished and 
were succeeded by others. After which, he adds: “ Soon after this (9 o’clock) 
the luminous arch in the northern hemisphere entirely disappeared, and some 
haze collected near the horizon.” 

Gosport and Keswick are very nearly under the same magnetic meridian, 
and 265 miles distant. Newton-Stewart is N.W. by W. of Keswick, distant 
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about sixty-five miles, but only thirty-five miles in a meridional direction. Now 
I imagine it will be allowed that an extraordinary luminous arch seen at New- 
ton-Stewart to cross the meridian a few degrees south of the zenith, and to con¬ 
tinue from 8 to near 9 o’clock, nearly in that position, must have been 
the arch seen at Keswick at the same time to cross the meridian in like manner 
from east to west, mid to pass nearly through the zenith. It may well be sup¬ 
posed, then, that this arch crossing through the zenith at Keswick would have 
a very diminished altitude if seen at Gosport, 265 miles south. From the 
account I have extracted, it appears that a luminous arch was seen there at the 
same time it was seen at the other places, and crossing the meridian at right 
angles, only its altitude 18° from the north, instead of being in the zenith, as 
at Keswick, or a few degrees south of it, as seen in Scotland. And further, the 
arch vanished at all the places at the same time. It scarcely admits of doubt, 
then, that these arches were all one and the same. By calculation from the 
data at Gosport and Keswick, I find the height of the arch above Keswick to 
be 100 or 102 miles ; from which the angle of elevation from Newton-Stewart 
must have been 71° from the south, or the zenith distance of the arch 19°. 

A luminous arch was seen at Kendal on the 27th of December, 1827, of 
which my friend Samuel Marshall was so good as to write me a circumstantial 
account. It was first seen at ten minutes past 6 in the evening, being an 
arch between the magnetic east and west, and passing through the zenith. It 
was broadest in the zenith, and it was more condensed in the eastern extremity 
than in the western. Another parallel arch appeared about 20° north of the 
former, of rather less intense light; and the northern horizon was luminous as 
usual on such occasions. After ten minutes or more, the arches advanced each 
of them to the south 20° with their centres. The appearance lasted about half 
an hour. A few streamers were seen in the east, which moved slowly north¬ 
ward. Mr. Marshall thinks the appearance would have been splendid if the 
moon had not shone at the time: a halo round the moon vanished when the 
bow approached it. I observed a halo round the moon at Manchester that 
evening. 

Mr. Buchan, a gentleman accustomed to meteorological observations, had 
mentioned his having seen a similar arch at Manchester on that evening ; but 
apprehending it might only have been a local phenomenon, 1 did not inquire 
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particulars till I received the above account from Kendal. Mr. Buchan in¬ 
forms me he saw a luminous arch that evening, about 9 o’clock; the arch 
was highest to the west of the meridian, and its altitude was very nearly the 
same as the north pole, just under which it passed; he estimates it at 53°, and 
thinks it could not be above 1° more or less. As this observation was not co¬ 
temporary with that at Kendal, nothing certain can be deduced from them, 
but it may not be amiss to observe that an object in the zenith at Kendal, and 
elevated 53° from the north at Manchester, must be nearly one hundred miles 
high. 

The results of this series of additional observations agreeing so nearly with 
that of the 29th of March, 1826, 1 am induced to believe that these luminous 
arches of the aurora which occasionally appear, stretching from east to west, 
are all of the same height, and that height about one hundred miles. What 
length the upright beams,—or to speak more properly, those parallel to the 
dipping needle,—may be, which are the ordinary forms of the aurora, we have 
not observations to determine. Whether those beams arise above the arches as 
from a base, or whether they descend below, as if appended to the arches, we 
cannot absolutely determine. It is remarkable that the arches and beams 
should rarely, if ever, be seen cognate or in juxta position, but always in parts 
of the heavens at a considerable distance from each other. 

Manchester, 

March 18, 1828. 


Postscript. 

Query, Are the parallel bands usually about 20 degrees asunder ? If so, 
their distance from each other will be about thirty-six miles. 
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XIV. A comparison of the changes of magnetic intensity throughout the dap 
in the dipping and horizontal needles , at Treurenburgh Bay in Spitsbergen. 
By Captain Henry Foster, R.N. F.R.S. 

# 

Head May 8, 18£8. 

The few observations I had an opportunity of making at Port Bowen in 1825, 
on the diurnal changes of intensity shown by the dipping and horizontal 
needles, first suggested the idea of a daily rotatory motion of the general 
polarizing axis of the earth, as the cause, not only of the diurnal changes of 
intensity, but also of the diurnal oscillations of the horizontal needle throughout 
the world. And the circumstance, of the times of the maximum and minimum 
effect of these phenomena, occurring generally when the sun bore north, 
south, east, and west by compass, indicated his agency in producing this 
motion of the pole. 

The entire confirmation of an hypothesis so important in the theory of ter¬ 
restrial magnetism, requires the evidence of varied and extensive observation; 
and as my professional pursuits have recently led me to revisit those regions 
best calculated for the experiments, I have thought a continuation of them 
under favourable circumstances, might prove an useful auxiliary to those 
already honoured with a place in the Philosophical Transactions for 1826. 

The observations which I have now the honour to present to the Royal 
Society, were performed in a manner somewhat different from those alluded 
to at Port Bowen, which were made with one needle only, first as a dipping 
needle, and then suspended horizontally. Whereas in this case, two needles 
were employed, each in its respective capacity; an arrangement far more con¬ 
venient in practice, and equally satisfactory as to the object I had in view; 
which was simply to ascertain, whether or not a corresponding change of in¬ 
tensity exhibited itself in both needles, whether each was differently affected 
thereby, or whether such change belonged to the horizontal needle alone. 
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The expression for the intensity of the dipping needle, is 1=2 A \ f ^ 

and for the horizontal needle, I = 2 A \f - --- 1 —5 denoting the dip, A a 

v s t sec. d 

general co-efficient. Consequently, if the change took place in the co-efficient 
A only, that is in the general magnetic intensity, both needles would be pro¬ 
portionally affected, and in the same manner; but if the change were in the 
dip only, then the two needles would be differently affected; the dipping 

needle, as \ /-— j- r —. and the horizontal needle, as \/- 5—so that 

V 4 —3sin 2 8 V 3 + sec*r 

one would increase in intensity and attain its maximum, while the other would 

decrease and attain its minimum, and vice versa. 

If both 8 and A be variable, the relation between the simultaneous intensities 
of the two needles would remain the same as if l only changed, because it is 
common to both needles; but the comparison of the same needles, at different 
times of the day, would be considerably modified by such a change in the 
value of A, and which would appear to be the case both from the present ob¬ 
servations and those at Port Bowen. For example, if A was a maximum when 
the dip was the greatest, and consequently when the horizontal intensity, from 
considerations of dip only, was the least, the one effect would in some measure 
counteract the other on the horizontal needle; whereas the dipping needle 
would have its intensity increased from both these causes operating at the 
same time, and contrariwise if at the moment of least dip A should be at its 
minimum. It is, however, by no means my intention at present to enter upon 
this intricate inquiry; my object being to examine whether the simultaneous 
changes in the intensities of the two needles are of a character to indicate a 
change of dip as one at least of the causes, or whether the dip remains constant, 
and the change is due to that of intensity alone. As far as this question is 
concerned, the results are certainly satisfactory; for on comparing the inten¬ 
sities of the two needles given in Table II. A will be found that the intensity 
of one needle was generally the greatest when the other was the least, and the 
contrary. That a .change Actually takes place in the general intensity of the 
earth’s magnetism, is as an hypothesis very reasonable; still, however, it is 
but an hypothesis, and as such I shall not insist upon it in this place, notwith¬ 
standing the circumstantial evidence furnished by these observations, but leave 
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it for more extended experiments to decide, and proceed at once to a detail of 
those observations from which the former deduction is made. 

* 'With respect to the instruments, they differed so little from those employed 
at Port Bowen, which have already been described, that it is unnecessary to 
say more than that the dipping needle was one belonging to the Board of Lon¬ 
gitude, and made by Dollond; the needle used was in form a parallelopipedon, 
6 inches long, 0.4 broad, and 0.05 thick, and that its magnetism was not in¬ 
terfered with while it was in my possession. The same may be observed of the 
horizontal needle, which was one of the same form and weight as the above. 

The experiments were commenced upon the 30th of July, and continued to 
the 9th of August by myself only; and they were so arranged, that in the 
course of two days an observation was made every hour of the twenty-four, but 
part of them in one day, and part of them in the other, as shown in the Table. 

Previous to the commencement of the observations, the silk thread (eleven 
inches long) which was employed for suspending the horizontal needle, was 
divested as far as could be of torsion, by suspending a brass needle of like 
form and of equal weight with the one above described; it was then replaced 
by the magnetized needle itself, the centre of which was brought directly over 
the centre of a graduated circle, by means of foot-screws attached to a board 
on which the apparatus stood. The needle being thus freely suspended, it was 
drawn out of the magnetic meridian somewhat more than 40 degrees, by a 
contrivance for that purpose; but its oscillations were not noticed until the 
arc had decreased to 40 degrees, when the observations were commenced on the 
times of performing ten vibrations successively, until two hundred were com¬ 
pleted ; the terminal arc and temperature of the instrument were then registered, 
and in this manner ail the results given in the following Table were obtained. 

The vibrations on the dipping needle were taken as follows: viz. one hun¬ 
dred with the fece of the instrument East, previous to those on the horizontal 
needle as above described; aacf another hundred after the latter, with the face 
West; m that the mean time of observation for both needles was nearly the 
same, as will be seen, by referring to Table I., relative to which, however, it 
should be observed, that although two hundred vibrations were taken by each 
needle, the toe of performing one hundred only is recorded in the Table, as 
Hwe mean arcs of vibration. 

2 R 
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Table I. 


Containing the Observations on the Diurnal Changes of Intensity la the 
Dipping and Horizontal Needles at Treurenburgh Bay in Spitsbergen, in 
the Months of July and Angust 1827. 
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Table I. (Continued). 



Horizontal Needle, j 

Hanr. 

Time of 
performing 
100 Vib« 

Mean Are. 

Temp. 

Faiik. 

h m 

s 


0 

A M 

620.2 

25j 

u * 

10 41 

621.2 

254 

59§ 

11 41 

619.0 

25| 

59 

0 48 

616.6 

26 

58 

1 48 

618.8 

25| 

25f 

56 

2 46 

617.8 

55| 

3 40 

619.0 

25| 

53 

0 45 

619.8 

25 

52 

l 47 

618.8 

25 

51§ 

2 46 

619.9 

25 

52 

3 43 

619.7 

25 

55 

4 45 

616.9 

25 

57 

5 45 

617-7 

25 

57 

6 44 

625.4 

25 

59 

7 49 

620.0 

25 

61 

6 42 

620.2 

25 

58 

8 

619-7 

25 

54 

8 46 

619.8 

25 

52 

9 47 

621.1 

25| 

51 

10 48 

618.2 

25 

51 

11 43 

617.3 

25 

53 

9 16 

620.2 

26 

61 

9 55 

618.5 

25| 

63 

10 45 

619-2 

26 

63 

11 39 

619.5 

26 

62 

0 41 

619-2 

26 

63 

1 55 

619.0 

25* 

25% 

63 

2 44 

619.0 

64 

3 38 

618.4 

25* 

65 

0 57 

620.0 

23 

52 

1 44 

620.8 

25 

524 

2 47 

619.5 

241 

52 

3 42 

618.5 

24 

51 

4 45 

620.2 

24 

51 

5 43 

618.4 

234 

494 

6 45 

616.4 

24 

51 

7 36 

621.1 

24 

52f 

49| 

5 46 

619.2 

26 

6 36 

617.7 

25 

50 

7 57 

620.7 

25.5 

m 

8 45 

619-6 

25.5 

48 

9 46 

619.6 

26.5 

*64 

10 47 

618.3 

25.5 

m 

11 47 

618.1 

25 

47 


2 r 2 
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Table I. (Continued.) 




Dipping Needle. 



Hor^ital Needle. 


Dates. 

Hour. 

Time of 
performing 

100 Vib n ‘. 

Mean Arc. 

Temp, 

Fahr. 

Hour. 

Time of 
performing 
100 Vib 05 . 

Mean Arc. 

Temp. 

Fahr. 

Aug. 6, A.M. 

fa m 

9 20 

293.0 

23.3 

531 

fa m 

9 26 

616.6 

2% 

54 


10 00 

292.7 

23.3 


9 57 

615.3 

251 



10 42 

292.4 

23 

55| 

10 44 

614.0 

26 

55 


11 41 

293.2 

22.6 

541 

11 43 

613.2 

25.5 

50 

P.M. 

0 51 

292.6 

22.4 

561 

0 49 

614.7 

25.5 

57 


1 40 

293.0 

22.9 

55 

1 41 

615.3 

26 

56 


2 51 

292.9 

23 

55l 

58| 

2 49 

616.8 

26 

58 


3 37 

293.2 

23.5 

3 38 

615.3 

25.5 

57 

Aug. 7, A.M. 

0 46 

292.7 

22.6 

47 

0 47 

618.9 

24.5 

49 


1 42 

291.8 

22 

481 

451 

1 43 

620.3 

25 

51 


2 44 

292.5 

22.5 

2 47 

619.6 

25 

46| 


3 38 

292.1 

22.9 

45 

3 38 

620.9 

25 

46 


4 41 

292.2 

23 

441 

4 42 

620.0 

25 

45 


5 36 

292.2 

23 

46 

5 38 

620.1 

25.5 

45 


6 41 

292.1 

23 

43| 

42s 

4i i 

6 42 

620.3 

25.5 

45 


7 38 

292.7 

23.2 

7 39 

620.2 

25.5 

44 

F.M. 

5 37 

292.1 

23.6 

5 38 

619-1 

25.5 

43 


6 42 

292.1 

23.5 

40| 

6 44 

616.7 

25.5 

42| 

41 l 


8 13 

291.8 

23.7 

41 

8 18 

618.0 

25.5 


9 00 

292.7 

23.5 

4U 

8 57 

618.0 

25.5 

411 


9 42 

292.1 

23.6 

40| 

9 43 

618.1 

25.5 

41 


10 41 

292.0 

23.5 

40 

10 43 

617-7 

26 

41 


11 44 

291.2 

23.5 

40| 

11 45 

623.1 

25.5 

401 

Aug. 8, A.M. 

9 18 

291.6 

23.5 

471 

9 23 

618.2 

25.5 

49 


10 6 

292.6 

23.4 

51 

10 14 

619-9 

26 

53 


10 56 

292.7 

23.2 

551 

10 56 

618.5 

26 

! 56 


11 39 

293.1 

23.1 

56 

11 40 

618.0 

26 

! 57 

P.M. 

0 38 

293.5 

23.1 

371 

0 39 

617.8 

26 

58| 


1 41 

293.7 

23.6 

59 

1 43 

617.6 

25.5 

59 


2 39 

293.8 

23.3 

58 

2 41 

622.1 

25.5 

60 


3 36 

293.3 

23.5 

58f- 

3 38 

619*9 

26 

60 

Aug. 9, A.M. 

0 58 

291.6 

23.1 

50 

0 55 

624.0 

25 

531 

52| 


1 44 

291.7 

23.2 

491 

1 45 

622.5 

25 


2 37 

291.6 

23.5 

50 

2 39 

623.2 

25 

53 


3 38 

292.0 

22.5 

501 

3 88 

625.3 

25 

54 


4 40 

292.2 

22.7 

50 

4 41 

623.1 

24.5 

55 


5 55 

292.1 

22.3 

521 

5 53 

622.1 

21 

54 


6 40 

291.6 

21.8 

54 

6 39 

621.7 

22.5 

60 


7 35 

293.3 

22.3 

57 

7 36 

623.0 

25.5 

61 

P.M. 

5 40 

293.0 

23.1 

58 

5 41 

621.6 

25.5 

58 


6 40 

293.3 

23 

581 

6 42 

622.6 

26 

58 


8 17 

293.0 

23.2 

56 

8 12 

621.9 

25.5 

m 


8 52 

292.7 

23.2 

54§ 

53f 

8 50 

621.5 

25.5 

55f 


9 42 

292.3 

22.9 

9 43 

621.8 

25 

55 


10 41 

291.9 

22.7 

54 

10 42 

619.8 

25.5 - 

54 


11 41 

292.2 

22.8 

50f 

11 43 

619.5 

25 

53 
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In order to bring more clearly into view the results of the foregoing obser¬ 
vations, the following Table has been formed, by adding together all the times 
each needle took to perform one hundred oscillations at the respective hours 
of observation on the several days, and converting these times into proportional 
intensities. In the third and sixth columns are inserted the numbers ex¬ 
pressive of intensities, which have been obtained, by squaring the reciprocal of 
the times, and multiplying those squares by 100,000, to render them all in¬ 
tegral. 

Table II. 


| Dipping Needle. 

Horizontal Needle. ^ 

Hour. 

Time in seconds 
of performing 
100 oscillations. 

Proportional 

Intensity. 

Hour. 

Time in seconds 
of performing 
100 oscillations. 

Proportional 

Intensity. 

A.M.O 52 

291.9 

1173 

h m 

A.M.O 51 

620.5 

2597 

l 49 

291.8 

1174 

1 46 

620.0 

2601 

2 48 

291.8 

1174 

2 48 

620.0 

2601 

3 44 

291.7 

1175 

3 44 

620.6 

2596 

4 46 

292.1 

1172 

4 45 

619.8 

2603 

5 48 

292.2 

1171 

5 46 

619.3 

2607 

6 47 

292.2 

1171 

6 46 

620.4 

2598 

7 40 

292.7 

1167 

7 41 

620.6 

2596 

9 16 

292.6 

1168 

9 22 

618.3 

2616 

10 00 

292.9 

1166 

10 2 

618.0 

2618 

10 52 

292.8 

1167 

10 54 

617.1 

2626 

11 47 

293.0 

1165 

11 49 

615.9 

2636 

P.M.O 47 

293.1 

1164 

P.M. 0 46 

615.9 

2636 

1 50 

293.1 

1164 

1 48 

616.8 

2629 

2 47 

293.4 

1161 

2 47 

618.9 

2611 

3 40 

! 293.3 

1162 

3 41 

618.9 

2611 

5 43 

292.3 

1171 

5 47 

617.8 

2620 

6 43 

293.0 

1165 

6 44 

618.8 

2612 

8 7 

292.4 

1170 

8 7 

618.9 

.2611 

8 53 

292.5 

1169 

8 52 

618.8 

2612 

9 51 

292.1 

1172 

9 52 

618.2 

2617 

10 49 

292.2 

1171 

10 52 

618.8 

2612 

11 47 

292.0 

1173 

11 48 

619.3 

2607 


On looking over this Table it will be seen, that when an increased intensity 
obtained in the dipping needle, a corresponding diminution generally exhibited 
itself in the horizontal needle, and vice versa. But to compare this Table with 
the results deduced from my former experiments, and with the hypothesis of 
a rotation of the general polarizing axis of the earth about its mean position 
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as a centre, it will be best to express the intensities in terms of the magnetic 
latitude; viz. 

* I s= A */ 3 sine * a + 1 ==s Intensity dipping needle, 

I = A cos k = Intensity horizontal needle; 

where k is the magnetic latitude. If we assume 81° as the mean dip at Treu- 
renburgh Bay, and since 

Tang, h = 2 tang. X, 

or tang, k = § tang. 81°, we have k = 72° 30' the mean magnetic latitude. 
Let x be the radius of the circle of rotation assumed in the hypothesis; then 
the extreme latitudes will be 72j° + x and 72 f° — x, and the intensities va¬ 
rying in their greatest extreme, as 2596 to 2636; we have to find x such, that 

Cos (72£° -f x) : cos ( 72 j° - x) : 2596 : 2636. 

This gives x = 8 minutes very nearly ; whereas in my former paper I suppose 
this radius not to exceed 2~ minutes. In that case, however, the deduction 
was made from the mean results of several months’ observations, commencing 
with January, when the effect is the least; whereas this is drawn from the 
extreme results of eleven days only, and at that season when the effects are 
the greatest. 

Assuming the above radius of rotation, viz. 8 minutes, it is easily ascertained 
that the corresponding maximum change in the daily variation ought to be 
54 minutes; whereas it appears by the Table published in the Appendix to 
Captain Parry’s Narrative of his Attempt to reach the North Pole of the Earth, 
to have amounted to 1° 32' from the mean of eleven days’ observations. 

The 2J minutes assumed as the radius of rotation of the magnetic pole, from 
the mean of the Port Bowen experiments, is certainly too small to answer even 
to the mean results: but if we take the mean results as there obtained for the 
month of May, which was the greatest observed, it will be found that the 
radius of rotation would require to be taken at 8 minutes, the very quantity 
above determined. It will, however, be seen by referring to the paper in which 
the former experiments and observations are recorded, that the 2J minutes 
assumed for the radius was stated as a quantity altogether conjectural, no 
attempt being made to establish it by calculation. At all events it will be 


Barlow’s Essay on Magnetic Attractions, page 197, 2nd edition. 
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necessary to consider this radius as changing very considerably as the sun 
advances to the north. 

The change of intensity in the dipping needle as depending on the change 
of dip or of the magnetic latitude, would be only as 3726 to 3732, whereas it 
is found to amount to ijvd part of the whole. This therefore seems to indicate 
a change in the general co-efficient A, and that this is greatest when the dip 
is greatest, and least when the dip is least. 

We might be able to separate these two counteracting effects on the hori¬ 
zontal needle; but it would probably be considered too speculative in the 
present stage of this inquiry. All therefore that I shall consider as demonstrated 
by these experiments is, that the cause of the daily change in the horizontal 
intensity is principally due to a change of dip, as I found to be the case at 
Port Bowen, and that the times of the day when these changes are the greatest 
and least, point clearly to the sun as the primary agent in the production of 
them; and that this agency is such as to produce a constant inflection of the 
pole towards the sun during the twenty-four hours: this is, I think, clearly 
established as far as comparison has yet been made, and I hope soon to be 
able to submit this inquiry to the test of experiments under circumstances so 
different in every respect from these and the former, that they cannot fail of 
either confirming or contradicting the hypothesis in question. 

London, Henry Foster. 

March 4 th, 1828. 
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XV. Experiments relative to the effect of temperature on the refractive index and 

dispersive power of expansible fluids , and on the influence of these changes in a 

telescope with a fluid lens. By Peter Barlow, Esq. F.R.S. 8$c. 

Read May 15, 1828. 

In a paper I had the honour to present to the Royal Society in January last, 
relative to the construction of achromatic telescopes with fluid lenses, I have 
stated that between the temperatures of 31° and 84° I had not been able to 
detect any very sensible change in the index denoting the focal length of the 
telescope: these observations however being made at intervals of some months, 
I was doubtful whether there might not be some minute variation which had 
escaped my notice; and I have since, by means of temperature artificially pro¬ 
duced, ascertained that there is a certain small change, and the amount of that 
change, which is xWtfths of an inch in the length of the telescope employed, 
between each of these extremes and the mean temperature of 57°- That is, the 
eye-piece of the telescope and the fluid lens being fixed, as was the case in 
this instrument, the plate lens required an adjustment of 0.134 of an inch, 
between the temperature of 57° and each of the above extremes, to produce 
the brightest and most perfect image. 

Before I proceed, however, to detail the results of my inquiry on these sub¬ 
jects, it will be proper to define a few terms which appear in one or two in¬ 
stances to have been misunderstood. 

1. Tire length or focal length of the telescope, is the distance from the front 
lens to the focus. 

2. The fluid focus or fluid focal length, is the distance from the fluid lens 
to the focus. 

3. The focal power of the telescope, or the equivalent focal length, is the 
focal length of a telescope of the usual construction, which gives the same 
convergency to the rays or the same sized image as the telescope in question. 

mdcccxxviii. 2 s 
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In what follows: 

l will denote the length of the telescope. 

/ the focal length of the plate lens. 
f the focal length of the fluid lens. 

/" the fluid focal length, 
f m the equivalent focal length. 
d the distance of the lenses. 

Under the particular form of construction to which we are now referring, 
f and f" remain fixed or constant, but the rest are variable under different 
temperatures, in consequence of the effect which temperature produces in the 
value of/'. 

If we knew the change in the value ofor in the refractive index of the 
fluid under different temperatures, we might proceed immediately to compute 
its effects on the focal power of the telescope; but as this may be considered 
doubtful, I have endeavoured to determine the effect on the power of the 
telescope by direct observations, and have thence computed the corresponding 
change in the refractive index of the fluid. 

In order to determine the change in the position of the front lens due to a 
certain range of the thermometer, I placed the telescope in a small room about 
twelve feet square in my garden, and having adjusted it very carefully to a 
dial-plate of a watch, at the distance of 150 feet, when the thermometer was 
at 40°, I had a fire lighted, the room shut up, and the temperature gradually 
raised to 75°, re-adjusting and registering the focus for every change of 5°. 

As, however, the intermediate changes^vere very small, it will be sufficient to 
state, that between the two extremes, viz. 40° and 75°, the whole change was 
0.177 of an inch; and hence, supposing the change uniform for equal variations 
of temperature, we find for the difference between the mean temperature of 57° 
and each extreme before mentioned, viz. 31° and 84°, an alteration in the 
length of the telescope of .134 of an inch, as stated in the beginning of this 
paper. 

In the instrument on which these observations were made, the following are 
the values of the different quantities at the mean temperature 57°; viz./= 32.5, 

f = 32.65, /" = 40.5, l = 54.92, d = 14.42, f" - ^3 = 72-8. 
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And since by the observations above referred to, the value of d varied 0.134 
of an inch between the mean temperature and each of the extremes, we have 
in one case <£= 14.554, and in the other dss 14.286. Whence the focal power 
of the telescope was 

at 31% f" = as 73.34 

at 84% /"' = = 72.28 

So that the instrument being adjusted at the mean temperature 57°, and 
fitted with a micrometer, it will require a correction of about y^njth part of the 
angular measure for every change of 1° in the thermometer; that is, a 60th 
part of a second for every minute in the angle, a quantity too small to require 
any notice, except in cases of extreme delicacy. 

In order to find the actual change in the focus of the fluid lens which 
rendered the foregoing adjustments of the plate lens necessary, we have 
l l _ 1 l l l 

/-a ~ f - r or f-d -y — y- 

In this expression, f' = 40.5,/* — d at 31° = 17.946 

/- rfat 57° == 18.080 
/- dat 84° =a: 18.214 

And substituting these values successively for f-~d in the above expression, 
we find f at 31° = 32.222 

/' at 57° = 32.650 
f at 84° = 33.090 

And since it has been shown, Phil. Trans. 1827, Art. XV. that = di¬ 
spersive ratio, we have at 31° dispersion = .3067 
57° dispersion = .3075 
84° dispersion = .3084 

a difference sufficiently small to baffle the most acute and experienced eye. 
The change therefore in the power and colour of the telescope is so small, and 
the correction due to it (in any case where such correction is thought necessary) 
So easily made, that an instrument on this construction may I trust be con¬ 
sidered just as applicable to all the nice purposes of modern astronomy, as one 
of the usual refractors of the same power. 

2 s 2 
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The very inconsiderable change in the focal power of the telescope led me 
to conclude* in die early part of my experiments, that no optical change took 
place in the fluid between the above limits, or at least that the change was 
extremely small. It appears however from the preceding experiments and 
investigation, that the permanency of the telescopic effect is attributable to 
the peculiar construction of the instrument, and that the change in the 
refractive index of the fluid is much more considerable than I had imagined; 
for we have seen that the focal length of the fluid lens was at 31° = 32.22 

at 57° = 32.65 
at 84° as 33.03 

And since the focal length is eaeteris paribus inversely as the index, and the 
index at 57° being 0.634, we find 32.22 : 32.65 : : 0.634 : 0.642 

33.09 s 32.65 : : 0.634 : 0.626 

Hence the mean index of the sulphuret of carbon is at 31° as 0.642 

at 57° = 0.634 
at 84° as 0.625 

That is, with a variation of temperature of 53° ; the change of index amounts 
017 

to sa jjth part nearly of the whole index at 57°. ' 

Which, supposing the change to be uniformly proportional in greater ther- 
mometrical ranges, gives a change in the refractive index of nearly T Vth 
between 32° and 212 °. Now it has been stated on the result of experiment 
(Dr. Ure’s Chemical Dictionary), that the expansion of sulphuret of carbon 
amounts to -j-th between the above limits. We have therefore strong reasons to 
conclude that: in this, and all other expansible fluids, the index of refraction 
varies directly as the density; the trifling difference in the two results being 
attributable, in all probability, to slight errors of observation in one or other 
of the two processes, so different from each other, from which these results are 
deduced. 

With respect to the dispersive ratio, it is probably the same at all tempe¬ 
ratures ; for, supposing 1 : 1 + a 1:1 + a 1 , 1 : 1 + a" to be the ratio of the 
sines of incidence and refraction of the extreme and mean rays of the spectrum 
at any given temperature, the dispersive power is expressed by a Jr - * And 
as we have seen that the mean index a ! varies as the density of the fluid, we 
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have strong reason to suppose that a and a" vary also in the same proportion; 
and if so, the dispersive power will of course remain constant; and this de¬ 
duction is verified, as far as the eye can judge of colour in the telescope, by the 
preceding experiments, which certainly indicated no perceptible change in the 
colour of the image. This, however, is a subject I intend to examine more 
particularly when ray large telescope is completed. 

It may be proper to observe, that the form of the instrument here employed 
differs a little from that described in my former paper: in the latter, the plate 
lens is a fixture, and the adjustment is made by a slight motion of the fluid 
lens. In this I can move either lens at pleasure; and I have chosen to fix the 
fluid, and to adjust the plate lens, merely for the sake of simplifying the 
investigation. 
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XVI. On same circumstances relating to the economy of bees. By Thomas 
Andrew Knight, Esq. F.R.S. President of the Horticultural Society. 

Read May 22, 1828. 

In a paper which I had the honour to address to the Royal Society about 
twenty years ago (in the year 1807) upon the Economy of Bees, I stated, that 
having adapted cavities in hollow trees for the reception of swarms of those 
insects, I had observed that several days previous to the arrival of a swarm, a 
considerable number of bees were constantly employed in examining the state 
of the tree, and particularly of every dead knot above the cavity which ap¬ 
peared likely to admit water into it. At that period it appeared to me rather 
extraordinary, that animals so industrious as bees, and so much disposed to 
make the best use of their time, should, at that important season of the year, 
waste so much of it in apparently useless repetitions of the same act: for I, at 
that time, supposed that on different days, and at different periods of the same 
day, I saw only the same individuals. But in a case which at a subsequent 
period came under my observation, where the cavity into which the bees 
apparently proposed to enter, was not more than a quarter of a mile distant 
from the hive whence a swarm were prepared to emigrate, I witnessed a very 
rapid change of the individuals who visited their future contemplated habi¬ 
tation ; and the number which in the course of three days entered it, appeared 
to me to be fully equal to constitute a very large swarm: and upon the 
evidence of these and other facts, which I shall proceed to state, I am much 
disposed to infer, that not a single labouring bee ever emigrates in a swarm 
without having seen the future proposed habitation of that swarm. That the 
quern bee has also always seen her future habitation, I am also much inclined 
to believe, as she is well known to absent herself from the hive some time 
previously to the emigration of a swarm: though her object may be to meet a 
male of another hive; for I much doubt whether she ever receives the embraces 
erf a brother. The results of some of Huber’s experiments are very favourable 
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to this conclusion, as is the otherwise excessive number of male bees, and in 
both the animal and vegetable world nature has taken very ample means of 
facilitating what the breeders of improved varieties of domesticated animals 
call cross breeding. 

I have also been led by the following facts to believe, that not only the 
future permanent habitation of each swarm, but the place where they tempo¬ 
rarily settle, apparently to collect their numbers, soon after they qnit their hive, 
is known also to each individual. Different families of domesticated animals 
of every species present some peculiarities of disposition and habit; and the 
swarms of the family of bees, which were the subject of my experiments, 
showed, I think, more than an ordinary disposition to unite, by two apparently 
joining the same queen. My attention was consequently attracted to the 
circumstances which preceded such unions. 

The simultaneous movements and agitation of two hives, had during several 
days led me to expect that a junction of their swarms was contemplated ; and 
the two ultimately issued out almost at the same moment, and instantly united, 
as I had concluded they would. The weather was excessively hot; and 1 put 
them into a hive which was scarcely large enough to hold them, affording 
them no further, shelter from the sun than I thought just sufficient to prevent 
the melting of their combs. This occurred upon the first day of June, and in 
the morning of the twenty-third a very large swarm emigrated. There was in 
this, I believe, nothing very extraordinary or peculiar, except the excessive 
expedition apparently employed in raising a second queen. 

In the following year two other hives presented similar indications that their 
swarms would unite; and being anxious to ascertain whether such unions were 
accidental, or the consequence of previous arrangements, I paid very close 
attention to their proceedings, and the following singular circumstances came 
under my observation. After both hives had given frequent indications that a 
swarm was ready to issue from each of them, one swarm only rose, and that, 
after hovering in the air during a much longer time than ordinary, settled 
upon, and around^ a bush about twenty-five yards distant from the bive, whence 
they had issued :but instead of collecting together into a compact mass, as 
they usually do, thqy remained thinly dispersed, scarcely two being any where 
in contact with eachqther, In this state they continued nearly half an hour 
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motionless and apparently discontented and sulky; and they then gradually 
began to rise and return home, not apparently in obedience to any command 
or signal; for they did not rise more abundantly at any one point of time than 
at another, but each individual seemed to go when tired of waiting. 

The next morning a swarm issued from the other hive, and proceeded to the 
bush upon and around which the other swarm had settled on the preceding 
day, collecting themselves into a mass as they usually do when their queen is 
present. This was precisely what I had anticipated*, but I was much disap¬ 
pointed that no movement or agitation took place in the other hive. Within 
a very few minutes, however, and very soon after the swarm above mentioned 
had fully settled, a very large number of bees suddenly rushed from the hive 
to which the swarm had returned on the preceding day, and proceeded so 
directly to the swarm which had just settled, that their course was marked 
through its whole extent by a perfectly visible dark and narrow line, and they 
united themselves, without hovering a single instant, to the other swarm. These 
circumstances conjointly with others which I have stated in my former com¬ 
munication upon this subject, satisfied me that these unions are generally, if 
not always, the result of previous and perfectly well understood arrangements, 
though it is not easy to conjecture how such arrangements can be made. 

I shall proceed to state a few circumstances which appear to throw light 
upon some of the phenomena observable in the mode of breeding of bees. It 
has long been known that these animals possess the power of raising a queen 
bee from any recently deposited egg, which under ordinary circumstances 
would have produced a labouring bee; but whether this power extends to those 
eggs, which, when deposited in larger cells, afford male or drone bees, has not, 
I believe, been accurately ascertained. The following circumstances lead me 
to believe that sex is not given to the eggs of birds, or to the spawn of fishes 
or insects, at any very early period of their growth. 

I selected early in winter four female birds of the common duck, which I 
kept apart from any male bird of that or any kindred species, till the period 
of their laying eggs approached. One was then killed, and the largest of its 
eggs was found to be three lines in diameter. A musk drake (Anas moschata) 
was then put into company with the three remaining ducks; and from these I 
obtained a numerous offspring, six out of seven of which proved to be males, 
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as the result of similar previous experiments (but in which the maid of another 
species had been introduced at a period when the growth of the eggs was less 
advanced,) had led me to expect. I repeated the experiment often, and always 
with nearly the same result, a large majority of male birds being uniformly 
produced; and hence I conclude that the eggs of birds in early periods of their 
growth are without sex. 

I have never possessed means of obtaining mule fishes; but one kind of fish, 
which I think is obviously a mule, is found in many rivers where the common 
river-trout abounds, and where a solitary salmon is sometimes seen. These 
formerly existed, in some seasons, in considerable numbers, in the river which 
passes near my residence; but since salmon have become scarce, they have 
wholly disappeared. I had formerly opportunities of examining a large number 
of them, without having ever found a single female. I have subsequently found 
them in large numbers in small mountain rivulets in Wales, below, hut never 
above, the lowest Cataract. They are readily distinguished from the young 
salmon, by their form being intermediate between that of a trout and of a 
salmon; by their being all, or nearly all, males; and by their remaining 
through the summer and autumn in the rivers, long after the young salmon 
have descended to the sea: they leave the fresh water with the first winter 
floods, and I believe are not known ever to return. In the North of England 
they are distinguished by the name of wraekriders, and by that of samlets in 
some other parts. If these be mules, as I do not entertain any doubt that 
they are, the spawn , of fishes must be without sex when it is deposited by the 
female; and I am much disposed to entertain the same opinion respecting 
the spawn (for it is more properly spawn than eggs) of bees. 

I have frequently witnessed some somewhat analogous circumstances in the 
vegetable world, respecting the sexes of the blossoms of plants; and I can at 
any time succeed in causing several kinds of monoecious plants to produce 
solely male or solely female blossoms. If heat be, comparatively with the 
quantity of light which the plant receives, excessive, male flowers only appear; 
but if light be in excess, female flowers alone will be produced:—the experi¬ 
ments necessary must of course be made with skill and accuracy. 

In a former communication to the Royal Society “ Upon the comparative 
influence of the male and female parent upon the character of the offspring,” 
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I have inferred, from facts there stated, that the sex of the offspring of some 
species of animals is given by the female parent. Subsequent experience and 
observation have strengthened my belief in the truth of this inference: but I 
believe the power of the female parent to be rather strongly influential than 
positive, and that external causes operate, which (I have some reason to sus¬ 
pect) are not in all cases wholly beyond the reach of human controul. 


London , 

May 20th, 1828. 


Thomas Andrew Knight. 
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XVII. On the laws of the deviation of magnetized needles towards iron . By 
Samuel Hunter Christie, Esq. M.A. F.R.Sfyc. 

Read June 5, 1828. 

The deviations of a magnetized needle from its natural direction in the 
plane in which it is constrained to move, due to the action of masses of iron, 
may be referred to a very simple law, excepting in those cases where the 
length of the needle bears a very sensible ratio to the distance of the iron. The 
law is this: if we suppose that the centre of a magnetic particle in the direction 
of the terrestrial magnetic force, or the centre of a small magnetic needle 
freely suspended by its centre of gravity, coincides with the centre of the 
needle whose motion is restricted; that the iron attracts both poles of this par¬ 
ticle, or freely suspended needle ; and that the whole, or very nearly the whole 
action takes place on these poles;—then the position of the other needle, in the 
plane in which it is constrained to move, will be found by referring the freely 
suspended needle to that plane, by a plane perpendicular to the first. The 
truth of this being established by experiment, it is very clear that whatever 
may be the position of a mass of iron, the direction of the deviations of a 
horizontal or dipping needle due to its action, will be immediately indicated, 
and a sufficiently simple calculation will give the amount. Several years have 
elapsed since I first pointed out this law, showing at the same time, by a series 
of experiments, that the observed deviations are in conformity with it. I have 
since omitted no opportunity of submitting it to the test of experiment; and 
taking it as the basis of calculation, have always found, except indeed in cases, 
as I have before stated, of too great proximity of the disturbing body, that the 
results which I obtained approximated so closely to the observations, as to 
leave no doubt in my own mind of its correctness. 

However, the truth of this law has latterly been called in question ; and, in 
a paper published in the Transactions of last year, some experiments on hori¬ 
zontal needles, having their magnetism unequally distributed in the two 
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branches, are described, which are considered by the author as quite decisive 
of its fallacy *. It is not my intention to enter into an examination of what are 
there, erroneously I apprehend, considered as the effects that would result from 
this law, when the equal distribution of magnetism in the two branches of a 
needle has been disturbed. Immediately after having heard that paper read, 
I proceeded to ascertain some circumstances which appear to have been over¬ 
looked in these experiments, and then noted what, according to the law in 
question, ought to be the deviations of a needle having either of its branches 
“ deteriorated” when in different positions with respect to an iron shell. Not 
being then in possession of the experimental results in that paper, I could not 
compare my conclusions with them; but on doing so when the Part of the 
Transactions was published, I found them perfectly to accord. 

Whatever hypothesis we may adopt for the explanation of the phenomena 
observed with a needle having its magnetism thus disturbed, or to whatever laws 
we may apply these phenomena as tests, it is essential that we should know, 
not only to which end of the needle the disturbing cause has been applied, and 
its effect on the directive force, but likewise the effect produced on the distribu¬ 
tion of the magnetism throughout the needle. It is particularly necessary that 
the positions of the points where the intensity of the magnetism is the greatest, 
and of that where the magnetism of contrary names, and on opposite sides 
balance each other, and which may be termed the magnetic centre of the 
needle, should be determined. As this had not been done in the experiments 
to which I have alluded, it became necessary to repeat those experiments, and 
to determine the positions of these points in the needles employed in that repe¬ 
tition. With this view, I cut three needles of precisely the same form and 
weight, from the same piece of steel, and applying them over each other, har¬ 
dened the ends of the three at the same time. These were successively placed 
in the middle of a groove which two twelve-inch bar magnets exactly fitted, 
and were each magnetized in precisely the same manner, by passing the 
ends of the bar magnets, inclined always at the same angle, from centre to 
ends, the same number of times. One of these was left thus magnetized. 
The other two were successively placed on a thin board, and the marked 
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end of one of the twelve-inch bar magnets was passed twice, on the opposite 
side of the board, from the centre to the marked end of one needle; and 
the unmarked end of the magnet, similarly, from the centre to the unmarked 
end of the other*. 

Having determined in these needles the points of greatest intensity, which 
we may consider as the poles, and likewise the centres of their magnetism, I 
made observations with them precisely similar to those detailed in the paper 
already citedIn the first instance, I proposed to determine the several 
values of a particular constant, by applying the hypothesis of a central action 
of the iron to the observations with the needle whose magnetism had been un¬ 
disturbed, and to employ the mean value in calculating the effects which would 
arise, according to this hypothesis, from the disturbance of the magnetism in 
the other needles : but as these values, though not differing greatly from each 
other, had a pretty regular increase and decrease according to the azimuth of 
the shell, I considered that the length of the needle might, in this case, bear 
too great a proportion to the distance of the shell for the proposed law to be 
strictly applicable, although it might give results approximating to the experi¬ 
ments. The fact however, which is stated to have been ascertained by experi¬ 
ment, that the length of a needle has no sensible influence on the extent of its 
deviations^, was opposed to this view; and I therefore compared with each 
other the values of the constant which would result from these observations, by 
applying to them a law considered to have been established by experiment: 
viz. “ the tangent of the deviation is proportional to the rectangle of the cosine 
of the longitude, and the sine of the double latitude” of the needle’s centre 
with reference to that of the shelly. 

The values of the constant, thus deduced, differed so widely from each other, 
that I could have no expectation of obtaining from the mean value, results that 
should at all approximate to the experiments; and indeed, could entertain no 


'* These terms, marked end and unmarked end, I employ instead of north end and south end, or 
south pole and north pole, merely to avoid the ambiguity that might arise in some of the experiments 
if the name of the end of the magnet or needle had any reference to position, 
f Phil. Trans. 1827, p. 284. 

% Mr. Barlow’s Magnetic Attractions, second edition, p. 59. 

§ Ibid, p. 89, 
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doubt of the fallacy of this law, even as approximative. These circumstances 
led me to suspect the accuracy of the conclusion, that the length of a needle 
has no sensible influence upon its deviation; and I considered that it would be 
desirable to ascertain whether such were or were not the fact. This in a theo¬ 
retical point of view is of some importance; since such a fact would be in direct 
opposition to the conclusions derived from the theory advocated in the paper 
in question, and so ably and elaborately developed in M. Poisson’s Memoirs 
on Magnetism. M, Poisson says: “ A la v6rit£, M. Barlow annonee qu’ayant 
plac4 successivement dans le meme point le milieu de l’aiguille de six pouces, 
et celui d’une petite aiguille d’un demi-pouce (d’un pouce et demi ?) en longueur, 
il n’a pas observe de difference entre leur deviations ; ce qui ferait penser que 
les deux corrections dont nous parlons, dont Tune a pour effet d’augmenter la 
deviation, et l’autre, de la diminuer, se seraient a peu pres compensees. Mais 
nous avons lieu de croire que cette compensation a ete trfcs-imparfaite; car en 
calculant les deviations de l’aiguille, sans avoir egard k la double corrections 
due k sa longueur et k sa force magnetique, les differences que Ton trouve entre 
le calcul et Fexperience, sont trop graades pour etre attributes en entier aux 
erreurs des observations*.” 

These considerations induced me to extend my experiments much beyond 
the limits which I had originally proposed to myself; and as these experiments 
were made with great care, and I may fairly state, without any consideration 
of what might or might not be in conformity with theoretical views, they will 
afford good tests which may be applied to any theory of magnetism, as well as 
to the laws with which I have compared them. Previously to detailing any of 
these experiments, or to entering upon any investigations founded upon the law 
which they so decidedly establish, I shall briefly notice the facts which I as¬ 
certained, and the general explanation they afford, in conformity with that law, 
of the experiments which are Considered by their author to be decisive of its 
fallacy. 

In the first instance, I ascertained that if any bar of steel, uniformly mag¬ 
netized by the method of double touch, have this state of its magnetism dis¬ 
turbed, by drawing the end of a magnet from its centre to the end of the same 
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name as that applied to it; that is, drawing the marked end of the magnet to¬ 
wards the marked end of the needle, or the unmarked end towards its un¬ 
marked end; then the pole at the end to which the magnet has been applied, 
or that which has been termed the cc deteriorated branch” will approach the 
centre of the needle. In the other, or “ undeteriorated branch,” the pole will 
recede from the centre. 

‘ And the magnetic centre will invariably recede from the centre of figure 
towards the “ undeteriorated end,” or that to which the disturbing magnet has 
not been applied. The changes in the positions of these points, in consequence 
of the disturbance of the magnetism, is best illustrated by the following figures, 
in which I. II. represent two bar magnets, 8.92 inches in length, 0.16 inch in 
breadth, 0.09 inch in thickness. 



Fig. 1. represents the positions of the poles and magnetic centres after the 
bars had been magnetized by double touch: N„ N u the north poles; S t , S n the 
south poles ; C p € lf the centres of the bars; O,, O,, their magnetic centres. 

C ; S, = 3.74 inches ; C,O f = 1.14 inch ; C,N, = 3*97 inches ; 

*= 3.84 inches ; € u O u = 0.24 inch ; CjS,, = 3*86 inches. 

Fig. 2. represents the positions of these points when the magnetism had been 
disturbed, by drawing the end of a twelve-inch bar magnet, as before described, 
once very quickly from the centre to the ends of I. and II. 

C, S, = 4.09 inches ; C y O / = 1.41 inch ; C,N, = 2.79 inches ; 

C W N W = 3.99 inches 5 0 ;/ 0 /; = 1.14 inch ; C n S tj = 2.91 inches. 
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Fig. 3. represents the positions of the same points, and of new poles S f , N M . 
and magnetic centres Of, in consequence of a further disturbance of the 
magnetism, by drawing the end of the. twelve-inch magnet twice from the 
centre to the ends of L and II. 

C,S, =4.26in.; C { 0, =2.83in.; C,N, =0.41 in.; C^CF =2.57in.; C, S' =4.32in.; 

C /y N„ = 4.24 in.; = 2.34 in.; C W S„ = 0.48 in.; C fit* - 3.31 in.; C^N" = 4.51 in.. 

It is easily shown that such changes in the positions of these points will 
account for what are termed “ the secondary deflections,” arising from disturb¬ 
ance in the magnetism of the needle, according to the law that the horizontal 
needle will always assume the position of the projection on the horizontal 
plane of a needle freely suspended by its centre of gravity, that centre coinci¬ 
ding with the magnetic centre of the horizontal needle, and the iron attracting 
both poles of the inclined needle. 

In the paper to which I have referred it is stated, that when the needle is 
“ placed any where in the magnetic equator of the ball, whichever end of the 
needle has its magnetism deteriorated, that end will approach the ball ” 

According to my view of the subject, the centre of the spherical shell will, 
in this case, coincide with the equator of a freely suspended needle whose 
centre coincides with the centre of figure, and if the magnetism be equally 
distributed, of magnetism likewise of the horizontal needle; in which latter 
case the shell would produce no deviation in the freely suspended needle, and 
consequently none in the horizontal needle. But when either " branch is 
deteriorated,” I have shown that the magnetic centre of the needle will recede 
from the centre of figure along the “ undeteriorated branch,” and the centre 
of the imaginary suspended needle coinciding with this centre, the centre of 
the shell will now be in the hemisphere on that side of the equator of the sus¬ 
pended needle in which is the “ deteriorated branch.” This branch theff of 
the suspended needle, and consequently also, according to the law in question 
of the horizontal needle, will approach the shell. 

The explanation is equally simple in other positions of the needle. The 
effects are stated to be these: “ Generally, in other positions, one branch of the 
needle will be nearer to the centre of the ball than the other; then, if the near 
end have its magnetism deteriorated, the needle will approach its natural 
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meridian; but if the more distant end be deteriorated, the needle will be more 
deflected, or recede from the meridian.” 

It is evident that “ if the near end have its magnetism deteriorated,” the 
needle’s magnetic centre will recede from the shell, and its deviation will nearly 
correspond to that of another horizontal needle having its magnetism symme¬ 
trically distributed in the two branches, and its centre coinciding with the 
magnetic centre of the former; the deviation will therefore in this case be 
diminished, or in other words, “ the needle will approach its natural meridian.” 
And “ if the more distant end be deteriorated,” it is clear that the magnetic 
centre will approach the shell, and consequently “ the needle will be more 
deflected, or recede from the meridian.” 

This is, I consider, quite sufficient to show the general accordance of these 
experiments with the law to prove the fallacy of which they were brought 
forward ; and I shall in the subsequent part of this paper, show that this law 
not only indicates clearly the nature of the deviations which in such cases 
take place, but that calculations founded upon it, give close approximations 
to their numerical values. 

At the same time that I found the effects which have been described were 
invariably produced, on the positions of the poles and magnetic centre of the 
magnetized bars and needles by the disturbance of their magnetism, I likewise 
found that the intensities of both poles were greatly changed. With the three 
needles to which I have before referred, and which previous to the disturbance 
of their magnetism made ten vibrations in about thirty-four seconds, and after 
it, ten vibrations in about fifty-three seconds ; the intensity of the pole in the 
branch on which the disturbing magnet had been applied, bad decreased in 
about the ratio of five to two, and in the other of seven to four. But these 
effects I shall more particularly describe when I detail the observations by 
which I ascertained them. 

With regard to the difference in the extent of the deviations of a needle six 
inches in length, and of one about a third of that length, when successively 
placed in the same position with respect to the shell, I found that at the 
distance 16.8 inches from the shell, this difference amounted in some instances 
to more than 2° 30'; the deviation being in the one case 13° 38', and in the other 
11° 04': also that there was a sensible, though small difference in the deviations 
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of the shorter of these needles, and of one only an inch in length; the latter 
deviation being in the above situation only 10° 51 1 . I likewise found that even 
at the distance of twenty-four inches from the shell, the deviations of the 
longer needle were still sensibly different from those of either of the others. 
In general, when the needles were near to north or south from the shell’s centre, 
the deviations of the longer needle exceeded those of the shorter; and the 
reverse took place when the needles were near to east or west from that centre. 
This is of course a very general description of the effects on the different 
needles, the precise nature of those effects will be best understood by consult¬ 
ing the tables containing the details of the observations. From this general 
description, however, we may draw a practical inference of some consequence; 
viz., that if the deviations that would take place in a needle from the influence 
of large and distant masses of iron, be counteracted by that of a small mass 
placed near to the needle, so that it retains its direction in the magnetic me¬ 
ridian in a certain position of the lines joining these masses and the centre of 
the needle with respect to that meridian; then the needle and these masses 
preserving their relative positions, if the whole revolve, the deviations caused 
by the large and distant mass will in some positions preponderate over those 
due to the smaller, and in some the contrary effect will be produced. It is 
therefore of importance that the counteracting mass of iron should be at such 
a distance from the needle that the difference of its effects upon a long needle 
and upon a very short one would be scarcely appreciable. 

Having given a general view of some of the results which I obtained, I shall 
now deduce, according to the law which I have proposed, equations for the 
deviations of a horizontal needle due to the action of an iron sphere or shell, 
applicable to the different circumstances of the experiments which I shall 
afterwards detail. 

Take the centre of the horizontal needle as the origin of three rectangular 
co-ordinates x, y, % to the centre of the sphere; % being in the direction of 
the terrestrial force, or the axis of a freely suspended needle concentric with 
the horizontal needle; y, in that of the magnetic meridian on the plane of the 
equator of this dipping needle; and x, in that of the intersection of this equator 
with the horizon: x being measured towards east, y towards north, and z 
downwards in the direction of the south pole of the dipping needle. Let the 
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distance of each pole of this dipping needle from its centre be e, or its length 
2 e ; m the terrestrial magnetic force acting upon each pole in the direction 
of the dip, and f the force of the sphere upon either pole at the unity of 
distance, supposing die whole mass collected in the centre. Hie square of 
the distance of the sphere’s centre from the south pole of the dipping needle 
will be + e ) 9 ; and from its north pole x* + y % + (z + e)*. 

So that the forces urging these poles towards the centre of the sphere will be 

_ -L _ anc i _ f _ 

The deviation of the needle will take place in the plane passing through 
the centre of the sphere and the axis z ; and it is evident that it will be the 
same, if instead of the forces acting upon the north pole, we suppose forces 
equal to these, but in contrary directions, to act upon the south pole. If then 
we resolve these forces into others in the direction of the axis z, and perpen¬ 
dicular to it in the plane passing through 2 and the centre of the sphere, the 
south pole will be acted upon by a force in the direction z equal to 

2 m + /( g - e ) _ /(* + g ) ; 

+ y* + (z _ [r* + / + {z + ef } T 

and by a force in the direction perpendicular to it equal to 


/(**+/) 




{•** +y* + (z + *)*} 


Let R be the distance of the sphere’s centre from that of the needle, and 7 

the angle which this distance makes with the axis *. If we substitute R* for 

1 

#* -f- y* + R cos 7 for z, and R sin 7 for (a? + y*) , in these expressions, 
and expand those which result, neglecting the terms containing powers of e 
higher than the third, 

2 m [2.(cos®y— 1) + ^*{3 — 5cos*y(6 — 7 cos* 7 )} J 


will represent the force in the direction % ; and 

sinycosy *^2.3 — ^ (3.5 — 5.7 cos*y)^> 
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thcforce perpendicular to s, in the plane passing through the axis % and the 
centre of the sphere. 

If then ^ is the angle of deviation of the needle from the mm g, 4 will also 
he the angle which the resultant of these forces makes with that axis; we 
shall therefore have 


Tan 4* = 


sin y cos y { 2 . S—i (3.5-i.7cos a y)} 

+ 2(3 cos s y — 1) + ^ {3 — 5cos*y(6 — 7cos s y)} 


( 1 ) 


If e is extremely small, we may neglect the terms containing and the 
equation then becomes 

*W- ,»** rC 7- (2) 


or 


Tan ^=2mg 
f e 


— + 8 cos 2 y — 1 

f e 

3 sin 2 y 


4- 3 cos 2 y + I 


(3) 


These equations give the position which an extremely short freely suspended 
needle would assume by the combined action of the iron sphere, and of terres¬ 
trial magnetism ; and according to the law which I consider obtains, the pro¬ 
jection of this inclined needle upon the horizontal plane will give the position 
which the horizontal needle will assume in consequence of the same action*. 

The rectangular co-ordinates x, y , % determine the position of the iron 
sphere; but if &> be the angle which the projection of the radius vector R upon 
the plane x y makes with the axis y, its position will be determined by the 
polar co-ordinates R, y, a. Let the angle which the axis % makes with the 
vertical, or the complement of the dip, be represented by j?, and the angle which 
the projection of the freely suspended needle upon the horizontal plane makes 


* This principle, that the deviations of the horizontal needle may be referred to those of the in¬ 
clined needle, 1 had pointed out a considerable time previous to my showing, in a paper in the Camb. 
Phil. Trans, for 1820, that it is consistent with experimental results. It was adopted in the first 
edition of Mr. Bablow’s “ Essay on Magnetic Attactions,” and likewise in the theoretical investiga¬ 
tions in the second edition of that work. M. Poisson, in his “ Memoire sur la Theorie du Magne- 
tisme,” published in 1824, employs the same principle. 



OP MAGNETIZED NEEDLES TOWARDS IRON. 


335 


with the projection of the axis z upon the same plane or the magnetic meridian, 
and which, according to the principle adopted, is the deviation of the horizontal 
needle, be represented by (p : then the intersection of the axis z, of the vertical, 
and of the line of the inclined needle with the surface of a sphere described 
about the centre of the needle, will be the angular points of a spherical triangle, 
of which two sides are y, their included angle cr— a, and <p the angle opposite 
to -v£. We shall therefore have 

sin a . cot <p = sin y cot -f- cos a cos y ; 
from which and the equation (3), we obtain 

sin y -T 2 y + 3 cos 2 y -f l\ 

Cot <P =- 3 sin 2 y sin m -~ + «• « cot “• ( 4 ) 

If we determine the position of the iron sphere by polar co-ordinates relative 
to the vertical and the plane of the horizon, calling the angle which the radius 
R makes with the vertical v, and the angle which its projection on the plane 
of the horizon makes with the magnetic meridian, or the azimuth of the iron 
sphere, 0 ; then v, y, y will be the sides of a spherical triangle of which the 
angles opposite to v and y are r — a and 0. We have therefore 
cos y = cos 0 . sin y . sin v + cos y . cos v, 
sin at . sin y = sin 0 . sin v, 
cot 0 sin u = cot y sin y -f cos &> cos y. 

From these, putting the equation (4) in the form 

tm R* \ 

sin tj . I — 11 

q t *_ J e 1 . cotysmi) -f cos cocos ij 

^ S sin y cosy sin® ‘ sin« * ■ 


we obtain 


Cot <p = 


mU* 

ft _ 

3 sin $ sin v (cos 0 sin v -f cot y cos v) 


+ COt 0. 


(5) 


If, as is most convenient for experiment, the position of the iron sphere be 
determined by its vertical distance below the horizontal plane on which the 
needle is, mid its horizontal distance from the centre of the needle, let r be the 
projection of R on the horizontal plane, and h the distance of the sphere’s 
centre below that plane: then since, sin v = and cos v =■ 
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Cot <p — 


(tt-O-** 

3 r sin $ (r cos & -f h cot ij) c<> ^ 


(6) 


This when A = 0, or the centre of the sphere is in the same horizontal plane 


as that of the needle, becomes 


Cot 0 =--h cot 0 (7) 

3 sm 2 9 1 , 

from which the values of j- will be determined in different magnetic latitudes 
J e 

from the observed values of independent of the dip. 

We may, in a similar manner, deduce an equation for the deviations of a 
needle in which the magnetism has been disturbed by applying to one of its 
poles the corresponding pole of a magnet; and thence determine the deviations 
of a needle having its magnetism symmetrically distributed in its two branches 
from the observed deviations of a needle in which such distribution has been 
disturbed. I have already stated that under these circumstances the intensities 
of both poles were changed, and it will be seen by the experiments detailed in 
a subsequent part of this paper, that their distances from the new magnetic 
centre were not the same, the more energetic pole being the nearer; and I will 
assume that the same is the case with the needle freely suspended from a point 
which, as before, is its centre of gravity and of magnetism. Let the quantities 
which before were indicated by m, j\ e be indicated by e' for the north 

or upper pole of the suspended needle, and by rn t ,f t , e, for its south or lower 
pole. We will also suppose that the south pole, or that which is usually 
marked, is that to which the corresponding pole of a magnet has been applied, 
or that “ the deteriorated branch” is the northern; and that R, is the distance 
of the sphere’s centre from the magnetic centre of this needle, y j the angle which 
R, makes with the axis % passing through this centre, and ^ the angle which 
the freely suspended needle makes with the same axis, or its deviation due to 
the action of the iron sphere. The equation corresponding to (2) will now 
become 

„ . _ *in ttfRiC/V “/*/) + Scosy,(/' 

iatl = WF+ZZTW + cosy,{R,(/Y + 3 c osy,(/'<■" +/»,■)]-(/'«■+/»,■) 


Now 


m 

7 


m i _ in 

J~ 7 


; and it will be seen by the experiments that the values 
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of the products of the intensity of each pole by its distance from the magnetic 
centre are so nearly the same, that, as an approximation, we may assume them 
equal; and supposing the same distribution in the inclined neeedle, we have 


e i f *1* 


Consequently, Tan ip, = 


3siny f cosy f 


2e mR* - , 

tTrjr Yl ~ 


( 8 ) 


If then is the azimuth of the iron sphere’s centre from the magnetic centre 
of the deteriorated horizontal needle; <p t the deviation of this needle from the 
magnetic meridian; and r ; the projection of R, upon the horizontal plane; we 
have, putting p for jyp’ 

_ l] . R» 

Cot ft = r- » V, - r—m + cot ft (9) 

1 3r,sinfy{r ( cos^+^eotij) 1 w 

Let k be the distance of the magnetic centre of the deteriorated needle from 
its centre of figure, which distance, as will be seen from the experiments, is to 
be measured towards the south when the northern branch of the needle is that 
“deteriorated;” then 

rf = r 2 + k 2 + 2 r A cos (6 - p) ; R® = R 3 + k 9 + 2r A cos (& - <p ); 
r ; sin^rsinfl-f Asinfy; r,cos 6 l = rcos 6 + k cos <p r 
Substituting these values in the equation (9), and limiting the approximation 
to the first power of y, we have, 




where Q = sin0. (rcostf -f- A cot n), and S = rsin h cot n sin p f 

_ jk R 3 R® R® 

Putting for • y-Q its value from the equation (6), cot p—cot 8 +we 

obtain 


Cot f~ 


cot?,+(f>-l).£cot t- +[ P . Jcot I - jSL}. . 


Cot f: 






3rQ 


00 ), 


the latter being rather more convenient for computation. 

From this equation the values of f, or the deviations of a needle having its 

MDCCCXXVUI. 2 x 
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magnetism similarly distributed in its two branches, may be computed from 
the observed values of <p p or the observed deviations of a needle having its 
magnetism dissimilarly distributed. 

The equation (10) admits of considerable simplification when the centre of 
the shell is in the same horizontal plane as that of the needle. In this case 
h = 0; r becomes R; Q = R sin 9 cos S = R sin (0 -j- <P ); and consequently. 


Cot <p= 


cot r— . - l . .. .. £ 2 cos (&—&)- 

3 sm 0cos 8 Ls sin 0 cos 9 ( 


sin QH-(p,) ) 
sin tf.cos 6 j 


sin (#■—&. 
sm*4 


* L C smtfcos^ j RJ 


ai + 


8cos a 0 — 

S sin $ cos 0 


or since 


2cos(0 -?,) - = 2 cot 2 8.sin{8 - fl ). 


3cos20-fl 2 (cos 29-f 3) . . . k 

^ co 3sm20 3 sin* 2 5 ,sm ( ^‘*KT 3 cos 2 <3 -fl . x 

€ot?=-^——--r-T^f+ 8sing8 (11) 


-^1+^3 cos(8—$,)4-2cot 2 8. sin (8—ft)|. 


If p and p t have both been determined from observation, the value of p may 
be determined from this equation. 


cot ft • 


3 cos 2 0 + 1 __ 2 (cos 20 + 3) 
3 sin 2 0 


3 sin 2 2 0 


\ ^ 

-*>-v 


^ COtf_? ^in¥r|- [ 1 + ^ s cos (8—fi) + 2 cot 2 8. sin («“?>,)( 


( 12 ) 


The equations (10), (11), (12) have been obtained on the supposition that the 
disturbing magnet has been applied to the northern branch of the needle, or 
that the northern branch is “ deteriorated,” in which case the magnetic centre 
will be found between the centre of figure and the southern extremity; but if 
the disturbing magnet is applied to the southern branch, or it is this branch 
which is “ deteriorated,” the magnetic centre will be found between the centre 
of figure and the northern extremity; and therefore in applying these equations 
to the latter case, k must be considered negative. 

Having deduced equations by which the deviations of a horizontal needle, 
due to the action of an iron sphere or shell, may be computed, both when the 
distribution of magnetism is similar, and when it is dissimilar in the two 
branches of the needle, I shall now proceed to the detail of experiments, mid 
to their comparison with these theoretical results. ! 

I have already stated that circumstances led me to suspect the accuracy of 
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the observations from which the conclusion had been drawn, that m mass of soft 
iron will cause the same deviation in a magnetized needle of six inches, and in 
one of an inch and a half in length ; or in other words, that, within these limits, 
the deviations are independent of the needles length; and the first observations 
which I made, not only confirmed my suspicions, but placed the matter beyond 
doubt. The apparatus which I made use of is nearly the same as that which 
I employed for the experiments by which I first showed, that the deviations of 
a horizontal needle due to the action of a mass of iron are in conformity with 
the law in question. In those experiments I employed a shell 12.78 inches in 
diameter: the diameter of that used in the experiments I am about to describe 
is 17-7 inches. I was indebted for the use of this shell to Sir William Con¬ 
greve, who allowed me to select it from a few of that diameter in the Reposi¬ 
tory at Woolwich. This shell can be lowered or raised by means of pulleys, 
and passes through a circular hole in a horizontal table. On this table I had 
described two circles concentric with the shell, when its centre was in the 
plane of the table, one 9.5 inches radius, the other 28 inches ; and these circles 
I had divided very carefully to thirds of a degree: so that, a very fine wire 
being stretched from a division in the one to the corresponding division in the 
other, the compass can be adjusted with considerable accuracy to any azimuth 
from the shell’s centre, by means of indexes outside tbe box, corresponding to 
0 and 180 on the divided ring. This ring is divided to 20 7 ; and as I had made 
the needles to fit it very accurately, and had terminated them by very sharp 
points, I consider that I could read the deviations pretty accurately to 2* by 
means of a lens; and as in all cases, the readings at both ends of the needle 
were registered and a mean taken, the errors of centering were avoided, and 
the whole amount of error diminished. When the shell had been lowered so 
that its vertical distance above or below the plane of the table was that at 
which the observations were to be made, I very carefully adjusted it, by means 
of plummets suspended from very fine wires crossing over it, so that the ver¬ 
tical through its centre passed through the centre of the concentric graduated 
circles on the horizontal table. 

To determine the influence which the length of a needle has on its devia¬ 
tions, I made use of three different needles, which I had marked A, D, P. A 
is 6.01 inches in length, bounded by circular ares, its greatest breadth being 
0.52 inch; D is 1.87 inch in length, its breadth 0.22 inch; P is 1.03 inch in 

2x2 
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length, and 0.19 inch in breadth; the forms of D and P being nearly similar tp 
that of A. The weight of A is 77*5 grains; of D 7*0 grains; and of P 7.75 grains. 
To the needles D and P were attached slips of mica, of the same length m A, 
having fine lines drawn on them, and with which the axes of the needles were 
made to coincide; so that I could observe the corresponding deviations of the 
three needles by placing them successively on the pivot of the same compass- 
box, which therefore remained in the same position for each, after it had been 
so adjusted that the centre of the shell had the required azimuth with respect 
to that of the needle. With these needles, observations were made in three 
different positions of the shell; viz. when its centre was ten inches above the 
horizontal plane passing through the needle’s centre; when its centre coin¬ 
cided with; and when ten inches below that plane. When the shell was above 
or below that plane, the horizontal distance of the needle’s centre from the 
vertical passing through that of the shell was 13.5 inches; so that placing the 
needle in different azimuths on the horizontal table, had the same effect as 
making the shell describe a parallel to the horizon in a sphere 16.8 inches 
radius described about the needle. When the centre of the shell was in the 
horizontal plane passing through the needle’s centre, the distance between these 
centres was 16.8 inches. In all these cases the deviations of the three needles 
were observed at every 20 ° of azimuth round the circle. These distances were 
adopted as they are those selected in the experiments described in the paper, 
“ On the secondary deflections produced in a magnetized needle by an iron 
shell, &c.” in the Transactions of last year; and I had consequently computed 
the values of the angles y, &>, in the equations (3), (4), according to such adjust¬ 
ments. Whatever errors might be made in the adjustment of the compass,— 
and I have no hesitation in saying that these were always of small amount,—the 
relative deviations of the three needles for each azimuth were independent of 
these errors, since the compass-box remained in the same position for the cor¬ 
responding observations with each needle. 

The following Tables contain the deviations of the north end of the needle, 
deduced from the readings at both ends, in three different sets of experi¬ 
ments ; in each of which all the adjustments of the height of the shell, its 
centering, the azimuth and distance of the compass, were made afresh. The 
mean of the deviations corresponding to each azimuth of the shell to the west 
is taken, and likewise of those corresponding to each azimuth to the east; 
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and again the mean of these mean deviations in opposite directions for each 
azimuth. In these, + indicates that the deviation of the north end of the 
needle is of the same name as the azimuth of the shell, or that it is towards 
the shell; and —, that it is of a contrary name, or from the shell. 


The centre of die Shell 10 inches below the horizontal plane passing through the Needle’s centre, 
and its distance from that centre 16.8 inches. 


S ft* The Azimuth of the Shell’s centre from that of the Needle being 6 ^ ^ 

llli_ Wcst - ! East - IBS 


+ 10 39 50 

20 23 50 
28 02 10 
32 35 30 

32 19 40 

28 06 50 
22 10 00 
13 30 20 

9 52 20 
19 01 00 
26 30 20 
31 40 20 

33 02 20 

29 37 30 

21 46 00 
11 01 20 


i 

§%! 


The Azimuth of the Shell’s 

West. 

centre from that of the Needle being 
| East. 



Deviations of the North 

end. 

[ Means. 

Deviations of 

'the North 

end. 

Means. 
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28 
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28 

06 
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28 

05 

27 
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27 
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27 

58 

20 

80 

32 

23 

32 

27 

32 

29 

32 

26 

20 

32 

47 

32 

41 

32 

46 

32 

44 

40 

100 

32 

00 

32 

08 

32 

08 

32 

05 

20 

32 

40 

32 

35 

32 

27 

32 

34 

00 
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27 

50 

28 

09 

27 

58 

27 

59 

00 

28 

18 

28 

18 

28 

08 

28 

14 

40 

140 

22 

02 

22 

11 

21 

56 

22 

03 

00 

22 

19 

22 

21 

22 

11 

22 

17 

00 

160 

13 

34 

13 

46 

13 

21 

13 

33 

40 

13 

32 

13 

31 

13 

18 

13 

27 

00 


9 50 10 00 


9 64 9 47 


40 19 01 19 10 19 02 19 04 20 19 05 18 56 18 52 18 57 40 

60 26 32 26 36 26 34 26 34 00 26 31 26 27 26 22 26 26 40 

80 31 31 31 36 31 35 31 34 00 31 49 31 46 31 45 31 46 40 

100 32 51 32 57 32 52 32 53 20 33 16 33 12 33 06 33 11 20 

120 29 29 29 44 29 31 29 34 40 29 42 29 44 29 35 29 40 20 

140 21 36 21 49 21 36 21 40 20 21 51 21 51 21 53 21 51 40 

160 10 58 11 10 10 59 11 02 20 11 07 10 58 10 56 11 00 20 
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The centre of the Shell in the horizontal plane passing through the Needle’s centre, and its 
distance from that centre 16.8 inches. 
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The centre of the Shell 10 inches above the horizontal plane passing through the Needle’s centre, 
and its distance from that centre 16.8 inches. 

Needle of which 
the deviation was 
observed. 

Azimuth of the 
Shell’s centre 
from North. 


The Azimuth of the Shell’s 

West 

centr 

e from that of the Needle being 

sfj s j 

Ihl2 

Ujh 

Deviations of the North end. 

Means. 

Deviations of the North end. 

Means. 
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I did not consider it necessary to make corresponding observations to these 
at an increased distance between the centres of the shell and needle at every 
20° of azimuth; I however made the following observations in those posi¬ 
tions where the differences in the deviations of the needles are the greatest, 
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when that distance was increased to twenty-four inches. Hie results show 
that at this distance the differences, though small, are still appreciable. 


If 

si 

p 

is 

-3 

1 

A 

ii 

4g 

¥ 
53 & 

The centre c 

14.29 inches below the 
horizontal plane passing 
through the centre of the 
Needle. 

f the Shell 24 inches from i 

14.29 inches above the 
horizontal plane passing 
through the centre of the 
Needle. 

bat of the Needle, and 

In the horizontal plane passing 
through the centre of the Needle. 

Azii 

West. 

nuth 

East. 

Mean 

Deviation. 

Azii 

West. 

nuth 

East. 

Mean 

Deviation. 

Azimuth of 
Shell’s 

Azii 

West. 

nuth 

East 

Mean 

Deviation. 

Deviation. 

Deviation. 

Deviation. 

Deviation. 

North 

Deviation. 

Deviation. 

A. 


10 45W 
8 10 

2 55 

10 50E 
8 13 

2 42 

+ 10 47§ 
8 ll| 
2 48| 

2 47E 
8 22 

11 07 

2 39W 
8 04 

11 02 

- 1 43 

8 13 
11 04| 

40 

140 

3 48W 
3 57E 

3 55E 

4 00W 

+ 3 51| 
-3 58| 

D. 

20 

60 

120 

10 29 

8 10 

2 40 

1 

10 52 

8 18 

2 25 

10 40i 
8 14 

2 32| 

2 34 

8 29 

10 59 

2 22 

7 57 

10 46 

2 28 

8 13 
10 52§ 

40 

140 

3 33W 
3 44E 

1 

3 57E 

3 40W 

+ 3 45 
-3 42 

P. 

20 

60 

120 

10 10 

7 52 

2 38 

11 09 

8 35 

2 27 

10 39j 
8 13 1 
2 32| 

2 38 

8 49 

11 18 

2 15 

7 41 

10 27 

2 26| 
8 15 
10 52| 

40 

140 

3 09W 
3 04E 

4 18E 

3 21W 

+ 3 

-3 42| 


The differences in the deviations of the three needles in the foregoing 
tables may perhaps partly be attributed to the difference of their masses; and 
this probably produced some slight effect, especially at the nearer distance. 
This effect, arising from the shell becoming magnetic by the influence of the 
needle itself, would be in all cases to make the nearer end of the needle deviate 
towards the shell; and consequently in the position where the difference in 
the deviations of the long and short needles was observed to be greatest, it 
would be contrary to that observed, and must therefore have diminished the 
difference according to the extent to which the cause operated. These obser¬ 
vations therefore show beyond doubt, that the length of a needle has a very 
sensible influence on the extent of its deviations. Although I did not consider 
that the difference in the masses of the needles had much effect in diminishing 
the difference of their deviations in some cases, or in increasing it in others, 
yet in order to decide what part of the difference was due to mass, and what 
to length, it was my intention, could I have found leisure, to have, made 
observations corresponding to the foregoing with the needles A and P, and 
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two others six inches in length, one extremely light and the other much heavier 
than A. 

In order to compare the theoretical results which we have obtained, that is the 
equations (3) and (6), with the observed deviations of the three needles, I take 
a mean of the deviations with the shell below the horizontal plane of the needle, 
and with it above, when the azimuth of its centre from south in the second 
case was the same as its azimuth from north in the first, as the values of <p corre¬ 
sponding to the different azimuths with the shell’s centre below the horizontal 
plane of the needle: and likewise with the shell’s centre in the horizontal 
plane of the needle, I take a mean of the deviations in the corresponding 
azimuths from north and south as the values of © in this case. From the 
values of h f r, j ]*, 0 are derived those of y and <y, and thence, from the values 
of <p, may be computed the corresponding values of 4 or the deviations of a 
freely suspended needle; and the value of the constant —y~ will be determined 


from the equation. 


Tan 4 =; 


or we have 


+ 3 cos 2 y -f 1 




from the equation (6), without the previous computation of y, at, 4- The 
values of y and a corresponding to the different adjustments of the shell, the 
values of 4 and of the constant computed from the means of the observed 

values of <p, with the different needles, are contained in the following Table. 



* I take n = £0°, the most recent observation giving the dip at this place 70° 00'. 
mdcccxxviii. 2 v 
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The centre of the Shell in the same horizontal plane as that of the Needle 
or k == 0, and R = 16.68 inches. 



8 = 

20 00 00 

40 00 00 

60 00 00 

80 00 01 



7- 

71 15 10 

74 48 40 

80 09 12 

86 35 42 

Mean 


te = 

21 10 22 

41 45 48 

61 31 08 

80 35 31 

values 


fA = 

7 22 10 

11 55 55 

10 43 45 

4 05 30 

of 

Deviations with< 

1 

D = 

\lz 

6 16 35 
6 12 25 
10 07 10 

10 28 50 
10 24 25 
7 56 38 

10 21 10 
10 18 55 
4 39 57 

4 29 15 
4 31 05 
1 26 12 

2m R 3 

fe 

Values of $ with^ 

ip= 

8 05 06 
7 57 51 

6 43 38 
6 40 04 

4 28 55 
4 27 49 

, 1 34 40 
| 1 35 19 


Values of 2 ” 1 ®’ withJ 

fA = 

11 . 612 * 

12.460 

14.212 

16.163 

13.612 

1 D = 

14.235 

14.450 

14.722 

1 14.893 

14.575 

S' I 

Lp = 

14.433 

14.565 

14.775 

1 14.804 

14.644 


2 Tfl 

From these values of — j~ > with the different needles, it is evident that if the 

mean value with the needle A were substituted in the equation (6), the computed 
values of <p would not differ greatly from the observed values; but that with 
the needles D and P, the approximation would be so close, that the differences 
would clearly be within the limits of errors of observation. There can therefore 
be no doubt that the law which I proposed will give an extremely close approxi¬ 
mation to experimental results, when the length of the needle does not bear 
too sensible a proportion to its distance from the centre of the attracting mass 
of iron; and that even if this ratio is not less than 1 to 3, the theoretical and 
experimental results will not differ greatly from each other. 

I will now, for the purpose of comparison, deduce from these experiments 
the values of the constant depending upon the law, that “ the tangent of the 
deviation is proportional to the rectangle of the cosine of the longitude, and 
the sine of the double latitude.” If X is the latitude of the needle’s centre from 
a great circle of the shell perpendicular to the dip; and l its longitude measured 
from the intersection of this circle with the horizontal plane through the shell’s 
centre; l the dip of the needle; and M a constant,—then the law is 

__ sin 2 X cos l 

Tan * = 1 Mco S r : 


in which equation X, l; & are the complements of y, w, n in the foregoing equa^ 
tions. 

The values of M determined by means of this equation from the mean of the 
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observed values of <p in the different azimuths, with the three needles, are con¬ 
tained in the Tables below. 


The vertical distance of the centre of the Shell from that of the Needle or 


h = 10 inches, r = 18.5 inches, and R = 16.8 inches. 


0= 

20° 

40° 

60° 

80° 

100° 

120° 

140° 

160° 

f As±: 

21.137 

18.916 

15.980 

13.211 

11.273 

9.721 

7.934 

6.236 

Values of M with< B= 

22.877 

20.431 

17.074 

13.694 

10.966 

9.105 

8.047 

7*566 

LP= 

22.970 

20.514 

17.152 

13.^28 

10.945 

9.089 

8.044 

7.662 


The centre of the Shell in the same horizontal plane as 
that of the Needle or h = 0, and R = 16.8 inches. 


0= 

20° 

40° 

60° 

80° 

f A = 

14.910 

13.981 

13.712 

14.344 

Values of M with< D= 

17.533! 

15.971 

14.222 

13.074 

lP = 

17.731 

16.086 

14.275 

12.986 


Here it appears that the values of M derived from these experiments, instead 
of being constant or nearly so, as they ought to be, vary from 6 to 21 with 
the long needle, and with the short ones from 8 to 23. The results are most 
consistent when the centres of the shell and needle are in the same horizontal 
plane; and within certain limits of the values of l, l being likewise con¬ 
stant throughout a set of observations, results that should not differ so 
very widely as the foregoing might be obtained: it is somewhat singular 
that the truth of the law should have been considered to be established ex¬ 
perimentally from observations made in precisely these relative positions of 
the shell and needle*. When the centre of the shell and needle are in the 
same horizontal plane, the values of M deduced from the observations with 
the long needle A, agree much more nearly with each other than those deduced 
from the observations with either of the shorter needles DorP; and when 
they are not in the same plane, the disagreement in the values of M is nearly 
the same with each of the needles: we may therefore infer, that the proximity 
of the needle to the shell is not the cause of this disagreement, and that the 
same would be found to be the case if the values of M were deduced from 
deviations of the needle observed at greater distances from the shell’s centre. 


Mr. Barlow's Magnetic Attractions, 2nd ed. pp, 34, 37, 38. 
2 Y 2 
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We most therefore conclude, that although the law that u the tangent of the 
deviation is proportional to the rectangle of the cosine of the longitude and the 
sine of the double latitude” has been derived from experiment, and considered 
as giving close approximations to experimental results*; yet as it is quite clear 
that no law giving such inconsistent results as appear here^ can be considered 
as even approximately true, it must be wholly rejected. 

On the principle which I have assumed, I have already given the general 
explanation of the phenomena observed with needles having their magnetism 
unequally distributed; I shall now describe the experiments which I made 
with such needles, with the view of comparing them with the equations that I 
should derive from this principle, according to the distribution of magnetism 
which I found to take place under different circumstances of disturbance, which 
equations, (10) and (11), have been already given. In the beginning of this 
paper I have described the needles made use of in these experiments, and the 
manner of magnetizing them. These needles are distinguished by the letters 
A, B, C; A being that made use of in the experiments already described, and 
B and C of precisely the same form and weight as A. 

In order to determine nearly the situations of the magnetic centre, and of the 
points towards which the forces are directed near the ends, in these needles, 
which points may be considered as their poles nearly, I successively placed 
them on a wooden rectangular scale, so that their axes coincided with a line 
drawn through the middle parallel to its sides. This scale, which is graduated 

* Mr. Barlow's Magnetic Attractions, 2nd ed. pp. 38, 39. 

f If we take a mean of the deviations with the undeteriorated needle in the observations given m 
the Transactions of last year, p. 285, in the corresponding azimuths with the shell above and below 
the table, the values of M will be these: 

0 =s 20° 40° 60° 80° 100° 120° 140° 160° 

M = 17.65 14.51 12.38 10.81 10.22 8.51 6.61 

The observation corresponding to 0 = 20°, which would have given by much the greatest value of M, 
does not appear to have been made. These values are not quite so discordant as those resulting 
from ray observations, but are equally conclusive against the law from which they are derived. The 
means of the deviations when the shell was in the same horizontal plane as the needle, give the fol¬ 
lowing values of M, 

0 =20° 40° 60° 80° 

M = 14.40 13.33 12.91 12.83, 

which are rather more discordant than the corresponding values from my observations. 
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across t© tenths of an inch, and can be made to revolve about a vertical axis, 
being placed horizontally so that the axis of the needle was at right angles to 
the meridian, a rectangular stand, carrying the small needle P level with the 
other, was passed along and in contact, with the northern side of the scale, 
until the axis of P pointed accurately in the meridian. This occurred in two 
positions; in the one, the force of the needle under trial concurring with the 
terrestrial directive force; and in the other, being in direct opposition to it. The 
distances, from the centre of the needle, of the points to which the centre of 
P was in these cases opposite were noted; and the same was done when P was 
passed to the south of the rectangular scale: the mean of the respective distances 
gave the distances, from the centre, of the points towards which the forces are 
directed, or nearly those of the poles. The position of the magnetic centre was 
determined similarly, by placing the rectangular scale, carrying the needle 
under trial, so that the axis of this needle was in the magnetic meridian with 
the marked end towards north, and passing P along the eastern side until its 
axis was in the meridian with its marked end south, and then along the western 
side. In all cases the distance between the axis of the needle and the dentre 
of P was 1.5 inch. 

The positions of these points in each needle, so ascertained after it had 
been carefully magnetized by double touch, as I have before described, and 
the times of the needle’s vibration, were as follow. 


Needle. 

Distances from the Needle’s centre. 

Time of making 
10 vibrations. 

Of the south or 
marked pole. 

Of the magnetic 
centre or zero. 

Of the north or 
unmarked pole. 


inches. 

inches 

inches. 

sec. 

A. 

2.43 

0.00 

2.42 

34.1 

B. 

2.39 

0.04 U. 

2.42 

32.75 

C. 

2.35 

0.07 U. 

2.47 

32.7 


After making these observations, the magnetism of the needle A was undis¬ 
turbed ; that of B was disturbed by drawing the unmarked end of a 12-inch bar 
magnet from the centre to the unmarked end of the needle twice, a thin board 
being interposed; that is, the needle B had its “ southern branch deterio¬ 
rated and the needle C had its “ northern branch deteriorated,” by similarly 
dmwing the marked end of the magnet twice from the centre to the marked 
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end. The situations of the poles and magnetic centre were ascertained, as 
before, immediately after making the first set of observations, shortly to be 
described, on the deviations of these needles, when the shell wm above the 
table on which they were placed ; likewise previously to commencing the second 
set, when the shell was below the table; and also after the observations with 
the shell’s centre in the plane of the table were concluded. The time in which 
each needle made ten vibrations was likewise observed. The following are the 
results. 



Distances from the Needle’s centre. 




Needle. 

Of the south or 

Of the magnetic 

Of the north or 

Time of making 
10 vibrations. 

Date. 

Hour. 


marked pole. 

centre or zero. 

umnarked pole. 




Inches 

Inches 

inches. 

sec 




fl.41 

1.06 U. 

2.80 

51.8 

28 Nov. 

6 P.M. 

c. 

1.43 

1.06 

2.80 

50.1 

3 Dec. 

1 P.M. 


11.49 

1.04 

2.80 

50.65 

5 Dec. 

3 P.M. 

Means 

1.44 

1.05 

2.80 

50.85 




f2.40 

0.05 U. 

2,44 

35.1 

28 Nov. 

6 P.M. 

4 

1 2.41 

0.03 

2.43 

34.35 

3 Dec. 

1 P.M. 

12.42 

i 0.025 

2.43 

35.3 

5 Dec. 

8 P.M. 

Means 

2.41 

0.035 

2.433 

34.92 




f2.74 

0.71 M. 

2.23 

52.85 

28 Nov. 

6 P.M. 

B. 

< 2.73 

0.70 

2.26 

51.4 

3 Dec. 

1 P.M. 


12.72 

0.62 

2.33 

51.8 

5 Dec. 

11 A.M. 

Means 

2.73 

0.677 

2.273 

52.02 




In these the'letter M placed after the distance of zero from the needle’s 
centre, indicates that the distance was measured towards the marked end of 
the needle; and the letter U, that it was measured towards the unmarked end. 
The distances of the poles and magnetic centres, as determined on different 
days, show that only a small change took place in the situations of these points 
in the needles during the time of making the observations on their deviations*. 

To determine the intensity of the free magnetism on each side of the centres 

* With the view of ascertaining vrhat degree of permanency this disturbed state of the magnetism 
in a needle may have, I made observations similar to these, at considerable intervals of time, with the 
two 9-inch bar magnets which I have already mentioned. The bars had been carefully and strongly 
magnetized by double touch on the 5 th of November, when the positions of the poles and magnetic 
centres appeared to be as in the first observations to each magnet, on that day, in the following Table. 
The magnetism of the bars was then disturbed by passing the unmarked end of a 12-ineh magnet from 
the centre of I, to its unmarked end, and the marked end of the same magnet from the centre to the 
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of force, and likewise the position of the points in these needles where the 
intensities of contrary names were equal, I adopted the method of Coulomb. 
For this purpose a small needle 0.72 inch in length, 0.15 inch in breadth, of 
a form somewhat similar to A, B, or C, and weighing 1.25 grain, which for 
distinction I name I, was suspended by a single fibre of the silk-worm within 
a glass cylinder attached to a high rectangular support of wood, in which is 

marked end of II: after this, the second observations on the 5th of November were made. In the 
interval between these observations and the subsequent ones, care was taken that these bars were 
quite out of the reach of accidental disturbance in their magnetism. 


■ 


Distances from the Bar’s centre. 


L 

Magnet. 

Of the south or 
marked pole. 

Of the magnetic 
centre or zero. 

Of the north or 
unmarked pole. 

Date of observation. 

1 

"Magnetism 
undisturbed 
Magnetism 
disturbed at 
unmarked 
end. 

inches. 

} 3.75 

*) 4.06 

i 4.10 
f 4.12 

J 4.12 

inches. 

0.48 U. 

3.49 M. 

1.31 

1.32 

1.32 

inches. 

3.80 

2.7 3 

2.84 

2.86 

2.86 

5 Nov. 1827 

5 Nov. 

12 Dec. 

23 April, 1828 

14 May 




"Magnetism 
undisturbed 
Magnetism 
| disturbed 
at marked 

L end. 

J 

3.73 

2.64 
. 2.67 
f 2.75 

2.82 

0.01 

1.52 

1.47 

1.45 

1.37 

3.76 

4.05 

4.07 

4.05 

4.05 

5 Nov. 1827 

5 Nov. 

12 Dec. 

23 April, 1828 
j 14 May 


It appears that some, though an inconsiderable change took place in the distribution of the mag¬ 
netism of the bar I, from the 5th of November to the 12th of December, but that it has remained 
almost precisely in the same state from the 12th of December to the 14th of May; and it will pro¬ 
bably continue in this state so long as it meets with no extraneous disturbance. In the latter interval 
the observations indicate some change in the magnetism at the marked end of II; but even here it is 
not to a great extent. In neither of these bars are there any indications of other poles than those 
whose situations I observed. I am not aware of any experiments having been made to ascertain 
whether in magnetized steel bars the action of the magnetic particles upon each other has a tendency 
to restore a symmetrical arrangement of their magnetism when such arrangement has been disturbed; 
but the results I have obtained show that if such tendency exist for a short time after this disturbance, 
it soon, at least in some cases, either ceases to exist, or is so feeble as not to overcome, or to overcome 
very slowly, the coercive force of the steeL In the bars which I employed, this coercive force could 
not be great, if it depend upon hardness, since they are softer than requisite for working with a file. 
We ought, however, to be in possession of more extended observations before we draw any general 
conclusions from such facts as I have stated. 
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an opening from top to bottom parallel to its sides, Of the same sizeas the 
stems of two damping screws fixed to lie rectaugularscale, before mentioned^ 
to which the needle under trial was attached. This rectangular support Was 
rendered vertical by means of foot-screws, and a level attached to it; so that 
when the scale was applied to it, the axis of the needle to be examined was 
likewise vertical; and the instrument was adjusted so that the axis of this needle 
and the centre of the needle I, were in the magnetic meridian. In the same 
horizontal plane as the centre of I, was an index, which marked on the scale 
the point of the needle on it horizontally opposite to that centre. As the steids 
of the clamping screws fitted the opening in the support, the scale and the 
axis of the large needle could be moved vertically, so that any required point 
of this needle should be opposite to the centre of I: when the scale had been 
so adjusted, it was clamped to the support. The needle I was then vibrated 
45° from 0, and the time of making 100 vibrations being carefully noted, the 
force accelerating I was known. The terrestrial force accelerating I having 
been determined previously to applying the larger needle, the intensity of the 
force by which this needle accelerated 1, and consequently nearly the inten- 


tii 

111 

From the Needle’s centre of figure towards its marked end. 

Distance of the point op- ) 
posite to the needle I) 

2.99 in. 

2.80 in. 

2.60 in. 

2.40 in. 

230 in. 

2.00 in. 

130 in. 

1.60in. 

1.40 in. 

130 in. 

1.00 in. 

PI 

111 

ir 

Time in which the nee-1 
die I made 100 vib“*.) 

70.4' 

67.8* 

653* 

63.8* 

6135* 

603* 

59.7* 

583* 

58.1* 

57.9* 

57.7’ 

Intensity of force acce- J 
Jerating I .. 

+2.9933 

+33273 

+3.4579 

+3.6447 

+3.8656 

+4.0800 

+4.1624 

+43763 

+43948 

+4.4253 

+4.4560 

Intensity of magnetism 7 
in C.1 

+1.9933 

+23273 

+2.4579 

+2.6447 

+2.8656 

+3.0800 

+3.1624 

+33763 

+33948 

+3.4253 

+3.4560 

»j z 

Distance of the point op- 7 
posite to the needle I) 

2.99 in. 

2.80 in. 

2.60 in. 

2.42 b. 

230b. 

2.00 b. 

1.80 in. 





eta J 

ijlj 

Time in which the nee- 7 
die I made 100 vib°\ J 

4335* 

40.8* 

393' 

3935* 

3935* 

39.45* 

40.1* 





fifl 

If 

Intensity of force acce- 7 
leratmg I ..J 

+7.8785 

+8.8535 

+93040 

+93666 

+93666 

+9.4699 

+9.1653 





Intensity of magnetism j 

+6.8785 

+7.8535 

+83040 

+83666 

+83666 

+8.4699 

+8.1653 





il 

posite to foe needled } j 

2.99 in. 

2.80 in. 

2.72 in. 

2.60 m. 

230 b. 

2.40 b, 




0.70 in. 

0.625 b. 

1 

Time in which the nee- 7 j 
die I made 100 vib B \ j 

55.3* 

533* 

53,4* " 

533* 

533* 

533* 




1123* 

121.4’ 

Intensity of force acce-7 
leratbg L.. j 

+4.8590 

+5.1338 

+53110 

+53503 

+53503 

+5.1916 




+1.1804 

+1.0083 

Intensity of magnetism 7 
in B.._?.. C 

+3.8590 

+4.1338 

+43110 

+43503 

+4.2503 

+4.19161 




+0,1804 

+03083 

.. ""'"J 








* - i 
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sity of the magnetism in its different points, became known. The needle I was 
rendered extremely hard, and was strongly magnetized, in order that its mag¬ 
netism should not be disturbed by that of the large needle. The distance 
between the centre of I and the axis of the large needle was in all cases 1.63 
inch, so that in some positions the vibrations of I, with its own inertia alone 
to overcome, would have been too rapid for observation; and to obviate this, 
it had attached to it, in all the observations, a thin disc of mica. The needle I 
was vibrated to the north of the large needle, whose marked or south pole was 
always downwards. The time of vibration of I, corresponding to each point of 
the large needle was determined by two trials, and as these never differed by 
more than a fifth of a second, the time may be considered to have been deter¬ 
mined at least within this limit. The following Table shows the times of 
vibration of I, when not affected by the needles A, B, C, and when points at 
different distances from the centres of these needles were horizontally opposite 
to the centre of I; also the intensity of the magnetism in these points, deduced 
from those times of vibration; -f indicating south polarity, or that predomi¬ 
nating in the marked end of the needle, and — indicating north polarity. 




From the Needle’s centre of figure towards its unmarked end. 

* 

Vibra¬ 
ting by 
the ter¬ 
restrial 
force 
alone. 

0.80 in. 

0.60 in. 

0.00 in 

1.035 m. 

1.10 in. 

1.12 in. 


2.00 in. 

250m. 

2.40 in. 

2.60 in. 

2.80 in. 

259 in. 

57.7* 

58.75* 


107.7* 

120.4* 

126.0* 


73.1* 

65.9* 

61.8* 

59.7* 

59.8’ 

61.6* 

121.8* 

+4,4560 

+45981 


+15790 

+10234 

+0.9345 


-2.7763 

-3,4160 

-3.8843 

-4.1624 

-4.1485 

-35096 

1.0000 

4-3.4560 

+3.2981 


+05790 

+0.0234 

-0.0655 


-3.7763 

-4.4160 

-4.8843 

-5.1624 

-5.1485 

-45096 




0,00 m. 

0.025 in. 

0.05 in. 

0.075 m. 

1.80 m. 

2.00 in. 

250 in. 

2.43 in. 

2.60 in. 

2,80 in. 

2.99 in. 




108.6* 

115,6* 

120.1s 

1295 s 

475* 

465* 

455* 

45.6* 

45.8* 

48.1* 

505* 

121.4* 



+15496 

+1.1029 

+1.0218 

+0.8829 

■ 

-65874 

-6.9048 

-6.9954 

-7.0877 

-7.0260 

—65701 

—5.8483 

1.0008 



+05496 

t 

i 

+0.0218 

1 

-0.1171 

-75874 

-75048 

-7.9954 

-8.0877 

—8.0260 

-75701 

-6.8483 


0.615 in. 

0.60 in. 




2.00 in. 

2.10 in. 

250 in. 

2.33 in. 

2.40 in. 

2.60 in. 

2.80 in. 

i 

2.99 in. 


122.8s 

126.8« 




845 s 

8355* 

8355* 

8350* 

83,85* 

855* 

89.0* 

94.1* 

121.9* 

+041854 

+0.9242 




-2.0960 

-2.1287 

-2.1441 

-2.1313 

;-2.1135 

-2.0327 

-1.8760 

-1.6781 

1.0000 

-0.0146 

-0.0758 




-3.0960 

-3.1287 

-3.1441 

-3.1313 

-3.1135 

-3.0327 

-2.8760 

j—2.6781 



2 z 


MDCCCXXVIII. 






354 


MR. CHRISTIE ON TOE MIS OF THE INITIATION 


From these results it appears, that the points previously determined as the 
centres of force are not, in the needles C and B, precisely those m which the in¬ 
tensities are the greatest, but that the situations of the magnetic centres deter¬ 
mined by the two methods very nearly agree; the distance of this centre from 
that of figure being, for the needle C, 1.105 inch towards the unmarked 
end, and for the needle B, 0.6214 towards its marked end. As might have 
been anticipated, the intensities of the poles were changed, as well as their 
situations, by the disturbance of the magnetism in either branch; and this 
not only in the branch to which the disturbing magnet had teen applied, but 
also in the other. In the branch to which the magnet had been applied, the 
intensity was reduced in about the ratio of 83 to 31 in the needle B, and of 
83 to 35 in the needle C; and in the other branch, in the ratio of 83 to 43 in B, 
and of 83 to 52 in C. In both eases the least intense pole was much more 
diffused than the other; the intensity in the branch to which the magnet had 
been applied changing but little over a space of nearly two inches. It appears 
likewise, that at the points previously determined as the centres of force in 
the two branches of each needle, the intensity multiplied by the distance from 
the magnetic centre is nearly the same on each side of that centre; these 
products on the contrary sides being 8.9 and 9.2 with the needle B, and with 
C, 8.7 and 8.8. 

The observations on the deviations of the three needles, A, B, C, with their 
magnetism thus distributed, produced by the 18-inch shell, are contained 
in the following Table: they were made in precisely the same manner as those 
already described, with the needles A, D, P; the deviation of one needle 
having been observed for any azimuth, it was removed from the pivot and 
replaced by another, and this again by the third without moving the pivot 
after it had teen adjusted to the required position: the vertical and horizontal 
distances of the shell were likewise the same as in the farmer case. 



The centre of the Shell 16.8 inches from the Needle’s centre, and 


5N I© inches below the hori- InthehoriMntal la] 


10 inches above the hori¬ 
zontal plane passing through 
that centre. 


Azimuth of the Azimuth of the 

qk„u>= idemtienswithi K u 0 »» c 


Shell’s centre. 
West I East. 


the Shell West 
and with the 


Shell’s centre. 
West, | East. 


the Shell West 
and with the 


El East. Deviation*. Deviation*. 1 Shell East 1 Deviations, j Deviations. 


Azimuth of the 
Shell’s centre. 
West, j East, 


Means of the 
deviations with 
the Shell West 
and with the 
Shell East. 



0 

20 

9 1»W 

8 67E 

+ 9 05 00 5 38W 

5 20E 

-f- 5 29 00 

7 06E 

§ 42W 

- § 54 00 


40 

17 07 

17 02 

17 04 30] 9 03 

8 54 

8 58 30 

14 33 

13 57 

14 15 00 


60 

23 57 

23 3? 

23 47 00 9 14 

8 33 

8 53 30 

24 26 

24 05 

24 15 30 

1 

s 

80 

27 48 

28 04 

27 56 00 4 58 

4 27 

4 42 30 

35 36 

35 20 

35 28 00 

100 

29 34 

29 50 

29 42 60 2 41E 

3 05W 

- 2 53 0038 28 

38 33 

38 30 30 

XI 

120 

29 30 

39 26 

29 28 O0|12 22 

12 47 

12 34 3032 56 

33 07 

33 01 30 


140 

27 27 

27 08 

1 27 17 30 14 45 

16 15 

15 00 00 

23 17 

23 51 

23 34 00 


160 

21 21 

1*1 19 

21 20 001 8 54 

9 22 

9 08 00 

11 46 

[12 23 
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46 *6 30 m 18 
60 28 24 28 09 

80 (32 22 32 47 

100 31 54 32 32 

120 >27 54 28 10 
140 21 48 21 50 

160 13 18 13 10 


10 43 00 7 18W 7 05E -f 7 11 3012 53 

20 24 0011 38 11 36 11 37 0021 18 

28 16 3010 30 10 04 10 17 00!27 39 

32 34 30 3 43 3 28 3 35 30}32 12 

32 13 00 4 28E 4 44W - 4 26 00;32 28 

28 02 0011 20 11 35 11 27 3028 09 

21 49 0012 20 12 38 12 29 @0 20 10 

13 14 00 7 30 r 48 7 39 QQ 10 18 


12 37 30 
21 02 00 

27 34 30 
32 04 30 
32 30 30 

28 05 30 
20 20 30 
10 29 30 



20 

11 40 

11 82 

11 36 06 7 53W 

7 50 E 

■f 7 51 30 17 58 

17 1* 

17 35 00 


40 

22 06 

22 03 

22 04 3012 30 

12 35 

12 32 30 24 53 

c24 24 

24 38 30 

I 

60 

30 50 

30 37 

30 43 3010 83 

10 12 

10 22 30 28 37 

28 25 

28 31 00 

80 

34 52 

35 32 

35 12 00 2 42 

2 31 

2 36 30 30 30 

30 12 

30 21 00 


100 

[33 06 

33 56 

33 31 00 4 58E 

5 04W 

- 5 01 0029 45 

29 23 

29 34 00 

i*® 

120 

[26 24 

26 52 

26 38 0010 20 

10 23 

10 21 3025 24 

25 15 

25 19 30 

} 

140 

>19 00 

19 08 

19 04 0011 00 

11 10 

11 05 0018 26 

18 34 

! 18 30 00 

i 

160 

jlO 40 

10 36 

10 38 0Oj 6 46 

6 64 

6 50 00 9 22 

| 9 41 

| 9 31 30 


The deviations of A in this Table, are the values of p in the equations (10) 
and (II): the deviations of C and B are the corresponding values erf <£, the 
value of k being plus in the first case, and minus in the second. To compare 
these equations with the observations, it is necessary that the value of p should 
be known as well as that of k. This may be determined from the equations 
by means of the observed values of p /3 and p in the above table; but the 
computations from the equation (10) would be so laborious, that I must 
acknowledge I have not, for this reason, entered upon them. I have however 
computed the values of p from the equation (12), when the centre of the shell 
was in the same horizontal plane as that of the needle, although these computa- 
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tions are sufficiently tedious: and from the mean of the vahies thus determined, 
I have likewise computed the values of <p, or the deviations of A, both fmm 
the observations with € and from those with B, by means of the equation {11), 
taking k ft* 1.105 in the one case, and k = —0.6214 in the other, as de¬ 
termined from the times of vibration of the Needle I. 


The following Table contains the results thus obtained. 


The centre of the Shell in the same horizontal plane as that of the Needle* 

TJ o 

jl? 

Mil 

li 

The deviations of A deduced from those of C. 


g 

1 . 

o 

S 

*1 

v% 

i|s? 

Uh 

Ilf! 

fls 

Values of P, com¬ 
puted from the equa¬ 
tion (11), malting 
p =1.0782. 

H! 

ill 

111 

Observed values 
otp. 

L 

r 

|l|. 

8 fls 

S ** w n 

•SI 8-4 

iff, 

Ilf; 

nr 

it? @ 

ilf 

£sg 

o 

20 

5 29 

7 lij 

1.1256 

8 57 

-Hi 

7 51 i 

7 Hi 

1.0289 

7 20 

+ 08* 

40 

8 58§ 

11 37 

1.1180 

11 15 

—22 

12 32| 

11 37 

1.0314 

11 51 

+ 14 

60 

8 53§ 

10 17 

1.0654 

10 25 

+ 08 

10 22| 

10 17 

1.0433 

10 24 

+ 07 

80 

4 4 2\ 

3 35| 

1.0617 

3 39 

+ 031 

2 36| 

3 35| 

1.1617 

3 14 

-21| 

100 

2 53 

4 36 

1.2045 

4 03 

-33 

5 01 

4 36 

1.0781 

4 29 

-07 

120 

12 34| 

11 271 

1.0116 

12 13 

+ 451 

10 21£ 

11 211 

1.0489 

11 30 

+ 02| 

140 

15 00 

12 29 

1.0095 

13 12 

+ 43 

11 05 

12 29 

1.0306 

12 44 

+ 15 

160 

9 08 

7 39 

1.0294 

7 55 

+ 16 

6 50 

7 39 

1.0176 

7 52 

+ 13 

Mean value of p 

1.0782 


Mean value ofp 

1.0551 



The deviations of A computed from those of B, agree with the observed 
deviations of A quite as nearly as we can expect; but those computed from 
the deviations of C do not approximate so closely to the observations. The 
difference in the values of <p and principally arises from the value of k, and 
any error in determining this will have a corresponding effect in the values of 
<p determined from those of <p y . From the results here, the value of k for the 
needle B appears to have been determined with considerable accuracy; and I 
am not aware of any circumstances in the observations that should have 
rendered it less so for the needle C. It is however to he observed, that the 
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magnetic centre will not beprecisely the same for all distances at which the 
needle may act, and that the position of this point will vary the more, 
the greater is its distance from the centre of hgure of the needle. If for the 
needle C we increase the value of k by one-tenth, that is making it 1,2155 
instead of 1 . 105 , all but one of the computed values of <p will agree more 
closely with the observed values, and this one will still be extremely near to 
the corresponding observed value. This will be seen by the following Table 
computed as the preceding, excepting that, in taking the mean of the values 
of I omit that corresponding to Q = 100°, and which I have done because 
a very small error of adjustment, whether arising from the compass not being 
placed exactly in the required position, or from the centre of the shell not 
occupying accurately the centre of the circle to which the compass was 
adjusted, would here have a most sensible effect upon the deviations; and 
such appears to have been the case, from the difference in the observed values 
of p, when $ was 80 °, and when 9 was 100 °, 


The centre of the Shell in die same horizontal plane as that of the Needle. 


Azimuth of the 
Shell’s centre from 
north, or values 
of 0. 

The deviations of A deduced from those of C. 

Observed 
values of fy 

Observed 
values of f. 

Values of p, 
computed from 
the equation 
(12), making 
k —1.2155. 

Values of 
computed from 
the equation 
(11), making 
p - 1.069 

Difference 
between the 
observed and 
computed 
values of <p. 

a 

20 
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1.1037 

7 oi 
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40 
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1.0996 

11 20 
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60 

8 53$ 
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80 
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1.1031 
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HU 

IN 

© 

1 

100 

2 53 

4 36 

(1.1807) 

4 05 « 
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1£0 

12 34$ 

11 27$ 

14224 

11 59 

+ 32 

140 

15 00 

12 29 

1.0354 

12 49 

+ 20 

160 

9 08 

7 39 

1.0617 

7 41 

+ 02 

Mean value of p 

1.0690 



Considering that the equation (6), from which (11) is derived, does not 






35 & MR. CHRISTIE ON THE LAWS OF THE. DEVIATION 

afford a close approximation at this distance of the shell when the length of 
the needle is six inches, as appears from the observations with the needles 4, 
D, P ; and that in deducing this equation, the approximation was limited to 
the first power of -g-, I scarcely anticipated so close an agreement between the 
observed deviations of the undeteriorated needle A, and the deviations of such 
a needle computed from the observed deviations of the deteriorated needles 
B and C: this agreement has therefore fully confirmed the views which I 
originally took of this subject, as stated in a note to my paper in the Trans¬ 
actions of last year. There can be no doubt that the equation (11) affords 
the proper correction by which to obtain the values of p from those of p t , when 
the centre of the shell is in the same horizontal plane as that of the needle; 
and the equation (10) will give the same correction when its centre is not in 
that plane. I have given the observations requisite for comparison; but this 
comparison I must leave to others who may be interested in the inquiry, and 
have more leisure for these tedious computations than the duties of my 
situation have allowed me. 

Instead then of these “ secondary deflections,” as they have been termed, 
due to the deterioration of the needles, being inconsistent with the hypothesis 
“ which attributes the deflection of a magnetized needle to the general central 
attraction of the iron on an imaginary needle passing through the pivot (centre) 
in the line of the dip,” as is assumed in the paper giving an account of expe¬ 
riments with deteriorated needles, I have shown I think clearly, not only 
that they are consistent with it, but that this hypothesis affords the proper 
corrections to observations with such imperfect instruments; and therefore 
additional weight is given to the arguments which might have been previously 
adduced in support of this hypothesis. Should there be any still disposed to 
think that the hypothesis of induced magnetism will give closer approximations 
to the observed deviations than I have derived from that of a central action of 
the iron, the determinations which I have given of the distribution of the 
magnetism in these needles, will enable them to compute the deviations on 
that hypothesis, and to exhibit the resulting approximations. 

I have, however, no intention of controverting the hypothesis of induced 
magnetism. That hypothesis undoubtedly affords satisfactory explanations of 
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many magnetical phsenomena; but there is one experiment, and that a very 
decisive one, which appears quite inconsistent with it; and until that experi¬ 
ment can be clearly explained on the hypothesis, that iron acts by induced 
magnetism alone, I think some reservation is necessary in our assent to that 
hypothesis. According to it, the lower part of a bar of steel or iron is a south 
pole, and the upper a north polf; and when the ends of the bar are reversed, 
the poles are immediately so likewise. We might admit such change of the 
poles in the case of soft steel or iron, but by no means in that of hard steel. 
The following experiment of Mr. Barlow’s requires the same admission in 
both cases: “ I procured a steel baPthree feet long, an inch broad, and half 
an inch thick, and had it rendered, according to the expression of the work¬ 
men, “ as hard as fire and water could make itand I must say that I was not 
at all surprised to find that it produced precisely the same effect as the softest 
iron, changing its poles with its position (to adopt the language of our author, 
Biot,) with equal facility*that is, I conceive, the deviations of a needle 
% corresponding to such change. As the rapid change in the poles, which is 
here necessary to suppose, on the hypothesis of induction from the earth, is 
quite at variance with the phsenomena observed on the approach of a magnet 
to a bar of hard steel, and its subsequent removal, it is necessary that the 
cause of this difference should be clearly shown, before we admit that iron or 
steel has no action upon a needle, but that which arises from the separation of 
its magnetism by the influence of the earth or of the needle. When a mass of 
iron is so far removed from a magnetized needle that the magnetism induced 
in it from the needle produces but little effect, I have shown that the devia¬ 
tions computed on the hypothesis of a central attraction, agree with those 
observed, even in cases which were supposed directly opposed to such an 
hypothesis; and therefore it is not necessary to suppose that the iron is 
polarized by the action of the earth. 

However, whether we admit the hypothesis of a central attraction inde¬ 
pendent of the action by induction when the iron is in the immediate 
neighbourhood of a magnet, or not, this hypothesis has the advantage of very 
readily connecting all the phsenomena observed in the deviations of a mag- 


Magnetic Attractions, p. 124, 1st edition: the experiment is omitted in the 2nd edition. 
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netized needle which are due to the action of iron; of indicating immediately 
the nature of the deviations, even under very complicated circumstances, as I 
have shown in the case of the deteriorated needles; and still further of afford¬ 
ing ready and close approximations to numerical results in all positions within 

certain limits of distance from the attracting body* 

* 

S. H. Christie. 

Royal Military Academy , 

2 2nd May , 1828. 



XVIII. Description of a sounding board in Attercliffe Church, invented bp the 
Rev. John Blackburn, Minister of After cliffe-cum-Damall, Sheffield. 


Read June 5, 1828. 

The material is pine wood. The surface is concave, and is generated by 
half a revolution of one branch of a parabola on its axis. 

The distance from the focus to the vertex = 2 feet. 

The length of the abscissa is . . . . = 4 feet. 

The length of the ordinate to the axis . = V 32 feet. 

= nearly 5.7 
= rad. of outer circle. 

The axis is inclined forwards to the plane of the floor at an angle of about 10 
or 15 degrees, and elevated so as that the speaker’s mouth may be in the focus. 

A small curvilinear section is taken away on each side from beneath, that 
the' view of the preacher from the north and south galleries may not be inter¬ 
cepted ; whence the outer semicircle is imperfect. 

This, however, gives an appearance that is not inelegant; and the outer edge 
being ornamented with crockets and leaves and with a finial at the highest 
point, and the concave surface being painted in imitation of a groined oak 
canopy, the effect of the whole is pleasing to the eye. 

A curtain is suspended from the lower edge of the canopy for about 18 inches 
on each side. 

1. By means of this erection the volume of sound is increased in a very 
considerable ratio (perhaps as 5:1), and is thrown powerfully, as well as 
distinctly, to the most distant parts of the church; so that whereas formerly 
the difficulty of hearing an intelligible sound was very great, now that difficulty 
is effectually removed, e. g. 

The preacher was scarcely audible even in the pews near the pulpit, and not 
at all in those more remote: he may now be heard in every part, and nowhere 
more distinctly than in the west gallery, or under it, on the ground-floor. 

3 A 
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2. It should seem that the voice 
is reflected in a direction parallel to 
the axis; for let A stand in the pulpit, 
and B stand first in the west gallery 
opposite to the pulpit, and then in the 
side galleries; though B is much nearer 
to A in the latter case than in the 
former, he can yet hear with decided 
advantage when opposite to A (i. e. at 
the greater distance from him). 

The side galleries appear to be be¬ 
nefited rather by the increased volume 
of sound, and by the secondary vi¬ 
brations excited in a lateral direction. 

3. It appears also that vibrations 
proceeding from a distant point and 
moving in the direction of the axis, 
are reflected from the parabolic sur¬ 
face towards the focus. For let A stand 
in the pulpit as before, and B in a di¬ 
stant point opposite to A, A can then 
converse with B in a whisper; whilst 
C, standing at an intermediate point, 
cannot at all distinguish the words 
spoken by B; he can however hear 
what is said by A. Also if B, at a di¬ 
stance, opposite to'the sounding board, 
speaks; whilst A places one ear in the 
focus of the parabola and one ear to¬ 
wards B, the effect produced is that 
of a voice close to the ear, and in a 
direction the reverse of that from which 
it really proceeds. 

4. The converse of this also appears 
true from the following experiment. 
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Let B remain in the situation last supposed, and let A place his face towards 
the parabolic surface, and his back towards B; let A now speak, having his 
mouth in the situation of the focus, and he will be heard as distinctly as when 
his face was turned towards B. 

5. If the mouth of the speaker is placed much within or without, above or 
below the focus, the effect is proportionably diminished. 

6. The distinctness of articulation preserved may perhaps in some measure 
be accounted for thus. Assuming that the sound issuing from the focus is re¬ 
flected in a direction parallel to the axis; assuming also that the velocity of 
sound is uniform; then the vibrations of the air proceeding from the focus and 
striking the parabolic surface, at whatever point, will arrive at the same 
moment of time at a plane perpendicular to the axis. For (according to the 
properties of the parabola) the sums of the distances (from the focus to the 
paraboloid, and from the paraboloid to the plane so situated) are always equal 
to each other: it must however be admitted, that the velocity of sound is too 
great to allow much dependence to be placed on this conclusion; but it is here 
proved beyond dispute, that a parabolic surface is capable of being successfully 
applied to the purpose of a sounding board ; whether other concave surfaces 
similarly situated would be equally successful, or other materials better adapted 
to answer the end than pine, it might be worth while by experiment to ascertain. 

7. Whilst the figure of the canopy remained perfect, the effect was most 
complete; perhaps it might be improved if constructed larger, or in other 
words, if continued further; or (should circumstances permit) if the parabola 
were to perform an entire revolution round its axis; but the distance from 
the focus to the vertex (which regulates the curve) must depend on the sup¬ 
posed situation of the speaker, which will vary according to the diameter of 
the pulpit. 

John Blackburn. 

Attercliffe Parsonage , near Sheffield\ 

May 23, 1828. 
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XIX. On the mutual action of sulphuric acid and alcohol, and on the nature 
of the process by which ether is formed , By Henry Hennell, Esq. Com¬ 
municated by William Thomas Brands, Esq. F.R.S. 

Read June 19, 1828. 

1. I WAS some time since engaged in an investigation of the nature of oil of 
wine and of the salts called sulphovinates : the results I obtained were consi¬ 
dered of sufficient importance to be honoured with a place in the Philosophical 
Transactions *. The oil of wine and sulphovinic acid are substances produced 
during the mutual action of sulphuric acid and alcohol in the well-known 
process adopted for the preparation of ether ; and an important point with me, 
during the above investigations and since that time, has been to develop the 
particular changes which take place when ether is formed from sulphuric acid 
and alcohol. I perceive by the Annales de Chimie for November last, that 
MM. Dumas and Boullay have been engaged on the same subject, and have 
experimented on and considered, not only the formation of ether, but also the 
nature of sulphovinates, and, as they supposed, though incorrectly, of oil of 
wine-)-. That our results with regard to sulphovinates and oil of wine differ, 
may be seen from the published accounts; and there is not less difference 
between their conclusions with regard to etherification, and the results I have 
obtained, which I have now to describe. 

2. When alcohol and sulphuric acid in equal weights are put together 
without the application of any heat beyond that generated during the mixture, 
the most abundant and important product is sulphovinic acid, above one half 
of the sulphuric acid being converted into that peculiar acid by union with 
hydro-carbon But when such a mixture containing so large a proportion 
* Phil. Trans. 1826. Part 3rd. 

j- The substance which these gentlemen operated upon appears, from their own account of its pre¬ 
paration, to have been the hydro-carbon separable from oil of wine by the action of alkalies, and not 
that peculiar substance which has hitherto been called oil of wine. 

^ The sulphuric acid loses half its saturating power by the union, and all the salts formed by the 
new acid are soluble. 
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of sulphovinic acid is distilled, the most important product is a new substance, 
namely ether, and the sulphovinic acid disappears. The questions which then 
arose were, whether the ether was formed altogether from the direct action of 
the remaining alcohol and sulphuric acid in the mixture, or whether the sul¬ 
phovinic acid might not also assist, or whether it might not be an essential 
state of the elements intermediate between the mixture of the acid and alcohol 
and the development of the perfectly formed ether. MM. Dumas and Boullay, 
who have considered the same questions, or at least some of them,—decide, that 
the portions of materials which form ether, are altogether independent of those 
which produce sulphovinic acid: but the following facts prove in my opinion 
the contrary of this conclusion. 

3. A portion of oil of vitriol was selected for some comparative experiments, 
and also some alcohol of specific gravity 0.820: five hundred grains of the 
oil of vitriol precipitated by acetate of lead, gave 1500 grains of sulphate of 
lead. 

4. Five hundred grains of the oil of vitriol were mixed with five hundred 
grains of the alcohol, and after forty-eight hours, diluted and precipitated by 
acetate of lead; only 616 grains of sulphate of lead were produced; so that 
very nearly three-fifths of the sulphuric acid had become sulphovinic acid by 
the effect of mixture, and little more than two-fifths remained to act as sul¬ 
phuric acid upon the remaining alcohol, full two-thirds of the quantity em¬ 
ployed. 

5. Another mixture of acid and alcohol in the same proportions, and made 
at the same time as the above, was then distilled until 117 grains had passed 
over, consisting of water, alcohol, and a portion of ether. The residue in the 
retort had not undergone any charring effect; and being diluted, was preci¬ 
pitated by the acetate of lead: the quantity of sulphate of lead obtained, 
amounted to 804 grains, indicating an increase in the quantity of sulphuric 
acid equivalent to 188 grains of sulphate of lead. 

6. A similar mixture of alcohol and sulphuric acid, made at the time and in 
the same proportions as the two former, was then distilled until two hundred 
grains had been received, the greater part of which was ether; the uncharred 
residual matter in the retort being then diluted, was precipitated by acetate of 
lead as before; 986 grains of sulphate of lead were obtained. This contained 
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nearly two-thirds of the sulphuric acid first added, and the increase by distil¬ 
lation had been much more than one-half of that which existed before the ap¬ 
plication of heat: so that during the distillation, and simultaneously with the 
formation of ether, a quantity of sulphovinic acid had been re-converted into 
sulphuric acid, and the latter appeared to increase in quantity in proportion 
to the increase of ether in the distilled products. 

7- A similar mixture of alcohol and acid, made at the same time and in the 
same proportions as the three former, was then distilled until two hundred 
grains had passed over. Two hundred grains of water were added to the 
contents of the retort; 160 grains were distilled off; a second addition of two 
hundred grains of water was made, and the distillation continued: a further 
addition of five hundred grains of water was made, and the operation continued 
until as much product had been separated as equalled the water added;—the 
object was to separate all the ether and alcohol possible, for the purpose of ascer¬ 
taining to what extent the conversion of sulphovinic acid into sulphuric could 
be carried. No smell of sulphurous acid was produced during the operation, 
nor did any charring of the contents of the retort occur; when precipitated by 
acetate of lead, 1480 grains of sulphate of lead were obtained. This is very 
little short of the 1500 given by the acid when unacted upon by alcohoj, and 
shows that nearly the whole of the sulphovinic acid had been changed back 
into the state of sulphuric acid; and is completely at variance with the opinion, 
that when sulphuric acid and alcohol act upon each other, hypo-sulphuric acid 
is formed. 

8. From these experiments it appeared probable that the ether was the pro¬ 
duct of the decomposition of the sulphovinic acid: but a mixture of equal 
weights of alcohol and sulphuric acid contains, besides the sulphovinic acid, a 
considerable quantity of unaltered acid and alcohol; for in such a mixture 
three-fifths (4) of the sulphuric acid would be converted into sulphovinic acid 
by combination with the hydro-carbon of less than one-third of the alcohol 
employed. I next proceeded to ascertain, whether, when no alcohol was pre¬ 
sent, ether would be produced. A quantity of the sulphovinate of potash was 
therefore prepared. The composition of this salt has been given in the paper in 
the Philosophical Transactions before referred to, and one hundred parts contain 
28.84 of potash. Five hundred grains were mixed with 150 grains of sulphuric 
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acid, being nearly the equivalent of the potash in the salt, and then heat applied. 
Hie experiment therefore may he considered as the distillation of sulphovinie 
acid mixed with sulphate of potash, which it may be presumed remained inert 
during the process, and also with the water of the add and of the salt The 
proportion of water, it is found, has an important influence; but in the present 
experiment about a drachm of fluid distilled over, and left a blackened and add 
salt in the retort, having the smell of sulphurous acid. A few grains of carbo¬ 
nate of potash being added to the distilled product, abstracted a Kttle water: 
the clear decanted liquor was then mixed with a little dry muriate of lime, 
and by agitation separated into two portions; the upper one being decanted, 
amounted to nearly half a drachm, and was found to be pure ether. This result 
proves that ether may be formed from a sulphovinate or sulphovinic acid when 
no alcohol is present. 

9. An experiment similar to the last in the nature and proportions of the 
substances used, was made, except that the sulphovinate was dissolved in its 
own weight of water previous to the addition of the sulphuric acid. The 
experiment is one therefore of the distillation of dilute sulphovinous acid, in 
place of that which is concentrated. The distilled product had no smell of 
ether 4 nor could any be discovered in it. About nine fluid drachms were ob¬ 
tained; to these, carbonate of potash was added, which separated the water, and 
left three drachms of a supernatant liquid, appearing by taste, smell and flame, 
to be alcohol: this was decanted, and poured upon muriate of lime ; no ether 
separated, but the whole formed one solution; being distilled from the muriate 
it was evidently‘alcohol; and being mixed with its weight of sulphuric acid, 
gave sulphuric ether or sulphovinic acid again. 

In this experiment there was no charring of the contents of the retort; and 
by precipitation by acetate of lead, the whole of the sulphuric acid was ob¬ 
tained ;—not only the portion added to decompose the salt, but the double por¬ 
tion evolved from the sulphovinic acid upon the separation and re-arrangement 
of the hydrocarbon. 

10. In the former paper it was shown that oil of wine when heated in water 
is resolved into hydrocarbon and sulphovinic acid : an experiment was there¬ 
fore made upon it. Two hundred grains of oil of wine were placed in a retort, 
a little water added, and heat applied: about a drachm was received/ which being 
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redistilled from carbonate of potash the product appeared to be principally al¬ 
cohol, but the presence of ether was very evident.—This experiment proves the 
formation of ether from sulphovinic acid when no sulphuric acid was present 
as such at the commencement of the distillation. 

With regard to the questions at the commencement of this paper, it appears 
to me from the frets detailed, that in the usual process for obtaining ether, the 
ether is not formed altogether from the direct action of the alcohol and sul¬ 
phuric acid considered independently of the sulphovinic acid present; for the 
quantity of free sulphuric acid is small compared to the quantity of alcohol 
present, two-fifths only of the acid remaining, while of the alcohol more than 
two-thirds remain; and further, sulphovinic acid alone is readily converted into 
ether and sulphuric acid, (see 8.) and during the distillation of ether in the 
ordinary way the sulphovinic acid is always re-converted more or less completely 
into sulphuric acid (4. 5. 6.) it probably therefore assists much in the process. 
With regard to the third question, the opinion may be supported that the for¬ 
mation of sulphovinic acid is a necessary and intermediate step to the produc¬ 
tion of ether from alcohol and sulphuric acid; and although I do not mean to 
assert this view, yet it deserves a few remarks. 

In no manner which has yet been devised can ether be formed from alcohol 
and sulphuric acid without the presence of sulphovinic acid. Whenever ether 
has been formed, sulphovinic acid has been present; whenever the sulphuric 
acid is diluted so far as not to form sulphovinic acid with alcohol, it also 
refuses to form ether with alcohol. Sulphovinic acid will produce ether without 
the assistance of alcohol. And although the ether produced when a mixture 
of equal weights of alcohol and sulphuric acid are distilled, appears to be in 
greater quantity than can arise from the decomposition of the sulphovinic acid 
existing in the mixture previous to the action of heat, it is not I think incon¬ 
sistent to suppose, that at the same time that one portion of sulphovinic acid 
is resolved into sulphuric acid and ether, another may be formed from alcohol 
and sulphuric acid; and that sulphovinic acid is formed in a mixture of sul¬ 
phuric acid and alcohol by heat, is proved by the following experiment. Five 
hundred grains of oil of vitriol were diluted by five hundred grains of water; 
when cold, to the dilute acid was added two thousand grains of alcohol, spe¬ 
cific gravity 0.820. The following day this mixture was examined for sul- 
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phovinie acid, but none had been formed: it was placed in a retort, and a 
quantity distilled off nearly equal to the weight of the alcohol employed: 
this had a specific gravity of 0.842. Carbonate of potash separated a con¬ 
siderable portion of water, the original alcohol would not even moisten that 
salt; the residue in the retort was examined, and now sulphovinic acid was 
found; the evidence of which was, carbonate of lead being dissolved in consi¬ 
derable quantity; here sulphovinic acid had been formed by heat, where it did 
not previously exist. This result appears also opposed to the opinion, that in 
the formation of ether the sulphuric acid acts simply by abstracting water from 
the alcohol; for the dilute acid here gave up a portion of its water during the 
distillation, and separated from the alcohol a portion of hydro-carbon. 

It has already been shown (9.) that the production of ether is materially 
influenced by the quantity of water present, and that the same sulphovinic 
acid will yield either ether or alcohol, as it is in a concentrated or dilute state. 
The hydro-carbon which, as was shown in the former paper, has the extraor¬ 
dinary power in oil of wine of neutralizing the whole of the acid properties of 
sulphuric acid, and in sulphovinic acid of neutralizing the half of them, being 
in the latter body in so peculiar a condition that it will unite either with that 
proportion of water necessary to form ether, or with the larger proportion 
requisite to form alcohol, according to circumstances. 

In the experiments (8.9.), in the production by distillation of ether or alcohol 
from sulphovinic acid more or less diluted, it appeared that sulphovinic acid 
might easily have its proximate elements separated and restored to their origi¬ 
nal state of sulphuric acid and alcohol. The following experiment was made 
with a view to illustrate this point. Five hundred grains of acid and five hun¬ 
dred grains of alcohol were mixed as before, and left for several days: by 
previous experiment it is known that more than half the sulphuric acid in this 
way becomes sulphovinic acid (4). By distillation and dilution at proper 
periods this would have given ether and alcohol, and nearly'the whole of the 
sulphuric acid (7.) : but instead of doing this, it was mixed with one thousand 
grains of water, and then distilled until 1400 grains had passed over. No 
charring or decomposition of the sulphuric acid took place; no ether was 
formed; but nearly the whole of the original alcohol and sulphuric acid were 
recovered. It may be a question whether the production of alcohol and ether 
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in those and similar experiments is altogether determined by the proportion 
of water present, or whether the difference of temperature consequent upon 
its variation may not have an effect. 

When ether and sulphuric acid are heated together, oil of wine and sulpho- 
vinic acid are amongst the products obtained; and as this sulphovinic acid is 
readily converted when diluted into alcohol and sulphuric acid, so it affords a 
method of converting ether into alcohol: thus ether may be formed from alco¬ 
hol, and alcohol from ether at pleasure, by throwing the hydro-carbon of these 
bodies into that peculiar state which it assumes when combined with sulphuric 
acid in sulphovinic acid. We may even proceed beyond this, and form either 
alcohol or ether, using olefiant gas as the hydro-carbon base: for I have shown 
in my last paper, that olefiant gas by combining with sulphuric acid, forms 
sulphovinic acid, and the acid so produced forms either ether or alcohol, ac¬ 
cording to circumstances which are under perfect command. 

It can hardly be necessary to refer to the extraordinary remark at the end 
of MM. Dumas and Boullay’s second paper, except to state that it is singu¬ 
larly at variance with the facts and opinions given throughout the former part 
of that and the preceding paper by the same authors. Those persons who read 
both papers, and also those of Mr. Faraday and myself, which were pub¬ 
lished long before the appearance of the former, will be able to decide without 
further comment from whom the particular views contained in those papers 
first emanated. 


Apothecaries" Hall. 


H. Hennell. 
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XX. Experiments and observations on electric conduction. By William Ritchie, 
A.M. F.R.S. Rector of Tain Academy . 

Read June 19, 1828. 

That some substances conduct or convey the electric fluid to a distance 
better than others, is a fact known to the earliest electricians; but on what 
power or property of the body this superiority depends, is a question on which 
different opinions still seem to prevail. We constantly hear the expressions 
“ electricity is attracted by metals ; the lightning is attracted by the metallic 
points of a conducting rod,” and other expressions of similar import,—all signi¬ 
fying that a powerful attraction does exist between metals and the electric 
fluid. Now the contrary is really the fact, those bodies being the best con¬ 
ductors which have the least attraction for the electric fluid. From the 
profound mathematical investigations of M. Poisson, and the luminous writings 
of M. Biot, it appears that these philosophers consider the metals merely as 
forming the passive interior of a vessel, of which the exterior surface is the 
ambient air; and that the electric fluid rushes along between the atmospheric 
boundary and the surface of the metal, where it finds an easy passage. We 
are therefore to consider the metals as quite passive in the conduction of the 
electric fluid, and that the prime mover is the repulsive energy existing between 
similar atoms of the compound electric fluid. When a metallic ball connected 
with the earth is placed near the prime conductor, the vitreous electricity sur¬ 
rounding the conductor repels the vitreous electricity of the ball, and forces it 
to glide along to a greater distance, whilst the ball will now be surrounded by 
a thin film of the resinous fluid. The vitreous electricity of the conductor 
thus finding an easier passage in the direction of the ball, and being in a high 
state of tension, will, like every other elastic fluid, glide along in the direction 
of the ball as if it had actually been attracted by that body. The reason why 
it does not strike off with equal facility to a vitreous body is, not because it is 
less attracted by that body, but simply because it is unable to decompose with 
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the same facility the natural electricity belonging to the glass, on account of 
the powerful attraction existing between the atoms of the glass and those of the 
electric fluid. If the glass be thin and a metallic conductor placed in its inte¬ 
rior, the vitreous electricity will act through the glass, decompose the fluid in 
the metallic conductor, and then actually strike through the glass in the di¬ 
rection of the metal where the resistance is least. 

Exp. I. On the ends of two thermometer tubes I blew two balls of extreme 
tenuity. I then introduced two pieces of brass wire into the tubes till the ends 
reached within a small distance of the interior surface of the balls. Having 
brought the other ends of the tubes together, I joined them at the feme of the 
blowpipe, so that I had now a metallic conductor completely surrounded with 
glass. This being placed on a stand, and one of the balls brought near the 
prime conductor, I found I could take sparks, for any length of time, from the 
other end, in the same manner as if the glass had not been interposed. When 
the bulbs were about the thickness of those of a common thermometer, I ob¬ 
served that if sparks were taken for any length of time from the same place, 
they afterwards chose the same tract. I naturally concluded that the glass 
had been pierced, though I could not determine it by the miked eye. I found, 
however, that if the tubes were again separated and the air partially expelled 
from one of the balls by heat, and the open end of the tube placed in a vessel 
containing mercury, the mercury rose in the tube, but after a short time it 
again sunk to its proper level; clearly showing that the bulb had been pierced, 
though the aperture was extremely minute. I now began to suspect that in 
every case in which glass seemed to have been freely permeated by the electric 
fluid, that the fluid had been either silently conducted through it, or that, if 
carefully examined, it would have been found to have forced out some of the 
atoms of the glass. I therefore repeated the experiment with glass as thin as 
it could be blown without bursting, and found that the electric fluid would in 
that case freely permeate it; and that by no known method could I detect 
the smallest aperture in the glass. 

Exp. II. Place an electric jar in a receiver, and partially exhaust the air; and 
the charge which can be given it will be very much diminished: exhaust the 
air still further, and it will be found impossible to communicate the slightest 
charge. In continuing to exhaust the air, the sparks between the ball con- 
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nected with the prime conductor and knob of the jar will become less and less 
till electric fluid begins to flow in a continuous stream. From this expe¬ 
riment it is obvious that the jar ceases to receive a charge when the pressure 
of the air becomes equal or less than the repulsive energy existing between 
the atoms of similar kinds of electricity. 

Exp. III. Place the Leyden phial in a receiver, to which is adapted a con¬ 
densing syringe; condense the air, and the phial will receive a higher charge 
than in air of the ordinary density. In charging the jar, the sparks will be 
larger, and strike off at greater intervals than in common air. 

It is quite obvious that in both of these experiments, the pressure of the air 
prevents the radiation of the electric fluid in the same manner as it acts in 
partially preventing the radiation of caloric from a heated body, or evaporation 
from the surface of water. 

Exp. IV. Raise the end of an iron rod to a white heat, plaee the other end 
in either conductor, and the vitreous or resinous electricity will flow off to a 
metallic ball in a continuous stream. When the iron assumes a red heat, the 
current will change into a rapid succession of small sparks, which will increase 
in size as the iron cools. If the heated iron be presented to either conductor, 
the same effects will take place. 

In this experiment the air surrounding the heated iron is highly rarified, 
and consequently exerts a diminished pressure on the electric fluid, which of 
course flows off by its own repulsion, exactly as it does in a receiver partially 
exhausted of air. The attraction of the iron for the electric fluid, when satu¬ 
rated with heat, will be diminished; and consequently the fluid will begin to 
flow off in a continuous stream, when the pressure of the air is greater than 
that of the air in a similar experiment in the exhausted receiver. When the 
iron has assumed a red heat, the surrounding air, not being so much rarified 
as in the case of a white heat, forces the electricity to accumulate in a small 
degree on the surface of the metal, and hence the commencement of the pas¬ 
sage of the silent current into small sparks, exactly as it does in air of a certain 
density. 

Exp. V. Raise the ends of two iron rods to a white heat, place them in the 
same line, with their heated ends at a considerable distance from each other ; 
connect the cold ends with the opposite sides of a charged jar, and the jar will 
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be discharged by explosion, when the heated ends are at a much greater 
distance than it can be when the rods are cold. The air between the ends of 
the rods being partially rarified, will of course afford an easier passage to the 
electric current than air of the ordinary density, and hence the discharge will 
take place when the ends of the rods are more remote. This is exactly what 
takes place when cold rods are placed in a tall receiver partially exhausted. 

Exp. VI. Place two metallic wires in the ends of a long pencil of flame formed 
by the blowpipe, connect them with the opposite sides of a charged jar, and 
the jar will be discharged by explosion along the flame. The spark will make 
its appearance at the point of the flame. The flame of a blowpipe is a hollow 
cone containing highly rarified air. The electric fluid will therefore glide 
along such a cone, exactly as it does along the interior of a hollow cone of 
glass partially exhausted of air. We are therefore not to regard flame as a con¬ 
ductor of electricity in the ordinary sense of the term; when the only part it 
performs in the conduction is merely that of forming a partial vacuum. 

This fact is sometimes illustrated in a magnificent manner during violent 
irruptions of volcanic mountains. The air in the crater is highly rarified: and 
during a thunder-storm, the lightning is observed to dart into the hollow 
cone as if it were attracted by the flame, or by the mass of melted lava at the 
bottom of the crater; whereas the true cause of the phenomenon is found in the 
ready passage which the partial vacuum affords to the electric fluid driven off 
by its own repulsion from the charged cloud. 

It is a well-known fact that imperfect conductors become tolerably good 
conductors when heated. Glass, for example, which is a very imperfect con¬ 
ductor when cold, conducts the electric fluid very readily when heated red hot. 
This is indeed what we might naturally expect from what we have assigned 
as the cause of conduction. Glass when cold has a powerful attraction for the 
electric fluid; it is therefore natural to expect that when charged with caloric, 
which is at least one of the ingredients of electricity, its attraction for that 
fluid would become less, and consequently afford a freer passage for the current 
along its surface. If the body be naturally a pretty good conductor of elec¬ 
tricity, the ratio of its conducting power will not be so much increased by 
heat as in the case of a less perfect conductor. This at least was found by 
Marian ini to be the case with fluid conductors; and from some experiments 
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which! have lately performed, I am ted to believe that it will be found to be 
the'ease ! with every kind of conductor. Sir H. Davy In some of his experiments 
m the conducting powers of metals, was led to conclude that the Conducting 
powers of metals are diminished by heat, at least for voltaic electricity. It 
is perhaps true, that if a slender wire be heated in the middle by a spirit-lamp, 
the same quantity of the electric fluid will not And its way to the other 
end of the wire, as happens when the whole is cold. But unless the quantity 
of the electric fluid which escapes by the rarified portion of air surrounding 
the heated part be ascertained, no conclusion can be drawn with regard to the 
increase or diminution of the conducting powers of the wire. 

In my experiments on the conducting powers of hot and cold iron, I very 
soon relinquished the use of wires for that of rods about half an inch in dia- 


Exp. VII. Let an iron rod be converted into the 
annexed form, in which C, B are brass balls, and 

A drawn to a fine point. Let a glass tube be 'jT 

drawn out at a lamp to form a slender needle about “e ' 

six inches long, which is to be suspended by the middle by a fine thread of 
glass. Place two slender pieces of glass at each end of the horizontal needle, 
to prevent it having much motion. Twist the thread a little till the needle 
rest against the opposite supports. Place its pith bail D between B, €. Heat 
about a foot of A B in the middle, place the rod on an insulating support, 
with A near the prime conductor, and bring it rapidly to its former position. 
Turn the index till the attraction of B just overcomes that of C, continue to 
turn the machine, and the attraction of B will diminish so that the ball D will 
move off to C as the iron cools. From this experiment, it would seem that 
iron when heated is a better conductor of the electric fluid than when cold. 
The following experiment, which I have repeated at least ten times with uni¬ 
formly the same results, will place this fact beyond the possibility of doubt. 

Exp. VIII. Bring two brass balls connected with the earth near the balls 
B, C, (the part E being heated red hot,) till the electric fluid strike off almost 
equally to both; allow E to cool, and the electricity will cease striking off 
foam B, and the whole will flow off in rapid sparks from C. The experiment 
may be rendered still more striking, by making the whole electricity at first 
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flow from B: as the iron cools, sparks will begin to appear between C and its 
ball, and in a short time the current will cease entirely from B, and the whole 
will now strike off from €. 

As the ball B was at a considerable distance from E, its temperature re¬ 
mained uniform: we are therefore led to the conclusion that the electric fluid 
finds an easier passage along hot than cold iron; or, to use the ordinary 
language of the science, iron when red hot is a better conductor of electricity 
than when cold. .. 

Whether the cause of this be found in the diminished attraction which hot 
iron has for the electric fluid, in the diminished pressure of the ambient air, or 
in both causes combined, is a question which has not yet been solved; but 
whatever be the cause, the fact is certain, though at complete variance with 
our preconceived notions on the subject, and even with the results of former 
experiments. 

Exp. IX. Suspend a magnetic needle by the glass thread as in Exp. VII. 
Place a rod of iron heated white hot opposite either end of the needle, apply 
either pole of a horseshoe magnet to the other end of the iron, and the devia¬ 
tion of the needle both by attraction and repulsion will be found to be greatest 
when the rod reaches a red heat, and will continue to diminish as the rod 
cools. From this experiment it is obvious that iron at a red heat conducts 
the magnetic influence better than when cold. Though this experiment bears 
some resemblance to those of Mr. Barlow, yet, as far as I know, the feet has 
not been previously observed; and it affords us another striking analogy 
between the electric and magnetic influences. 





XXI. On magnetic influence in the solar rays. By Samuel Hunter 
Christie, Esq. M.A. F.R.S. &c. 

Read June 19, 1828. 

The facts which I communicated in my former paper on this subject appeared 
so inexplicable on any known principle, that I am induced to present my 
subsequent observations to the Society, although I have not succeeded in 
ascertaining the causes of the singular effects which I have observed. From 
the experiments described in that paper, it appeared that a magnetized needle, 
when vibrated exposed to the sun’s rays, will come to rest sooner than 
when screened from their influence: that a similar effect is produced on a 
needle of glass or of copper ; but that the effect upon the magnetized needle 
greatly exceeds that upon either of the others. To the experiments from 
which this was inferred, it might be objected, that the magnetized needle and 
the other metallic needle were not of the same weight, and that the effect 
upon an unmagnetized steel needle had not been compared with that upon a 
similar needle magnetized. I therefore, on the first opportunity, made these 
experiments in the most unexceptionable manner, and the results most de¬ 
cidedly confirmed those I had previously obtained. I endeavoured likewise 
to ascertain the effects that would be produced by the separate rays; but, pos¬ 
sibly owing to the inefficiency of my apparatus, I obtained no very decided 
results: the violet rays appeared to produce the same effect as partially screen¬ 
ing the needle; and the red rays, the greatest effect in diminishing the arc of 
vibration. The observations themselves will however best point out the nature 
of these effects. 

My first object was to compare the effects on an unmagnetized steel needle 
with those on a magnetized needle, under circumstances as nearly as possible 
the same. For this purpose I made another needle of the same form and 
weight, and from the same piece of clock-spring, as the magnetized needle 
which I had already employed. Each needle had pasteboard glued to the 
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under sidei to Pender it of precisely ^febe same weight m two other needles of 
copper and of glass, which! had cat oflhe same form for the purpose of com¬ 
paring the effects upon needles of tfiflferent kinds. The length of each needle 
is 6 inches, and the greatest breadth iidineh, the boundaries being circular 
arcs. The needles were vibrated by means of an apparatus, described in my 
former paper, from which metal was scrupulously excluded; the suspending 
wire being the only metal within several feet of the needle. This wire was of 
brass, and of such diameter, that the unmagnetized needles vibrated by the 
force of its torsion in very nearly the same time as the magnetized needle by 
the directive foree of the earth. The observations are contained in the follow¬ 
ing table, where the terminal arc is, in aH cases, the extent to which the needle 
vibrated beyond zero after completing the 100th vibration; and the terminal 
excess k the excess of the terminal are when the needle vibrated in the shade 
above that when it vibrated exposed to the sun. 



The circumstances under which the observations with the two needles were 


made, were as nearly the same as I could expect to have them; and the results 
show that the effect produced by the sun’s rays on a steel needle, when vibrated 
exposed to their influence, is most decidedly increased when that needle is 
magnetized. . The small differences which are to be noticed in the extent of 
the first arc of vibration would have little influence on the terminal arc, the 
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diminution in the large arcs being so much greater than in the small ones : 
for instance, the needle vibrating 90° beyond zero tin the firstvibration, in the 
second it would not vibrate to 88°; whereas the 100th vibration being 26°, the 
101st would be 2&§° beyond zero. This remark applies to all the observations 
which 1 have made. 

In making these observations, I first noticed that time appeared to be re* 
quired, in order that the full effect arising from exposure to the sun should be 
produced. Thus the last observation in the shade with the magnetized needle 
being concluded at 9* 40®, the screen was immediately removed, and I com¬ 
menced an observation in the sun at 9 h 43®, which gave the terminal arc 23°; 
and the next observation in the sun, commencing at 9* 1 53®, gave the terminal 
arc 16i°. With the unmagnetized needle, the last in the shade being concluded 
at 0 h 52®, I commenced an observation in the sun at 0 h 53®, which gave the 
terminal arc 22°; the terminal arc in the next observation commencing at 
jh oym was i 9 °. an< i again the needle being screened at l h 39® 45®, an observa¬ 
tion in the shade, commencing at l b 39® 30*, gave the terminal arc 24|° in¬ 
stead of 26°, which I had obtained previously. I ought to mention, that during 
the observation with the magnetized needle in the sun to which I have referred, 
the power of the sun was diminished by a baze which produced a halo round 
it; and the extent of the terminal arc might partly be attributed to this cir¬ 
cumstance. I have, however, observed the same effect on other occasions where 
no such cause operated. 

In the following table, are contained similar observations, which I made 
with these steel needles and two others, the one of copper, and the other of 
glass. The four needles were of the same form and weight, and vibrated 
nearly in the same time; the unmagnetized steel needle, the copper needle and 
the glass needle being suspended by the same wire, as I had used in the fore¬ 
going experiments with the unmagnetized steel needle. 
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This table exhibits in the clearest manner the difference between the effect 
on a magnetized needle and that on any other, when vibrating exposed to the 
influence of the sun’s rays. Had the time during which the magnetized needle 
vibrated been 6® instead of 6® 13 9 , the terminal excess would have been 12°.3 
nearly, supposing it to be nearly proportional to the time. However, to 
render the time in which this needle made one hundred vibrations more nearly 
equal to those of the others, I remagnetized it; and four hours afterwards made 
the following observations. 
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Some of these observations again appear to indicate, that the full effect of 
diminishing the terminal arc was not produced immediately on exposing the 
needle to the sun’s rays, nor was the full effect of increasing it immediately 
produced on screening the needle from their influence. The first observation 
with the unmagnetized needle exposed to the sun, commenced immediately 
that the screen was removed, and the terminal arc was 25|° ; in the next 
observation the terminal arc was 23^-°; but in those which followed, it was 
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reduced to 22° and 21°, which appeared to be the limit. The observations with 
the magnetized needle give similar results. The terminal arc was 21f Q in the 
first observation with the needle exposed to the sun, which commenced imme¬ 
diately that the screen was removed; and this arc was only 17 f° and 16° in 
the subsequent observations. The result was similar in the first observation 
in the sun on the 4th of July; although the difference between the terminal 
arc in this and the following observations was not so considerable: but in the 
first observation when the needle was screened, after having been exposed to 
the sun, and which commenced immediately that the needle was screened, the 
terminal arc was only 24}° instead of 29°, which it had been in the shade pre¬ 
vious to exposure to the sun. This circumstance would appear to indicate that 
the diminution of the terminal arc, on exposure to the sun, was caused by the 
heat which it imparted; but subsequent observations clearly showed that this 
was not the case, and that the effect was only so far dependent on the heat of 
the sun, that this appeared in some instances to measure the intensity of the 
action which produced the diminution. These observations in July, compared 
with those in April, appear to indicate that the effect of the sun’s rays on the 
magnetized needle in April was greater than in July; although their intensity, 
measured by the heat imparted, was much less in the former case than in the 
latter. If, however, such is really the case, nothing but observations carefully 
made and repeated during a series of years, would satisfactorily establish such 
a fact. It may appear that I have unnecessarily multiplied observations all 
pointing to the same conclusions : my object in making them was, in the first 
instance, to satisfy myself that the effects which I observed invariably took 
place under certain circumstances; and I, in all cases, give these repeated ob¬ 
servations, that others may be enabled to draw their own conclusions from 
them, should they doubt the correctness of mine. 

In order to determine how far the vibrations of a needle are influenced by 
the separate rays, I placed a glass cylinder, ground plane on the under edge, 
upon the plate of glass covering the compass-box; and I proposed, by having 
fluids of different colours in this cylinder, to transmit only particular rays to 
the needle. Owing, however, to the irregularities on the sides of the cylinder, 
so much light was lost in transmission through the cylinder even when empty, 
that the effect was considerably diminished; and after a few trials I gave up 
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this method of observing, as before I could have procured another cylinder 
better adapted to my purpose, I should no longer have beenabie to devote the 
requisite time to the inquiry. The only effect which I observed was, that 
transmitting the rays through half an inch of the sulphate of indigo very much 
diluted, appeared to be nearly equivalent to intercepting them altogether. 
Another method which I adopted for transmitting only particular rays, was by 
placing circles of glass painted with different transparent colours over the com¬ 
pass ; but in this manner I obtained no very determinate results as respected the 
effects of rays of different colours. Although I failed in the particular object I had 
in view, the observations led to one important conclusion, which I have already 
noticed, that the diminution in the terminal arc was not produced by the heat 
imparted by the sun, either to the needle or the medium in which it vibrated. 

The difference made in the apparatus was, that the compass-box was nine 
inches in diameter, to contain a graduated circle of paper eight inches in di¬ 
ameter ; so that the needle having bristles in the direction of its axis projecting 
1.5 inch beyond its extremities as indexes, I was enabled to read the direction 
of the needle, although it was hid by the coloured glass placed over the glass 
top of the instrument. In order that I might have a tolerably correct measure 
of the temperature within the compass-box during the different observations, I 
placed inside, a small spirit thermometer, graduated on ivory, and having the 
tube fixed to the scale by narrow bands of paper. I likewise employed a 
powerful lens eleven inches in diameter to concentrate the rays on the space in 
which the needle vibrated. I attempted also to bring the focus of the lens 
within the compass-box, but the heat was so great that it burned part of the 
apparatus; and I desisted, lest by injuring the essential parts I should put an 
end to my experiments. The coloured glass consisted of two semicircles, each 
having a small concentric semicircle cut out, so that they fitted each other 
round the tube carrying the suspending wire. Having clearly ascertained the 
fact that the effect produced on the magnetized needle was different from that 
on any other, the observations which I now made were on the vibrations of a 
magnetized needle alone; and I employed that which I had already used, re¬ 
moving however the additional weight of paper which had been fixed to it, so 
that its weight was now only 197 grains, and its time of vibration was likewise 
diminished. The following are the observations which I thus made* 

3 D 
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Tinlnf 

Ter¬ 

minal 

Are, 

j Thermometer, 


under which the 
Needle vibrated. 

commenc¬ 
ing the Ob- 
servation 

first arc of 
Vibriitien. 

making 

wort 

brations 

Within the 
Cetapass- 
box 

Exposed 
to the 
Sun 

In 

Shade 

Remarks 

| 

Cm d 

US 

July 29th 
h m 

9 15 

90+84.5 

m s 

5 31.0 

19.8 

725 

12°3.0 

O 

61.4 

Sun clear. 

. I 1 

9 30 

90+84.6 

5 31.5 

2L5 

73,0 

110.6 

60.8 

Sun clear. 

9 40 

90+84.8 

5 31.1 

20.5 

73.0 

126.0 

63.0 

Sun clear. 

07 

3 . 

9 50 

10 04 

90+84.8 

90+84.8 

5 30.0 

5 30.4 

14.8 

1000 

95.5 

134.0 

104.0 

65.0 

64 6 

c _ 1 S Thefull effect appearstoliavebeen 

c ear * i produced almost immediately. 
Sun obscured by dark clouds. 

11 

10 15 

90+84.8 

5 29.8 

95 

102.9 

120.0 

64.8 

Sun clear. 

g CO 
a, 

10 m 

90+84.8 

5 31.1 

145 

192.5 

108.4 

64.6 

Sun obscured by dark clouds, 165* + 35*. 

W 

10 35 

90+84.5 

5 29.8 

95 

117.7 

127.4 

66.0 

Sun clear. 

o O 

gs-SBJ 

11 20 

90+84 

5 334 

185 

1145 

143.0 

68.8 

Sun clear. 

S-S'S £*■ 

* J9S 

11 29 

90+86 

5 34 0 

17.3 

107.5 

140.0 

69.5 

Sun obscured, 120 sec. 


11 40 

90+86.5 

5 34.3 j 185 

107.4 

147.0 

695 

Sun obscured, 15 sec. 

.« 1 « *8 s 1 
s § *a * .§ -w 

11 58 

90+85.5 

5 34.0 

| 20.8 

1045 

1425 

70.0 

Sun clear. 

£ S 2 2 s 

0 10 

j 89.5+83 

5 32.6 

>19.5 

109 0 

i 143 0 

72.0 

Sun clear. 

Blue glass \ 
removed 3 

0 22 

90+84.8 

5 34.4 

105 

128.0 

141.0 

73.0 

1 Light haze with coloured halo round the sun. 

Lens edge- j 
wise to the V 
Sun . ,3 

0 44 

90+84 

3 

c? 

15-5 

113.9 

115.3 

73.0 

1 

Sun scarcely seen ; obscured by dense haze. 

Lens re- \ 
moved . 3 

0 58 

90+84 8 

5 342 

175 

111.0 ■ 

108.2 

74.0 

Sun cast a very faint shadow. 

■ 


1 11 

90 +84.8 

5 34.3 

205 

104 6 j 

122 4! 

74 6 ! 

Sun not clear ; famt haze over. 

g 13 e 
g E = 

1 21 

90+85.3 

5 33.6 

21.5 

97.0 j 

132.7 

73.6 j 

Sun clear at intervals. 

0 o® 
to & 

1 35 

90+85.3 

5 33.7 

20.5 

91.7 1 

113.6 

71.8 i 

Sun hid entirely by a hazy cloud. 


j 


Time of 
making 
98 vibra¬ 
tions 





The intensity of the needle bad been so much 
reduced by having the rays concentrated on 
it in some attempts with the Jens, that the 
time of vibration was increased. 

•d 

3 15 

90+83.3 

5 34 1 

16.0 

101.3 

127.2 

74.0 

Sun obscured by a light hazy cloud. 

Pj 

3 24 

90+85 

5 34.7 

13.0 

1115 

128.7 

74.0 

Sun slightly obscured by very light haze. 

JK O vC 

3 45 

90+85 

5 33.8 

15 0 

117.0 

1322 

74.0 

Sun slightly obscured by very light haze. 

1 ! 

3 56 

90+85 

5 34.4 

20.3 

104.0 

130.0 

74.6 

Sun obscured by light haze. 

4s c 

4 07 

90+84.5 

5 33.4 

21.0 

935 

122,0 

74.0 

Sun obscured by hazy cloud. 

Js 

5 43 

i 90+84.5 

5 34.4 

225} 

795 

i 805 

722 

Sun obscured by cloud. 

* i 5 1 

* 1 

5 54 

90+84.5 

5 34.6 

22 .0! 

79 0 

| 805 

72.S 

Sun obscured by cloud. 


From these observations it appears, that the diminution in the terminal arc 
in all cases corresponded to the intensity with which the sun shone on the 
needle; that this arc was in all cases increased by a screen being interposed, 
whether the screen entirely excluded the direct rays, as when the wooden 
screen was interposed, or only partially, as in the cases of the sun being ob¬ 
scured by haze or cloud, or the needle being covered with blue glass, which 
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appeared to act simply as a screen ; and that the diminution in the terminal 
arc did not correspond to the heat imparted to the needle or the medium in 
which it vibrated, excepting so far as this in some cases might correspond with 
the intensity of the sun’s rays. 

In the following observations I varied some of the circumstances: the day 
was most favourable for them, the sky continuing cloudless throughout, and 


the heat of the sun great, in the middle of the day intense. 


Circumstances under 
which the Needle 
vibrated 

lime of ' Extent of | Time of j 

Ter¬ 

minal 

Arc 

Thermometer. j 

Remarks 

mg the Ob¬ 
servation 

ofVtbra- 1 ") 
turn j 

100 

irations 

Within the] 
Compass- 
box 

Exposed 
to the 
Sun 

In 

Shade. 

Screened from 
the Sun. 

Jutj 30th 

10 27 

10 36 

10 45 

.CT 

90+86.5'5 41.0 
90+86^|s 41.0 
90+863 jo 42.2 

19.5 

20.5 

20.5 

77°u> 

77-5 

78.4 

132 8 

1393 

143 5 

64.8 

68.2 

69.0 

The sky cloudless thioughout the day, 
and the heat of the sun very great, in 
the middle of the day intense. 

( The full effect does not appear to have 
l been produced immediately 

f The full effect does not appear to have 
l been produced immediately 

r N end of the needle vibrates, on the west side, 
1 in the violet rays from the lens 
/ The violet rays further from the N raid of the 
1 needle { 

r The violet rays again nearer to the N. end of i 
1 the needle 

• f The rays on the bulb of the thermo¬ 
meter transmitted through the blue glass. 

+ The rays again striking immediately 
on the bulb. 

f Rays of greatest intensity on S side 
l of compass-box 

( Rays of greatest intensity on centre 
l of needle. 

i{ 

10 56 

11 20 

11 30 

90+86.5 

90+86.5 

90+86.5 

5 404 

5 40.2 

5 40.5 

12.8 

8.3 

8.0 

97.7 

130.5 

136.5 

146.0 

145.3 

146.0 

70.0 

71.8 

72.0 

Screened 
from the 
Sun. 

11 44 

11 56 

0 06 

90+86 

90+86 

90+86 

5 41.6 

5 42.6 

5 42.6 

17.5 

21.0 

21.5 

124.5 

101.0 

96.0 

147.0 

149.0 

152.0 

72.3 

733 

74.0 

Exposed to 
the Sun,but 
two sermur- 
cles of red 
glass over 
the Com¬ 
pass-box 

0 23 

0 33 

0 44 

90+87 
90+86 
90+85 8 

5 417 

5 41 7 

5 42.2 

12.5 

13 0 

13 0 

114.0 

120.3 

124.4 

150.4 

151.8 

150.8 

743 

74.6 

75.0 

The Sun’s rays concentrated by the lens nearly over 
the space m which the Needle vibrates. 

mill 

1 11 

1 26 

90-f-Bo 

904-85.5 

3 424 

5 42.7 

13.0 

12.8 

1290 

132.9 

150.7 

149.0 

75.4 

76.0 

1141 

gin 

1 36 

1 48 

I 59 

90+85.515 42.6 
90+85 5 41 9 
90+853j5 41.4 

7.3 

5.8 

6.8 

141.0 

156.0 

156.0 

149.5 

150.2 

1 150.4 

76.0 

770 

1 77 . 2; 


2 13 

2 26 

90+85.3 
90 -f 85.5 

5 418 

5 43.0 

13.5 

17.5 

137.8 ! 
124.0 | 

151.0 | 78.0 
149.9 | 78.0 

IfHlif 1 

2 37 

2 48 

90+86 

90+86 

5 42.8 

5 42.6 

|l4.5 

|l5.0 

+119.5 

+116.5 

148.0 

145.5 

783 

783 


3 04 

3 15 

90+85.5 

90+84.5 

5 41.4 

5 41.4 

jll.O 

J133 

*1263 

J 125.5 

140.0 

137.0 

78.4 

78.4 

atlilMs 

3 33 

3 43 

90+86 

90+85 

|5 42.6 
15 43.4 

5.5 

3.8 

1655 

167 0 

135.0 

130.5 

78.4 

783 

Lens re¬ 
moved 
needle 
exposed 
to the 
Sun. 

3 53 

4 04 

90+84.8 

90+85.8 

5 41.8 

5 42.6 

7.0 

8.8 

158.0 

139.5 

129.0 

123.0 

783 

78.4 

Screened from 
the Sun. 

4 14 

5 55 

6 05 

6 14 

90+85 

90+86 

90+85.8 

90+86 

5 42.8 

5 44.2 

5 43.8 

5 43.8 

jl 7.5 
1215 
J21.5 

J21.8 

123.5 

82.0 

81.0 

80.0 

120.0 

*79*5 

*78.3 

*76.4 

78.0 

74.0 

733 

73.0 

C The full effect does not appear to have 
( been produced immediately. 

* This thermometer had now become 
shaded by a wall. 


3 d 2 
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Although it appears from these observations, as from the preceding ones, 
that the diminution of the terminal are did not in all eases correspond to the 
temperature of the needle or of the medium, yet it depended essentially on the 
intensity of the rays in the space in which the needle vibrated; the terminal 
arc being 3°.8 when the rays were most concentrated, and 5°.5, 5°.8, 6°.8, 7 °, 
8°, and 8°.8 as their intensity was diminished. The results obtained with the 
coloured glasses appear to indicate that the red rays had a greater effect in 
diminishing the terminal arc than the blue; for although the blue on the glass 
was very transparent, and the red far from being so, yet when the needle was 
screened by the blue glass, the terminal arc was 17°.5, and when screened by 
the red 13°, the thermometer within the compass-box indicating nearly the 
same temperature in the two cases. The effect which I observed on throwing 
the violet rays, as separated by the lens, further from the end of the needle and 
then bringing them nearer, although not very decided, favours the same con¬ 
clusion. No further effect than that of partially screening, appears to have 
been produced by making one end of the needle vibrate in the blue rays while 
the other vibrated in the direct light of the sun. 

If we may conclude from these observations, that the red rays are those 
which cause the diminution in the terminal arc, we might infer that the heat im¬ 
parted to the needle or to the air was the cause of this diminution; but the ex¬ 
periments themselves show that this was not the case. However, to remove all 
doubt on this part of the subject, I determined to observe the terminal arcs with 
the different needles when their temperature and that of the medium in which 
they vibrated varied, and all other circumstances remained precisely the same. 

For the purpose of making these observations, I placed a graduated circle of 
paper in a shallow vessel of earthenware, 7-5 inches in diameter, and 1.2 inch 
deep, having a rim projecting 1.2 inch all round. This rim rested on the rim 
of another vessel of earthenware 9.4 inches in diameter, and 3.6 inches deep, 
and which contained hot or cold water, according to circumstances, so as to 
surround the upper vessel to its rim. The glass cover of the compass, having 
in its centre the glass tube carrying the wire of suspension, was placed over 
the upper vessel, which thus supplied the place of a compass-box. The needles 
were successively suspended within this vessel by the same wires and in the 
same stirrups as before; the magnetized needle by the very fine brass wire ; 
the glass, the copper, and the unmagnetized steel needle by the much thicker 
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wire, which caused them to vibrate in nearly the same time as the magnetized 
needle. So that, as before, the needles and suspending 1 wires were the only 
substances of metal used in the apparatus. The upper vessel contained the 
small spirit thermometer which had before been placed in the compass-box. 
The ivory scale rested upon pieces of cork, which prevented the contact of the 
bulb or scale with the bottom or sides of the vessel; so that this thermometer 
indicated pretty accurately the temperature of the air within the vessel in 
which the needle vibrated; and likewise nearly that of the needle itself, by 
allowing some time to elapse, after making a considerable change in the tem¬ 
perature, previously to commencing the observations. 

In making the observations, the under vessel was first filled with cold water, 
and the apparatus so adjusted that the needle pointed to zero on the graduated 
circle when the wire was devoid of torsion. The needle was then made to 
vibrate until the arc on the western side of zero was as near to 90° as I could 
obtain* ; the time of its next passing zero was noted, and also the arc of vibra¬ 
tion on the other side. At the hundredth vibration, the time and the arc 
beyond zero were noted, as before. The state of the thermometer in the upper 
vessel was taken at the commencement and likewise at the conclusion of the 
observation, the mean being considered as the temperature of the needle and 
of the air in which it vibrated. After thus making three observations, the 
upper vessel containing the needle was removed, the cold water contained in the 
lower one poured out, that vessel heated and filled with boiling water, and the 
upper vessel replaced and adjusted as before. Cloths steeped in boiling water 
were placed over the glass cover, for the double purpose of more rapidly heat¬ 
ing the air in the vessel in which the needle vibrated, and of preventing the 
deposition of dew on the under surface by condensation. When the tempera¬ 
ture of the air within the upper vessel had nearly attained its maximum, obser¬ 
vations on the vibrations of the needle were made as before. The lower vessel 
was again filled with cold water, and the observations repeated. The following 
table contains two sets of observations with the magnetized steel needle: in 
the first set, the plane of the needle having been somewhat inclined laterally 

* The magnetized needle was made to vibrate by means of a weak magnet held on the outside of 
the box, and the other needles by turning the index to which the upper part of die suspending wire 
was attached, and again bringing that index to zero. As I could have no perforation either in the side 
of the vessel containing the needle, or in the glass cover, I was obliged to adopt this method. 
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to the horizon, it was rendered horizontal previous to making the second, 
which is the reason that the terminal ares in the first are fatherless than the 
corresponding arcs in the second. 



Extent of 

Time of 
making 

1 OQth or 

Inclosed 

Terxni- 

Differ¬ 
ence of 


1st Vibration. 

100 Vibra- 

nal Arc. 

meter. 

cess. 

Tenipe- 




tions. 


turc. 

Magnetized Needle. 

90 

+ 88 

m s 

5 55.0 

28.5 

_ 0 

62.0 



Weight = 197 grains. 

90 

+ 88 

5 55.4 

28.75 

62.5 




90 

+ 88 

5 55.1 

28.5 

63.0 



Means. . .. 

90 

+ 88 

5 55.2 

28.6 

62.5 




90 

+ 89 

6 01.8 

34.5 

137.5 




89 

+ 87.5 

6 02.2 

34.0 

139.0 




90 

+ 89 

6 00.8 

33.75 

137-5 



Means at High Temperature 

89-7 

+ 88.3 

6 01.6 

34.1 

138.0 

5.05 

o 

75.1 


90.5 

+ 88 

5 54.8 

29.5 

64.25 




90.5 

+ 88 

5 54.7 

29.5 

62.5 



Means. 

90.5 

+ 

00 

00 

5 54.75 

29-5 

63.37 



Means at Low Temperature 

90.25 + 88 

5 55.0 

29-05 

62.9 



Magnetized Needle. 

90 

+ 89 

5 55.2 

33.0 

50.0 



Weight = 197 grains. 

89.5 

+ 89 

5 55.2 

32,0 

; 50.0 

! 


91 

+90 

5 55.7 

32.0 

! 50.0 



Means .... 

90.2 

+ 89.3 

5 55.4 

32.3 

50.0 




90 

+ 90 

6 01.8 

36.5 

124.5 




90 

+ 90.5 

6 02.2 

37.0 

128.5 




90 

+ 89 

6 01.5 

36.5 

126.0 



Means at High Temperature 

90 

+ 89.8 

6 01.8 

36.7 

126.3 

4.1 

75.2 


91 

+ 90.5 

5 56.4 

33.0 

53.5 




89.5 

+ 89 

5 55.8 

32.75 

52.0 

; 


Means...... 

90.25 + 89.75 

5 56.1 

, 32.9 

52.75 



Means at Low Temperature 

90.2 

+ 89.5 

5 55.7 

32.6 

51,1 




Since, as might have been anticipated, it appears here that the effect upon 
the terminal arc, produced by an increase of temperature, is decidedly the re¬ 
verse of that caused by the direct influence of the sun’s rays, it follows that 
the latter effect does not arise from an increase in the temperature of the needle 
or of the medium in which it is vibrated. That there might be no doubt on the 
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subject, I repeated the observations with the magnetized needle, and made cor¬ 
responding observations with the other three, the two steel needles having been 
previously rendered, as before, of the same weight as the others.. In these 
observations, contained in the following table, the extent of the are at the 
hundredth vibration was observed on both sides of zero, except with the 
copper needle. 


Needle vibrated. 

Tune of Extent D f 10 oth | 
Extent of making Vibration or 

! 1st Vibration. 100 Vi- Teraunal Arc . 
brations. 

Inclosed 

Thermo¬ 

meter. 

Termi¬ 
nal Ex¬ 
cess. 

Differ¬ 
ence of 
Tempe¬ 
rature. 

Magnetized Steel Needle. 
Weight = 2524; grains. 

! o o m 8 o o 

90 +88.5 5 58.8 33 +33.5 

90 +88 5 58.5 33.5+33.5 

90 +88.5 5 58.2 33.5 + 33.5 

O 

51.5 
| 51.0 
j 51.5 



Means. 

90 +88.3 5 58.5 33.3 + 33.5 

| 51.3 




90 +88 6 13.2 40 +40 

90 +88 6 11.8 39 +38.5 

| 90 +88 6 11.8 41 +39.8 

j 140.5 
j 135.5 
j 134.0 



Means at High Temperature. 

90 +88 6 12.3 40 +39.4 

1 136.7 

5.8 

85.2 


90.5 + 88.5 6 06.5 34 +34 

90.5 + 88.5 6 05.0 35 +34 

90.5 + 88 6 05.2 35 +34 

1 51.75 

] 51.75 

j 51.75 



Means. 

90.5 + 88.3 6 05.6 34.7+34 

51.75 



Means at Low Temperature. 

90.3+ 88.3 6 02.05 34 +33.8 

51.5 



Unmagnetized Steel Needle. 
Weight = 2524; grains. 

90 +87 S 52.8 21 -+22 

90 +88 5 52.6 21 +23 

90 +87 5 52.6 21 +23 

49.0 

49.5 

50.0 



Means. 

90 +87.3 5 52.7 21 +22.7 

49.5 




89 +87 5 51.4 26 +26.5 

90 +88 5 50.8 25.5+26.5 

90 +87.5 5 50.5 26 +26.5 

143.5 
139.0 

130.5 



Means at High Temperature. 

89.7+87.8 5 50.9 25.8 + 26.5 

137.7 

4.4 

88.6 


90.5 + 88 5 50.0 22 +22 

90 +87.5 5 49.9 21.5 + 22 

90 +87 5 49.8 21.5 + 21.5 

48.0 

48.5 

49.5 



Means. 

90.2 + 87.5 5 49.9 21.7 + 21.8 

48.7 



Means at Low Temperature. 

i 90.1 + 87.4 5 51.3 21.3+22,2 

49.1 
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In 

1 

1 BIWiMSMSPBKSIII#6K 

Bj 

lime of 

jooW- 
i bv&fcm, 

Extent of 100th 
VibwitktoW * 
Terminal Arc. 

-7TTOM 

Inclosed 

Thermo¬ 

meter. 

Termi¬ 
nal Ex¬ 
cess. 

Differ- 

Tempe- 

Copper Needle. 

90 +89 

W' * 

5 51.1 

0 0 

28 

57?0 



Weight sfe 25 2| grains. 

89,5 +68 

5.6L2 

28 

57.0 




90 +88.5 

5 51.2 

28 

57.0 



Means...... 

89.8 + 88.5 

5 5L2 

28 

57.0 







91 +89 

5 +9-9 

32 

136.5 




89.5 + 89 

5 49.8 

32.3 

138.0 




90 +88.6 

5 49.6 

32 

135.0 



Means at High Temperature. 

96.2+BO'S 

5 49.8 

32.1 

136.5 

0 

4.0 

79.75 


90 +89.5 

5 51.2 

28 

57.5 




90 -+88 

5 51.0 

28.5 

56.0 




90 +88 

5 51£ 

28,5 

56.0 



Means...... 

90 +88.5 

5 51.1 

28,3 

56.5 






Means atXow Temperature. 

89-9 + 88.5 

5 51.15 

28.1 

56.75 



Glass Needle. 

90.5 + 90 

5 5§.0 

27 

51.0 



Weight sss 252| grains. 

90 +88 

5 56.2 

26.5 

51.0 

i 


90 + 88.5 

5,56.2 

26.5 ■ 

52.0 



Means.. 

90.2+8&8 

5 56.1 

26.7 

5L3 







90 +88 

5 56,6 

32.5 + 31.5 

142.0 




90 +88.3 

5 56.4 

31 +32 

139.0 




90 +88 

5 56.4 

32 +31.5 

135.5 



Means at High Temperature. 

90 +88.1 

5 56.5 

31.8 + 31.7 

138.8 

5.4 

| 86.6 


90 +88 

5 56.4 

26 +25.5 

57.0 




90.5+88.S 

5 56.0 

26 +26 

51.5 




91 +90 

5 56,2 

26.5+26 

50.75 



Means.. 

90.5+ 88.8 

5 56.2 

26.2 + 25.8 

53.1 






Means at Low Temperature. 

90.3+88.8 

5 56.2 

26.3 

52.2 




The effects here are not very different with the four needles, like glass 
needle and the two steel needles presenting broader surfaces on their sides to 
the air’s resistance than the copper needle, it was to be expected that the ter¬ 
minal excess with these should be greater than with that needle; and I am 
not aware of any circumstance, except the shorter time during which the 
vibrations continued, that should have rendered it less with the unmagnetized 









MR. CHRISTIE ON MAGNETIC INFLUENCE IN THE SOLAR RATS. 393 

steel needle than with the other two. Hie principal fact, however, which I 
looked to ascertaining by these experiments was, whether the terminal excess 
was of the same character here when the temperature was increased, as that 
arising from vibrating the needle successively in the shade and exposed to the 
sun, when an increase of temperature likewise took place; and on this point 
they were quite conclusive, showing clearly, that if the terminal excess is con¬ 
sidered plus in the latter case, it will be minus in the former. It is evident 
then from all these results, that if the rays of the sun had simply, uniformly 
increased the temperature of the medium in which the needle vibrated, and of 
the needle itself, the effect would have been in all cases to increase the length 
of the terminal arc, instead of diminishing it, as was invariably the case when 
exposure to the rays of the sun caused an increase of temperature. There can 
therefore be no doubt that the influence of the sun was not confined to uni¬ 
formly heating the medium and the needle, but that, in all cases, other effects 
than would arise from this were produced, and that the influence upon the 
magnetized needle was very different from that upon either of the others. 

I next proposed to determine the effects that would be produced on the arcs 
of vibration by the heat of a fire. For this purpose I placed the apparatus 
before a strong fire, at the distance of about two feet from the front, and six 
inches below the bottom of the iron grate containing it, and vibrated the mag¬ 
netized needle, and likewise the glass needle, when successively screened from, 
and exposed to its direct influence. The observations, which are contained in 
the subjoined Table, show that the effect produced by exposure to the fire, 
though small, was to bring the needle sooner to rest, or that it was of the 
same character as that produced by exposure to the sun. I am not disposed 
to lay any stress upon the circumstance that the terminal excess was almost 
precisely the same in the two cases, but to attribute it to the small errors in 
the observations having accidentally so compensated each other as to produce 
this very close agreement. Indeed, if I could have detected such minute dif¬ 
ferences, the terminal excess ought to have been rather greater with the mag¬ 
netized than with the glass needle, since the intensity of the fire’s heat ap¬ 
peared to be greater with the former than with the latter. We may, how¬ 
ever, infer from these experiments, that if the intensity of the fire’s heat had 
been precisely the same with the two needles, no sensible difference would 
have been observed in the effects produced on them. The observations were 
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made in this order: The first three observations with the apparatus screened 
from the fire by a thick board; then immediately the four with the screen re¬ 
moved ; after which it was replaced, and the other observations made. 


Needle vibrated. 

Needle vibrated screened 
from the Fire. 

Needle vibrated exposed 
to the Fire. 


Extent 
of 1st 
Vibration 

Time of 
making 10C 
Vibrations 

Extent of 
100th Vibra¬ 
tion or Ter¬ 
minal Arc 

Inclosed 

Therm. 

Extent 
of 1st 
Vibration 

lime of 
making 100 
Vibrations. 

Extent of 
100th Vibra¬ 
tion or Ter¬ 
minal Arc. 

Inclosed 

Therm. 

Termi¬ 
nal ex¬ 
cess. 

.ill 

Magnetized Needle. 
Weight = 252J grains. 

Means... 

90+89 

90+88.5 

90+89 

90+89 

90+88.5 

90 +89.5 

m s 

5 48.2 

5 484 

5 48.4 

5 49.2 

5 48.8 

5 48.7 

35 + 34.5 
34.5 +34.3 
34.5 ^34 J 
34.5+34 
34.5 +34,2 
35 +34.5 

sl.0 

51.5 

52.0 

84.0 

76.5 

67.0 

90+8$ 

90+89 

90+88.5 

90+89 

m a 

5 48.8 

5 49.8 

5 50.4 

5 50.6 

34.3+34 

33.5+34 

33^+34.2 

33.8+34 

56.5 

76.0 

83.0 

90.0 



90+88.9 

5 48.6 

34.7+34.3 

63.7 

90+88.9 

5 49.9 

33.8+34 

76.4 

0?57 

12 8 

Glass Needle. 

90+84 

1 5 56.8 | 

25 +25.5 

58.0 


1 

1 




Weight = 252f grains. 

90+85 

5 57.2 ! 

252+25 .8 

58.25 

90+84.5 

5 58.0 

24 +25.5 j 

62.5 




90+84 

5 57-3 

25 +25.5 

58.75 

90+85 

5 58.4 

24 +25.3 j 

70.0 




90+84 

5 57.8 

25 +25.3 

74.5 

90+85 

5 58.6 

24.2+25.3 

75.0 




90+84 

5 57.5 

25 +25.3 

71.5 

90+85 

5 58.6 

24.2+25 

77.0 




90+84.2 

5 57.3 

25 +25.5 

64 25 

90+84.9 

5 58.4 

24 1 +25.3 

71.1 j 

0.56 

6.9 


From all the experiments which I have described, there can, I think, be no 
doubt that the rays of the sun have a peculiar influence on a magnetized needle, 
which causes, when such a needle is exposed to them, a greater diminution in 
its arcs of vibration than in those of any other needle under like circumstances; 
and that this effect is independent of the heat imparted to the needle or to the 
medium in which it vibrates. That part of the effect which is produced on all 
needles may perhaps be caused in this manner: as the air directly below the 
needle is in the shade, and therefore colder than that above it, a current of air 
will pass the edges of the needle, which may considerably increase the resistance 
and consequently diminish the terminal arc; and this may possibly account for 
the full effect not taking place immediately, since these currents would not be 
excited in full force immediately on exposing the needle to the sun, nor on 
screening it would they immediately subside*. Had this, however, been the 

* If this is the cause of the terminal excess with the non-magnetic needles, this excess would nearly 
vanish if a wire frame of the same form as the needles were successively vibrated in the shade and 
exposed to the influence of the sun, since in this case there would be little shadow below the needle. 
This experiment I proposed making, but have not yet had an opportunity. 
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only cause of the terminal excess with the magnetized needle as well as with 
the others* this excess would have been nearly the same for all* or it would 
only have differed according to the thickness of the needle. The terminal 
excess ought in this case to have been nearly the same for the glass* the un¬ 
magnetized steel and the magnetized steel needles* and less for the copper than 
for either of these. This accords, in some measure, with the experimental results 
which I obtained with the copper needle* the glass needle* and the unmagnetized 
steel needle; but as the effect on the last was only about four-sevenths of that 
on the magnetized steel needle, we must, for part of the effect upon this needle, 
look to causes distinct from that which produced the effect on the others. 

It is extremely difficult to point out any principle to which this effect upon 
the magnetized needle can be referred. Are we to infer from these experiments 
that light and magnetism have relative density, although the density of either 
is evanescent with regard to that of the rarest gas; and that therefore light 
may offer a sensible resistance to magnetic particles in their passage through 
it, and consequently also to the bodies with which they are united ? That light 
is of such extreme tenuity as to offer no resistance to the passage of the rarest 
gas,—of which* however, we have no proof,—cannot be adduced as an argu¬ 
ment against such an inference. Or, is it possible that the effect may be pro¬ 
duced in a manner similar to that on needles vibrating within metallic rings ; 
If this be the case, we must suppose that the rays become magnetic by in¬ 
duction, in their passage by the needle, and that their maximum of magnetism 
not being developed until after they have passed it, the most magnetic rays 
will always be in the rear of the needle, and by their attraction impede its 
progress. If the effect is produced in this manner, we might expect, when a 
strong magnet is brought near to a ray of light transmitted through a small 
opening into a dark room* that the ray would be inflected. I have not had an 
opportunity of making this experiment in a conclusive manner* but in the trials 
which I have made I have observed no such effect. 

In the conclusion of my former paper I stated, that as magnetic influence in 
the compound solar rays was indicated by the effects which I had described, 
this would tend to remove the doubts which had been entertained respecting 
the results obtained by Morichini* by means of the violet rays; and Mrs. So¬ 
merville’s paper, read almost Immediately after mine* describing the effects 

3 e 2 



396 MR. CHRISTIE ON MAGNETIC INFLUENCE IN THE SOLAR RAYS. 

which that lady had observed to be produced under different circumstances by 
the more refrangible rays, appeared completely to verify Morichini’s results, 
and to corroborate my opinion. Although the experiments of Mrs. Somerville 
have, on repetition, in many instances failed, we cannot, seeing the precautions 
that were taken, suppose that the effects described were due to other causes 
than the influence of the rays, but must rather infer that we are not aware of 
all the circumstances which may interfere with the success.of the experiment. 
It cannot, however, be denied that the subject is at present involved in much 
mystery; and it is therefore very desirable that the circumstances on which the 
success of Mrs. Somerville’s experiment depends should be clearly ascertained, 
and that the effects which I have invariably found to be produced by the com¬ 
pound rays should be traced to some known principle of action. I had pro¬ 
posed to myself to make several series of observations with the view of obtaining 
comparative results with different azimuths of the sun, at different seasons of 
the year, and likewise with the horizontal needle and the dipping needle vibrated 
both in the meridian and at right angles to it; and also to determine, with 
some degree of precision, the effects produced by the several separated rays 
under different circumstances. But in the experiments which I have already 
made, I have met with so many and such vexatious interruptions, arising prin¬ 
cipally from the uncertainty of our climate, and partly from my not always 
being able to avail myself of a favourable state of the weather, that seeing no 
prospect of succeeding in experiments requiring continued clear weather and 
uninterrupted leisure, I must leave them to be made by those who may be 
placed under more favourable circumstances, and be content to prosecute the 
inquiry by making such experiments as intervals of leisure, which I may have 
during fine weather, will allow. 


Royal Military Academy , 
2nd June, 1828. 


S. H. Christie. 



INDEX 


TO THE 

PHILOSOPHICAL TRANSACTIONS 

FOR THE YEAR 1828. 


Airy (George Bid dell, Esq.). On the corrections in the elements of Delambre’s solar 
tables required by the observations made at the Greenwich Observatory, 23 et seq. 

Alcohol. On the mutual action of sulphuric acid and alcohol, 365 et seq. 

Am ora Borealis. Its height above the earth ? 291 et seq. 

--- Description of a remarkable one seen in various parts of Great Britain, 

March 29, 1826, 291 et seq. 

B. 

Barlow (Peter, Esq. F.R.S.). His experiments on the construction of an achromatic 
telescope with a fluid concave lens, 105 et seq. 

- --On the optical properties of expansible fluids, 313 et seq. 

Bees. Supposed concert of two swarms to occupy the same hive, 319 et seq. 

Benares. Meteorological journal at, 251 et seq. 

Blackrurn (the Rev. John), Description of a sounding hoard in Attercliffe Church, 361 
et seq. 

C. 

Christie (Samuel Hunter, Esq. F.R.S.). On the laws of the deviation of magnetized 
needles towards iron, 325 et seq. 

.. .. . On magnetic influence in the solar rays, 379 

et seq . 

Collimator {vertical floating). Its description; and application to astronomical observations 
with a circle and with a zenith telescope, 257 et seq. 

.... - . Mode of adjustment and use, 277 et seq. 



398 


INDEX, 


D. 

Dalton (John, F.R.S.). On the height of the Aurora Borealis above the surface of the 
earth, 291 et seq. 

Davy (Sir Humphry, Bart). On the phenomena of volcanoes, 241 et seq. 

Dunlop (James, Esq.). A catalogue of nebulas and clusters of stars in the southern he¬ 
misphere, observed at Paramatta in New South Wales, IIS et seq . 


E. 

Electric conduction. Mr. Ritchie’s experiments on, 373 et seq. 
Ether. On the process by which it is formed, 365 et seq , 


F. 

Foster (Captain R.N. F.R.S.). On the diurnal changes of magnetic intensity as shown 
by dipping and horizontal needles at Spitsbergen, 303 et seq. 


H. 

Hennell (Henry, Esq.). On the mutual action of sulphuric acid and alcohol, 365 et seq. 

I. 

Inequality (new). In the earth’s motion in longitude, caused by the action of Venus; its 
discovery by Mr. Airy, 33. 

K. 

Kater (Captain, V.P.R.S.). His account of trigonometrical observations tor determining 
the difference of longitude between the Royal Observatories of Paris and Greenwich, 
153 et seq. 

-—- His description of a vertical floating collimator, 257 et seq. 

Knight (Thomas Andrew, Esq. F.R.S.). On some circumstances relating to the economy 
of bees, 319 et seq. 

L. 

Longitude. The longitude comprised between the meridians of the Royal Observatories of 
Paris and Greenwich, measured by trigonometrical operations, 1 53 et seq. 

M. 

.'Magnetic force. Its ratio in Paris and in London, 1 et seq* 

■ ■ —■ Diurnal changes at Spitsbergen, 303 et seq. 

Meteorological journal at Benares, 251 et seq. 

Moll (Dr. Gerard). On Captain Parry and Lieut. Foster’s experiments on the velocity 
of sound. 



INDEX. 


399 


N. 

Nebula in the southern hemisphere. A catalogue of nebulee observed at Paramatta by 
Mr. Dunlop, 113 et seq. 

- major and minor. Their apparent change of position since the observations of 

Lacaille, 149. 

P. 

Pendulum {seconds). Its comparative length in London and in Paris, 43. 

—- Its corrected length at the stations visited by Captain Sabine within 

the tropics and in the arctic circle, 76. 

Prinsep (James, Esq.). On the measurement of high temperatures, 79 et seq . 

——-A meteorological journal kept at Benares, 251 et seq. 

Pyromeinc alloys. On the measurement of high temperatures with, 79 et seq. 

R. 

Refraction {lateral atmospheric). Instances of its occurrence, 197. 

Resistance of fluids to bodies passing through them; Mr. Walker’s experiments thereon, 
15 et seq. 

-to the vibration of a magnetic needle, (or to one of glass or copper,) increased by- 

exposure to the sun’s rays, 379 et seq. 

Ritchie (William, Esq. F.R.S.). Experiments and observations on electric conduction, 

373 ct seq. 

S. 

Sabine (Captain). His experiments on the ratio of the magnetic force in Paris and in 
London, 1 et seq. 

-- On the difference of the length of the seconds pendulum in London and in Paris, 

35 et seq. 

Sex. Inferences that sex is not given to the eggs of birds, or to the spawn of fishes or in¬ 
sects, at any very early period of their growth, 321 et seq. 

Solar Tables (Delambre’s). Corrections thereof required by the Greenwich observations, 
23 et seq . 

Sound. Dr. Moll’s remarks on Captain Parry and Lieut, Foster’s experiments on the 
velocity of sound, 97 et seq. 

— Influence of the aqueous vapour in the atmosphere on the velocity of sound com¬ 
puted, 101, 

Sulphuric acid. On the mutual action of alcohol and sulphuric acid, 365 et seq. 


T. 

Telescopes . Mr. Barlow’s experiments on the construction of achromatic telescopes with 
fluid concave lenses, 105 et seq. 



400 


INDEX. 


V. 

Vesuvius. Eruptions in 1814, 1815, 1819, and 1S20, observed by Sir Humphry Davy, 
242 et seq. 

Volcanoes. Sir Humphry Davy on the phenomena of, 241 et seq. 

W. 

Walker (James, Esq. F.R.S.). On the resistance of fluids to bodies passing through them, 
15 et seq , 


LONDON: 

PRINTED BY RICHARD TAYLOR, 


RED LION COURT, FLEET STREET. 
MDCCCXXVm 



PRESENTS 


RECEIVED BY 

THE ROYAL SOCIETY, 

From 15th November 1827, to 19th June 1828; 

WITH THE 

NAMES OF THE DONORS. 


Presents. 

ANNALEN DER K. K. STERNWARTE IN WIEN. Von J. J. 

Littrow. Siebenter Thiel. Fol. Wien 1827. 

-Von J. J. Littrow und L. Meyer. Achter Thiel. Fol. 

Wien 1828. 

ANNUAIRE. Pour l’An 1828. 12mo. 

ARCH APOLOGIA; or Miscellaneous Tracts relating to Antiquity. 
Published by the Society of Antiquaries of London. Vol. XXII. 
Part I. 4to. Lond. 1828. 

ARTS. Transactions of the Society for Encouragement of Arts, &c. 
Vol. XLV. 8^0. Lond. 1827. 

ASIATIC SOCIETY (ROYAL). Transactions of the Royal Asiatic 
Society of Great Britain and Ireland. Vol. I. Part III. 4to. 
Lond. 1827. 

ASTRONOMICAL SOCIETY. Memoirs of the Astronomical So¬ 
ciety of London. Vol. III. Parti. 4to. Lond. 1827. 

-Monthly Notices of the Proceedings 

of the Astronomical Society. 8vo. Nos. 4—11. 

ASTRONOMY. Observations Astronomiques faites a TObservatoire 
Royal de Pans; publiees par le Bureau des Longitudes. Tome 
premier. Fol. A' Pans 1825. 

ASTRONOMISCHE NACHRICHTEN. Nos. 119—181. 

BAER. De Ovi Homims et Mammalium Genesi. 4to. 

BALBI (A.) Balance Politique du Globe en 1828, ou Essai sur la 
Statistique generate de la Terre, d’apres ses divisions politiques 
actuelles et les decouvertes les plus recentes, (Chart.) 

BARBIER (J. B. G.) Precis de Nosologie et de Therapeutique. 

Tome premier. 8vo. A' Paris 1827. 

BARRALLIER (F.) Trigonometrical Survey of the Island of Bar- 
badoes, 6 Maps. 1825. 

MDCCCXXVIIL a 


Donors. 

H. M. the Emperor of 
Austria. 


Le Bureau des Longitudes 
a Paris. 

The Society of Antiquaries, 


The Society of Arts 
The Royal Asiatic Society. 


The Astronomical Society. 


Le Bureau des Longitudes 
a Pans. 

Prof. Schumacher, F.R.S. 
Professor Baer. 

Professor Balbi. 


Professor Barbier. 
Captain Barralher. 



[ 2 3 


Presents. 

BEAMISH (N. L.) Lectures on the Tactics of Cavalry. By Count 
von Bismark. Translated from the German, with Notes, by Major 
North Ludlow Beamish. With 2S Plates. Svo. Lmd. 1827. 

BECHE (H. T. De la). A Tabular and Proportional View of the 
Superior, Supermedial, and Medial Rocks ; (Tertiary and Secon¬ 
dary Rocks.) Chart. 

BERLIN. Abhandlungen der Koniglichen Akademie der Wissen- 
sehaften zu Berlin. Aus den Jahre 1824. 4to. Berlin 1826. 

BICHENO (J. E.) On Systems and Methods m Natural History. 
4to. Lmd. 1827. 

BIDDLE (N.) Enlogium on Thomas Jefferson, delivered before the 
American Philosophical Society. 8vo. Philadelphia 1827. 
BISMARK, see BEAMISH. 

BLACKETT (P. C.) An Essay on the Use of the Atropa Belladonna, 
or Solanum Lethale, and the Solanum Hortense; with Practical 
Observations on their Effects in the Cure of Scirrhus, Cancer, 
Stricture, and various other complaints. Svo. Land. 1826. 

BLAND (M.) The Elements of Hydrostatics ; with their application 
to the Solution of Problems. 8vo. Cambr. 1827. 

BLEIN (Le Bar.) Expose de quelques Principes Nouveaux sur 
TAcoustique et la Theorie des Vibrations, et leur application a 
plusieurs phenomenes de la Physique. 4to. A' Paris 1827. 

-Note sur la Loi des Resonnances graves, resrdtant de deux sons 

donnes. (Sheet.) A' Pans 1827. 

-Considerations Nouvelles sur la Lumiere et les Couleurs. MS. 

1828. 

BONN. Nova Acta Fhysico-Medica Academiae Caesareae Leopoldmo- 
Carolinae Naturae Curiosorum. Vol. XIII. ParsII. 4to. Bonnee 1827. 

BOSTOCK (J.) An Elementary System of Physiology. Vol. III. 
8 vo. Lmd. 

BRANDE (W. T.) Tables in illustration of the Theory of Definite 
Proportionals; showing the Prime Equivalent Numbers of the 
Elementary Substances, and the volume and weights in which they 
combine. Compiled for the use of Chemical Students and Manu¬ 
facturers. 8vo. Lond. 1828. 

BREE (R.) Oratio Harveiana, habita Junii25,1827. 4to, Lmd. 1828. 

BROOKES (J.) Catalogue Raisonne of the Zootomical Collection of 
Joshua Brookes, Esq. F.R.S. 8vo. Lond. 1828. 

BROSTER (J.) Progress of the Brosterian System for the effectual 
Removal of Impediments in Speech, Fourth Year. 8vo, Land. 1827. 

BUCH (L. von), Physic&bsche Beschreibung der Canarischen Inseln. 
4to. Berlin 1825. 

--- Atlas zur Physicahsche Beschreibung der Inseln Ca- 

narischen. Fol. 1825. 


Donors. 

Major Beamish, F.R.S. 


H. T. De la Beche, Esq. 
F.R.S. 

The Royal Academy of 
Sciences at Berlin. 
James E. Bicheno, Esq. 
F.R.S. 

Nicholas Biddle, Esq. 


P. C. Blackett, Esq. 


Rev. Dr. Bland, F.R.S. 
The Baron Blein. 


The Academy of Natura¬ 
lists at Bonn. 

Dr. Bostock, F.R.S. 

William Thomas Brande, 
Esq. F.R.S. 


Dr. Bree, F.R.S. 

J. Brookes, Esq, F.R.S. 

John Broster, Esq. 

M. Leopold von Buch, 
F.R.S, 



[ 3 ] 


Presents. 

BURNE (J.) A Practical Treatise on die Typhus or Adynamic 
Fever. 8vo. Lond. 1828. 

CADELL (W. A.) Description of the Hindoo Bellows, with Remarks 
on the Occurrence of a similar Bellows in Europe. 8vo. Edinburgh 
1827. 

CADET (M.) Observations sur l’Expechtion pour le Pole Nord. 
4to, MS. 

CAMBRIDGE. Transactions of the Cambridge Philosophical So¬ 
ciety. Vol. II. Part II. 4to. Camb. 1827. 

CATALOGUE, Catalogue Sommaire des Manuscrits de la Biblio- 
theque de la Ville de Saint-Omer. 8vo. 1828. 

CAUCHY (A. L.) Exercices de Mathematique. N. 16—25. 4to. 
A y Parts. 

CHAMPOLLION (J. F., le Jeune). Lettre sur le Nouveau Systeme 
Hieroglyphique de MM. Spohn et Seyffarth. 8vo. Florence 1826. 

-— Aper^u des Resultats Historiques 

de la Decouverte de 1’Alphabet Hieroglyphique Egyptien. 8vo. 
A' Paris 1827. 

--Analyse Critique d’une Lettre, par 

M. Klaproth, sur la Decouverte des Hieroglyphes Acrologiques. 
8vo. A' Paris 1827. 

CHARPIN (P.) Memoire sur le veritable Rapport du Cercle au 
Diametre, et de 1’Hypothenuse aux Cotes dans le Triangle Isocele 
Rectangle. 8vo. A' Lyon 1827. 

COLONIES. Notes'in Defence of the Colonies.—On the Increase and 
Decrease of the Slave Population of the British West Indies. By a 
West Indian. 8vo. Jamaica 1826. 

CONNAISSANCE DES TEMS. Pour les Annees 1827, 1828, et 
1830. 8vo. A ' Pans. 

CORBAUX (F.) A Further Inquiry mto the Present State of our 
National Debt, and mto the Means and the Prospect of its Re¬ 
demption; with Considerations on Sinking Funds, &c., a Plan of 
Finance, and an Appendix on State Lotteries. (2 Copies.) 4to. 
Lond. 1824. 

-The Doctrine of Compound Interest, illustrated and 

applied to Perpetual Annuities, to those for Terms of Years cer¬ 
tain, to Life Annuities, and generally to Prospective Transactions; 
with new and compendious Tables. (2 Copies.) 4to. Lond. 1825. 

CORNWALL. Transactions of the Royal Geological Society of 
Cornwall. Vol. III. 8vo. Penzance 1827. 

CUMMING (G.) Account of a New Hygrometer. 4to. Chester 1827. 

CUVIER (G.) Prospectus d’une Histoire Naturelle des Poissons. 8vo. 

DELAMBRE, see MATHIEU. 

DEWHURST (H. W.) A Lecture introductory to the Study of 
Anatomy and Physiology. 8vo. Lond. 1827. 

a 2 


Donors. 

Dr. John Burne. 

William A. Cadell, Esq 
F.R.S. 


M. Cadet de Metz. 

The Cambridge Philosophi¬ 
cal Society. 

Sir Thomas Phillipps, Bart. 
F.R.S. 

Professor Cauchy. 

M. Champollion, le Jeune. 


M. Pierre Charprn. 


The Author. 


Le Bureau des Longitudes 
a Pans. 

Francis Corbaux, Esq 


The Royal Geological So¬ 
ciety of Cornwall. 

Dr. George Cumming 
The Baron Cuvier, F R.S. 

H. W. Dewhurst, Esq. 



[ 4 ] 


Presents. 

DORP AT. Observations Astronomicas institutas in Specute Uni- 
versitatis Caesareas Dorpatensis. Vol. V. Sen Nov. Ser. Vol. II. 
(Obs. Anm 1824.) 4to. DorpaH 1827. 

DULEAU (Mons.) Notice sur A. Fresnel. 8vo. A' Paris 1827. 

DUPERREY (L. I.) Observations du Pendule Invariable, de l’ln- 
clinaison et de la Declinaison de 1’Aiguille Ahnantee, faites dans la 
Campagne de la Corvette de S. M. La Coquille, pendant les Annees 
1822, 1823, 1824, et 1825. 8vo. A ' Paris 1827. 

DU PONCEAU (P. S.) Eulogram in Commemoration of the Ho¬ 
nourable William Tilghman, LL.D., Chief Justice of the Supreme 
Court of Pennsylvania. 8vo. Philadelphia 1827. 

DUPPA (R.) Illustrations of the Lotus of the Ancients, and Tamara 
of India. (12 Coloured Plates.) Fol. Lond. 1826. 

FLORA BATATA. Nos. 74, 75 and 76. 4to. Amsterdam. 

FRANCE (INSTITUT DE). Memoires de 1’Academie Royale des 
Sciences del’Institutde France. Tomes VI. et VII. 4to. A' Paris 1827. 

-Histoire et Memoires de lTnstitut Royal de France.—Aca¬ 
demic des Inscriptions et Belles-Lettres. Tomes VII. et VIII. 4to. 
A' Paris 1824 et 1827. 

-Notices et Extraits des Manuscrits de la Bibliotheque du Roi 

et autres Bibliotheques; publies par l’lnstitut Royal de France; faisant 
suite aux Notices et Extraits lus au Comite etabli dans 1’Academie 
des Inscriptions et Belles-Lettres. TomeOnzteme. 4to. A' Paris 1827. 

FROST (J.) Remarks on the Mustard Tree mentioned in the New 
Testament. 8vo. Lond. 1827. 

-An Oration delivered before the Medico-Botanical Society 

of London at the Commencement of their Eighth Session. 4to. 1827. 

GARCIN DE TASSY (J. H.) Les Oiseanx et les Fleurs, Allegories 
morales d’Azz-Eddin Elmocaddessi, pubhees en Arabe, avec une 
Traduction et des Notes. 8vo. A' Pans 1821. 

.. ..Memorial Scientifique et Industriel, re- 

cueil redige en Arabe. 8vo. 

GEOGRAPHY. Recueil de Voyages et de Memoires, pubke par la 
Societe de Geographic. Tome II. Sec. Partie. 4to. A'' Parts. 

-— Societe de Geographie.—Seance Generate Annuelle 

tenue le 23 Mars 1827. 8vo. A ' Paris. 

— - ■ —. — ... — — Programme des Prix. Sixieme 

Annee. 8vo. A' Paris 1827. 

GEOLOGICAL SOCIETY. Transactions of the Geological Society 
of London. Vol. II. Part II. Second Series. 4to. Lond. 1827. 

GILBERT (D.) The Creation of the World, with Noah’s Flood; 
written in Cornish in the yeaT 1611, by William Jordan ; with an 
English Translation by John Keigwin. Edited by Davies Gilbert, 
F.R.S. F.S.A. &e. 8vo. Lond. 1827. 


Donors. 

Professor Struve, F.R.S. 


The Editors of the Revue 
Encyclopedique. 

Captain Duperrey. 


Dr. Du Ponceau. 


R. Duppa, Esq. LL.B. 

H. M. the King of the 
Netherlands. 

The Royal Academy of Sci¬ 
ences at Paris 
The Academy of Inscrip¬ 
tions and Belles-Lettres 


John Frost, Esq. 


M. Garcin de Tassy. 


The Geographical Society 
at Paris. 


The Geological Society. 

Davies Gilbert, Esq. Pres. 
R.S. 
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Presents. 

HACHETTE (M.) Be FEcoulement des Flmdes Aeriform es dans 
FAir Atmospherique, et de Faction combinee dn choc de Fair at de 
la pression atmospherique. 8vo. A s Pans 1827. 

HAMEL (J.) Historico-Techmcal Description of the Toola Gun 
Manufactory; with 42 Plates. In the Russian Language. 4to. 
Moscow 1826, 

HAMILTON (H. P.) An Analytical System of Conic Sections. 8vo. 
Camb. 1828. 

HARLAN (R.) American Herpetology; or Genera of North American 
Reptiha, with a Synopsis of the Species. 8vo. Philadelphia 1827, 

H ASSLER (F. R.) A Popular Exposition of the System of the Uni¬ 
verse, 8vo. New York 1828. 

-— . . Plates and Tables to the preceding Work. 

Obi. Fol. New York 1828. 

HELLYER (W. V.) Tables of the Representation of the Commons 
in Parliament. 8vo. Lond 1828. 

HERSCHEL (J. F. W.) Third Series of Observations, with a 20-feet 
Reflector, containing a Catalogue of 384 New Double Stars 
(reduced to the beginning of 1828); together with some Observa¬ 
tions of Double Stars previously known. 4to. Lond. 1828. 

—--A Treatise on Light. 4to. Lond. 1828 

HORTICULTURAL SOCIETY. Transactions of the Horticultural 
Society of London. Vol. VII. Part II. 4to. Lond. 

HOWARD (L.) Liber Sapientiae, The Rook of Wisdom; commonly 
called The Wisdom of Solomon: translated from the Latin Vulgate. 
8vo. Lond. 1827. 

HUMANE SOCIETY (ROYAL), The Fifty-Fourth Annual Report 
of the Royal Humane Society. 8vo. Lond. 1828, 

HUMBOLDT (A, von). Bericht uber die Naturhistorisehen Reisen 
dei Herren Ehrenberg und Hemprich durch Agypten, Dongola, 
Syrien, und den ostlichen Abfall des Habessinischen Hochlandes m 
den Jahren 1820-1823 4to. Berlin 1826. 

HUTCHISON (A. C.) Practical Observations in Surgery; more 
particularly as regards the Naval and Military Service. Illustrated 
by Cases, and various Official Documents. 8vo. Lond. 1826. 

INDEX. A Chronological Index to the Statutes of the Realm, from 
Magna Charta to the end of the Reign of Queen Anne. 1828. 

JACOB (W.) Tracts relating to the Corn Trade and Corn Law r s : 
including the Second Report ordered to be printed by the two 
Houses of Parliament. 8vo. Lond. 1828. 

JEFFERSON, see BIDDLE. 

JENKINSON (Hon. C. C. C.) See STANDARD SCALE. 

JOMARD (Mons.) Reraarques sur les Decouvertes Geographiques 
faites dans FAfrique Centrale, et le degre de civilisation des 
peuples qui Fhabitent. 4to. A' Pans 1827. 


Donors. 


M* Hachette. 


Dr. Hamel. 


The Rev. H. P. Hamilton, 
F.R.S. 

Dr. Richard Harlan. 

F. R. Hassle?, Esq, 


W xlham V arlo Hellyer, Esq. 

John F. W. Hersehei, Esq. 
V.P.R.S. 


The Horticultural Society. 
Luke Howard, Esq. F.R.S 


The Royal Humane Society. 
TbeBaronHumboldt,F.R.S. 


Al. Copl. Hutchison, Esq. 
F.R.S. 

The Commissioners of Pub¬ 
lic Records 

William Jacob, Esq, F.R.S, 


M. Jomard. 
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Presents, 

KELLY (P.) Supplement to the Universal Cambist for 1827. 4to. 

KLAPROTH, see CHAMPOLLION. 

KUPFFER (A. T.) Preiss-sckriit iiber genaue Messung der Winkel 
an Krystallen. 4to. Berlin 1825. 

LAURENT (C.) Histoire de la Vie et des Ouvrages de P. F. Percy, 
Composee sur les Manuscrits Originaux. 8vo. A' Versailles 1827, 

LEA (I.) Description of Six New Species of the Genus Unio, em- 
bracing the Anatomy of the Oviduct of one of them; together with 
some Anatomical Observations on the Genus. 4to. Phtiadelph. 1827. 

LETTERS. Sixteen original MS. Letters of Dr. Maskelyne and 
Dr. James Lind, relating chiefly to the Transit of Venus. 

LIBRI (G.) Memoires de Mathematique et de Physique. Prem. 
partie. 4to. A' Pue 1827. 

— -Memoria sopra la Fiamma. 8vo, Firenze 1827. 

- . . ’ Baggio d’ Esperienze Elettrometriche del Professor Ma- 

rianini. 8vo. Venezia 1825. 

--Lettera intorno ad alcuni Oggetti di Fisica. 8vo. 1827. 

LINCOLN. Rules for the Government of the County Gaol and 
Castle of Lineoin. 4to. Land. 1827. 

LINNEAN SOCIETY. Transactions of the Lmnean Society of 
London. Vol. XV. Part II. 4to. Bond. 1827. 

--— Two additional Plates to the preceding, 

illustrative of a Paper on the Tracheae of Birds. 

LITTROW, see ANNALEN. 

LOUDON (J. C.) The Magazine of Natural History. No. 1. 8vo. 
Bond. 1828. 

LYCEUM. Contributions of the Maclurian Lyceum to the Arts and 
Sciences. Vol. I. Nos. 1 and 2. 8vo, Philadelphia 1827. 

MATHIAS (T. J.) Canzone per la Morte di Federico North, Conte 
di Guilford. 8vo. Bondra 1828. 

MATHIEU (Mons.) Histoire de I’Astronomieau Dix-Huitieme Siede. 
Par M. Delambre. Publiee par M. Mathieu. 4to. A ' Paris 1827. 

MEDICO-BOTANICAL SOCIETY. Transactions of the Medico- 
Botanical Society of London. No. 1. 8vo. Bond. 1828. 

-- Bye Laws of the Medico- 

Botanical Society of London. 8vo. Bond. 1828. 

MEDICO-CHIRURGICAL TRANSACTIONS. Vol. XIII. 8vo. 
Bond. 

MEYER, see ANNALEN. 

MILLER (P.) A short Narrative of Facts relative to the Invention 
and Practice of Steam Navigation; by the late Patrick Miller, Esq. 
of Dalswmton • drawn up by his eldest Son. 4to. Edinh.1825. 

. Memoir regarding Symington and Bell’s pretensions to be 

considered the original Inventors of Steam Navigation. 8vo, 
Edmh. 1825. 


Donors. 

Dr. P. Kelly. 

Dr. Adolph. TheodJKupfFer. 

la Bar. V* Farcy, and 
Dr. Laurent. 

Isaac Lea, Esq, 


J. Walker, Esq. F.R.S* and 
J. G. Children,Esq, F.R.S. 
Signor Gngl. Libri. 


Sir Edw.Ffrench Bromhead 
Bart. F.R.S. 

The Lmnean Society. 

William Yarrell, Esq. 


J. C. Loudon, Esq, 

The Maclurian Lyceum at 
Philadelphia. 

T. J. Mathias, Esq. F.R.S. 
M. Mathieu. 

The Medico-Botanical So¬ 
ciety. 


The Medical and Chirur- 
gical Society. 

Patrick Miller, Esq. 
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Presents. 


Donors. 


MONRO (A.) The Morbid Anatomy of the Brain, Illustrated by 
Copperplates. Vol. I. Hydrocephalus, 

MONTICELLI (T.) In Agrum Puteolanum Camposque Phlegraeos 
Commentanum. 4to. Neapoh 1826. 

MOREAU (C.) The Past and Present Statistical State of Ireland. 
Exhibited in a Senes of Tables, constructed on a New Plan, and 
principally derived from Official Documents and the best Autho¬ 
rities. Fol. Lond. 1827. 

-Examen Impartial du Commerce de la Grande-Bretagne 

avec toutes les parties du Monde, durant les periodes les plus remar- 
quables des 17eme» 18eme, et 19eme Siecles. (Sheet.) Lond. 1828. 

-Chronological Records of British Finance, from the 

earliest period (A.D. 55.) to the present time (1828). Founded on 
Official Documents. Obi. Fol. Land. 

-Examen Statistique du Royaume de France en 1787, 

etabli sur des Documens Officiels. (Sheet.) Lond. 1828. 

MUSUMECI (P.) Gran Teona della Conservazione. Opera filo- 
sofica. 8 Tom. 8vo. Catania 1820 , e Messina 1826. 

NAUTICAL ALMANAC, and Astronomical Ephemeris for the year 
1830. 8vo. Lond. 1827. 

-Supplement to the Nautical Almanac for the year 1828. 8vo. 

NOBLE (S.) A Lecture on the Astronomical Doctrine of a Plurality 
of Worlds. 8vo. Lond. 1828. 

PARRY (W. E.) Narrative of an Attempt to reach the North Pole, 
m Boats fitted for the purpose, and attached to H. M. Ship Hecla, 
m the year 1827. Illustrated by Plates and Charts. 4to. 
Lond. 1828. 

PEARSON (W.) Appendix to Vol. I. of an Introduction to Practical 
Astronomy. 4to. Lond. 1828. 

PERCY, see LAURENT. 

PETERSBURGH. Memoires de l’Acaderaie Imperiale des Sciences 
de St. Petersbourg. Tome X. 4to. St, Petersbourg. 

.....Recueil des Actes de la Seance Solennelle de 

l’Academie Imperiale des Sciences de St, Petersbourg, tenue a 
1’occasion de sa F6te Seculaire le 29 Dec. 1826. 4to, St. Peters¬ 
bourg 1827. 

— -A Greek Poem addressed to Nicholas I, on die 

Centenary Anniversary of the Royal Academy of Sciences at St. 
Petersburgh. Fol. 

— - —- A Medallion of Nicholas I. Emperor of Russia. 

PETTIGREW (T. J.) Bibliotheca Sussexiana—A Descriptive Cata¬ 
logue, accompanied by Historical and Biographical Notices, of the 
Manuscripts and Printed Books contained in the Library of 
H.R.H. the Duke of Sussex. Vol. I. Part I. MSS. with 15 Plates. 
Part II. Printed Books, with 5 Plates. Lond. 1827. 


Dr. Alexander Monro. 
Cav. Monticelli. 


Cesar Moreau, Esq. F.R.S. 


Signor Musumeei. 

The Commissioners of Lon¬ 
gitude. 

The Rev. S. Noble. 

Captain W. E. Parry, R.N. 
F.R.S. 


The Rev. William Pearson, 
LL.D. F.R.S. 

The Royal Acad, of Sciences 
at St. Petersburgh. 


H. R. H. The Duke of 
Sussex, F.R.S. 
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Presents. 

PHILADELPHIA. Transactions of the American Pliiiosophical So¬ 
ciety, held at Philadelphia, lor promoting Useful Knowledge. 
Vol. III. Parti. N.S. 4to. Philadelphia 1827. 
PHILADELPHIA, see LYCEUM. 

PHILIP (A. P, W.) A Treatise on Indigestion and its Consequences, 
called Nervous and Bilious Complaints; with Observations on the 
Organic Diseases in which they sometimes terminate. Sixth 
edition; with considerable additions respecting the Nature and 
Treatment of the Disease, ami particularly of the more protracted 
cases. 8vo. Lond. 1828. 

PHILLIPS (R.) Natural Philosophy.—Some Principles and Reason¬ 
ings in regard to the Mechanism of Nature. 8vo. Lond . 1827. 
PHILOSOPHICAL MAGAZINE and ANNALS OF PHILO¬ 
SOPHY, No. 7 to No. 18. 8vo. Lond. 

POISSON (M.) Memoire sur le Mouvement de la Terre autonr de 
son Centre de Gravite. 4to. A' Paris 1827. 

POPKEN (F. A. I.) Historia Epidemiae Mahgnse. Anno 1826 
Jeverae Observatse. 8vo. Bremce et Lips. 1827. 

PRAIA (Bar. da Villa da). Elementos de Direito Social, ou Prin- 
cipios de Direito Natural, que devem servir de Base a* Constitui^ao 
das Sociedades Civis. Svo. Lisboa 1827. 

PRINTING. Specimens of Metallic Printing. 

QUETELET (A.) Recherches sur la Population, les Naissances, les 
Deces, les Prisons, les Depots de Mendicite, etc. dans le Royaume 
des Pays-Bas. 4to. 

-Correspondance Mathematique et Physique. Tome 

tioisieme. 

-Resume d’une Nouvelle Theorie des Caustiques, suit i de 

differentes apphcations a la Theone des Projections Stereogra- 
phiques. 4to. 

RASP AIL (Mons.) Recherches Chmiiques et Physiologiques destmees 
a exphquer non seulement la Structure et le Developpement de 
la Feuille, du Tronc, ainsi que des organes qui n’en sont qu’une 
transformation, mais encore la Structure et le developpement des 
Tissus Animaux. 4to. A' Paris 1827. 

REDHEAD (J.) Memoria sobre la Dilatacion Progresiva del Ayre 
Atmosfenco. 8vo. Buenos Ayres 1819. 

REISS (M.) De Lineis et Superficiebus iEquidistantibus, Dissertatio 
Inauguralis. 4to. Gottingoe 1826. 

REPORT. Report of the Committee of the Portsmouth and Portsea 
Literary and Philosophical Society. 8vo. Portsmouth 1826-7. 
See WATER. 


Donors. 

The Philosophical Society 
at Philadelphia. 


Dr. A. P. Wilson Philip, 
F.R.S. 


Sir Richard Phillips. 
Richard Taylor, Esq. 

M. Poisson, F.R.S. 

Dr Popken. 

The Baron da Villa da 
Praia, F.R.S. 

Messrs. Howlett and Brim¬ 
mer. 

Professor Quetelet. 


M. Raspail. 


Dr. Joseph Redhead. 

Dr. Michael Reiss. 

The Portsmouth and Portsea 
Literary and Philosophi¬ 
cal Society. 



[ 9 ' 3 


Presents. 

RIGAUD (S. P.) Astronomical Observations made at the Radclifie 
Observatory at Oxford, from May 1, 1827, to May 1,1828. By, 
and under the direction of, Stephen Peter Rigaud, Esq. F.R.S. 
Folio, MS. 

ROSS (J.) On Navigation by Steam. 4to. Load. 1828. 

ROYAL INSTITUTION. A Quarterly Journal of Science, Lite¬ 
rature, and the Arts. Nos. i—6, New Series. 8vo. Lond. 

SCALE, see STANDARD. 

SCORZA (G.) Divinazione sulla Geometria Anahtiea degh Antichi, 
ovvero sui metodo usato dalle Greche Scuole nella Risoluzione de’ 
Problemi. 8vo. Napoli 1823. 

SHUCKBURGH (Sir G.) See STANDARD SCALE. 

SMITH (J. E.) The English Flora. VoL IV. 8vo. Load. 1828. 

STANDARD SCALE. The Parliamentary Standard Scale, con¬ 
structed by Mr. Troughton, for the late Sir George Shuekburgh, 
Bart. 

STATUTES OF THE REALM. See INDEX. 

STOCKHOLM. Kongl. Vetenskaps-Academiens Handlmgar. For 
Ar 1826. (Two Parts.) 8vo. Stockh. 1827. 

—--- Arsberattelser om Vetenskapernas Framsteg, afgifne af 

Kongl. Vetenskaps-Academiens Embetsman, D. 31 Mars 1827. 
8vo. Stockholm 1827. 

STRUVE (F. G. W.) Catalogus Novus Stellarum Duphcium et 
Multiplicium, maxima ex parte in Specula Univeisitatis Caesareae 
Dorpatensis, per magnum Telescopium Achromaticum Fraunhoferi 
detectarum. Fol. Dorpati 1827. 

STRUVE, see DORP AT. 

TILGHMAN, see DU PONCEAU. 

TRANSLATION. Report of the Proceedings of the First General 
Meeting of the Subscribers to the Oriental Translation Fund. 8vo. 
Lond. 1828. 

TURIN. Memone della Reale Aecaddemia delle Science di Torino. 
4to. Torino 1827. 

VETUSTA MONUMENTA. VoL V. Plates XLVII.—L. 

VULLIAMY (B. L.) Some Considerations on the subject of Public 
Clocks, particularly Church Clocks; with Hints for their Improve¬ 
ment. 4to. Lond. 1828. 

WATER. Report of the Commissioners appointed by His Majesty 
to inquire into the State of the Supply of Water m the Metropolis. 
Printed by Order of die House of Commons. Fol. 1827. 

WHEWELL (W.) An Essay on Mineralogical Classification and 
Nomenclature ; with Tables of the Order and Species of Minerals. 
8vo. Comb. 1828. 


Donors. 

The Trustees of the late 
Dr. Raddiffe. 


Captain John Rosa, R.N. 
The Managers of the Royal 
Institution. 

Prof. Giuseppe Scorza. 


The late Sir James Edward 
Smith, F.R^S. . 

The Hon. C. C. C. Jenkm- 
son. 


The Royal Academy of 
Sciences at Stockholm. 


Professor Struve, F.R.S. 


The Royal Asiatic Society 


The Royal Academy of 
Sciences at Turin. 

The Society of Antiquaries 
of London. 

Mr. B. L. Vulliamy. 


Dr. Roget, Sec. R.S. 


Professor Whewell, F.R.S. 


b 
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Presents. 

WILLIAMSON (R.) A Proof Impression of Hogarth’s original Plate 
of the Interview between Henry the Eighth and Anne Boleyn. 
Restored and re-published by Messrs. R. and E. Williamson. 

WRITS. The Parliamentary Writs and Writs of Military Summons, 
together with the Records and Muniments relating to the Suit and 
Service due and performed to the King’s High Court of Parliament 
and the Councils of the Realm, or affording Evidence of Attend¬ 
ance given at Parliaments and Councils. Collected and edited by 
Francis Palgrave, Esq. F.R.S. 

YARRELL (W.) On the Osteology of the Chlamyphorus Truncatus 
of Dr. Harlan. 8vo. Lond. 1828. See LINNEAN SOCIETY. 
YORKSHIRE PHILOSOPHICAL SOCIETY. Annual Report of 
the Council of the Yorkshire Philosophical Society for 1827. 8vo. 
York 1828. 

ZOOLOGICAL JOURNAL. Nos. 10,11, and 12. 8vo. Lond. 

ZOOLOGICAL SOCIETY. Design for the Garden in the Regent’s 
Park belonging to die Zoological Society. (Chart.) 1827. 


Donors. 

Mr. Richard Williamson. 


The Commissioners of Pub¬ 
lic Records. 


Wm. Yarrell, Esq. 

The Council of the Y orkshire 
Philosophical Society. 

The Editors. 

The Zoological Society. 
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9 o’clock, A.M 3 o’clock, P M 
1827.- 

January. 0310111 Thmn Barom - Thmn , 

]) 1 29 940 47 0 ^9.764 48.5 

$ 2 29.528 45.0 29.611 38 0 

¥ 3 29.545 35.5 29.463 37 0 

n 4 29.641 30.5 29.675 32.0 

9 5 30.054 32.0 30.174 33.1 

h 6 30.334 32.0 30.271 34.0 

G 7 30.108 36.0 30.090 37.8 


Fahrenheit 

f-1- 

SAM 3PM 

45.5 47.5 

37.0 37.5 

22.5 28.0 
20.0 26.0 

28.5 30.0 

28.4 32.4 

39JJ 42.0 


Seif-registering 
Lowest Highest 

44.0 47.5 

35.0 38.0 


25.9 30.0 

26.0 39.2 


Bam, m Direction J 
inches of the i 
Read off Wind at 
atSA.M SAM 


Overcast 

Fine, 

Cloudy 

Overcast and foggv 
Cloudless—strong haze 
Strong haze—hail and rain 
Strong fog 


5 8 

; 29.991 

40.2 

29.926 

42.2 

42 

46.6 

49.2 

40.8 

49.6 j 


SW 

Strong fog 

4 9 

29.867 

43.9 

29 789 

45.2 

38 

42.1 

45.2 

42.0 

45.2 1 


W var 

Fine—tight clouds and haze 

¥ 10 

29.875 

43.0 

29.462 

43 7 

39 

40.7 

44.3 

39.0 

49.5 


SW 

Rain-hazy—brisk wind. 

Ull 

29.293 

42.9 

29.263 

43.8 

39 

39.0 

39.2 

37.4 

39.2 ! 


SW 

Fine—cloud) 

? 12 

29.195 

41.2 

29.530 

42.0 

37 

37.2 

39.0 

35.2 

39.0 


NNW 

Ctoudv and foggv 

[night 

Rain—foggy V»oIent wind during the 

O h 13 

29.959 

38 8 

29 795 

40.6 

34 

33.9 

39.1 

30.5 

48,8 

1.080 

SW 

on 

29 428 

42.8 

29 379 

45.9 

44 

48.8 

45.9 

39.4 

48.8 


SW var. 

Fine—cloudy Strong wind. 

]. 15 

30,149 

39.6 

30.234 

41 9 

27 

34.0 

37.8 

32.6 

41.0 


NW 

line—hazy 

3 16 

30 050 

40 7 

29.969 

42.7 

40 

41.2 

462 

36.2 

47.6 


SW 

Overcast and foggy. 

¥17 

30.227 

41.8 

30.255 1 

42 9 

37 

37.2 

39.3 

36.8 

39.3 


N var 

Cloudy-—faint haze. 

21 18 

30.231 

40 6 

30.254 | 

41 1 

34 

34.3 

365 

34.2 

36.5 


NNE 

Cloudy and foggy 

? 19 

30 266 

! 36.0 

30.290 j 

37.7 

28 

33.0 

34.2 

31.6 

34.2 


NE 

Fine—cloudy Strong fog A M 
(AM Fine—1 ght clouds P M Over- 

k 20 

30.204 

35.6 

30.110 

36.4 j 

27 

300 

328 

27.8 

32.8 


N 

\ cast A tall of snow in the night. 

C21 

29 833 

33 2 

29.743 

33 0 

25 

27.0 

26.8 

261 

29.5 


N 

| Fine—light clouds 
/AM Snow, in small flakes P M 

j, 22 

29.469 

33 0 

29 600 

32.4 

28 

280 

27.1 

25 2 

27.1 


NE 

1 Fine Brisk wind 

JAM Snow P M Fine—light stretch- 

$ 23 

29.597 

29 2 

29 543 

31.9 

26 

27.0 

28.9 

212 

28.9 


NNW 

t mg clouds 

¥24 

29 531 

31 2 

29 578 

33 6 

27 

28.8 

32.5 

26.5 

32.5 


SW 

Cloud) Light fall of snow 

V 25 

29 628 

32.0 

29 625 

33.2 

29 

29.0 

30.9 

270 

30.9 


NE 

I Dark—strong fog 

/AM Snow—foggy P M Fine — 

¥ 26 

29.667 

29.7 

29 681 

33.0 

24 

21.3 

32.2 

18.0 

322 


W 

t ne«rl> cloudless 

(AM Overcast P M NearH cloud- 

0 k 27 

30,099 

33.2 

30.199 

34.5 

25 

320 

32.8 

30.1 

32 8 


N 

1 less Light haze 

028 

30.165 

31.8 

30.032 

35.5 

26 

295 

37.0 

240 

42.0 


ssw 

Cloud) and overcast 

D 29 

29.903 j 

37 5 

29.848 

40.8 

42 

420 

44,0 

36.8 

44 0 


SW 

Cloudy and overcast 

S 30 

29.777 ! 

39.4 

29.725 

40.8 

37 

36.9 

400 

34.5 

40.0 


s 

Fine and dear—light douds 

¥ 31 

29.69/ 

40.6 i 

29.681 

42.9 

39 

400 

44 0 

364i 

44.0 


s 

Overcast and fogg) 


Mean 

29 847 

Mean 

37.3 

Mean 

29.824 

Mean 

38.6 

Mean 

26.3 

1 Mean 

343 

Mean 

370 

Mean 

312 

Mean 

39.2 

Sum 

1080 




Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr 


f 9 A M. 3 PM.) 

129 837 29 811 J 


OBSERVANDA. 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge.. *=83 feet 2$ in. 

... above the mean level of the Sea (presumed about) ... ........ =95 feet. 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Ram Gauge above the Court of Somerset House... =79 feet 0 in. 

The hours of observation are of Mean Time, the day beginning at Midnight. 

The Thermometers are graduated by Fahrenheit’s Scale. 

Hie Barometer is divided into inches and decimals. 
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METEOROLOGICAL JOURNAL FOR FEBRUARY, 1827. 


9 o'clock 

AM. 

3 o'clock 

PM 

Dew 

External Thermometer. ] 

Barom 

Attach 

Therm 

Barom 

Attach 

Therm. 

SAM. 
in de¬ 
grees of 
Fahr 

Fahrenheit 

9AM 3PM 

Self-registering. 
Lowest. jHighest. 

29.752 

43.0 

29.741 

44.0 

40 

39.9 42.5 

39.9 

42.5 

29.913 

4 U 

29364 

42.1 

27 

35.0 38.1 

35.0 

38.1 

30.376 

36.2 

30.476 

37.5 

18 

31.0 33.7 

28.6 

33.7 

30.558 

35.0 

30.537 

37 8 

31 

33,2 36.8 

28.3 

36.8 

30.496 

36.5 

30.429 

383 

33 

35.0 35.9 

32.8 

35.9 

30.285 

35.0 

30367 

38.1 

32 

32,5 39.9 

27.9 

40.0 

30.415 

37.8 

30.402 

39.7 

34 

36.4 39.2 

33.0 

39.2 

30 450 

35.8 

30.449 

373 

32 

32.3 34.3 

29.3 

34.3 

30.365 

34.0 

30303 

36.1 

25 

30.2 33.8 

28J 

33.8 

30.164 

33.3 

30057 

363 

29 

29.4 34.8 

27.7 

34,8 

29.819 

34.4 

29.768 

35.0 

30 

30.1 32.3 

30.0 

35.0 

29 861 

35.2 

29.883 

38.0 

35 

35.2 38.0 

30.9 

38.0 

30.082 

35.8 

30.151 

38.7 

32 

33.1 37.6 

31.2 

37 8 

30 055 

35.3 

29.978 

38.2 

31 

31.2 39.0 

27.2 

39.2 

29.857 

37.1 

29.947 

38.8 

35 

35.1 33.9 

31.1 

35.8 

30.136 

33.3 

30.101 

35.1 

8 

23.8 29.9 

23.2 

29.9 

29 939 

30.4 

29 888 

332 

21 

21.1 30.2 

19.0 

30.2 

30.045 

299 

30.045 

31.9 

22 

25.3 28.0 

19.6 

28.2 

29 921 

29.1 

29.792 

31.1 

25 

25.1 27.3 

23.1 

273 

29 674 

273 

29 645 

30.8 

22 

25.2 30/) 

20.9 

35.0 

29.634 

332 

29.650 

35.0 

32 

35.0 36.8 

300 

36.8 

29 849 

34.3 

29.944 

36.8 

32 

32.5 37.0 

3L3 1 

37.6 

30.058 

32.2 

29 998 

37.3 

26 

26.0 38.2 

23.2 

38.2 

29 937 

35.0 

29.942 

37.3 

23 

34.2 39.0 

28.3 

39.0 

30.159 

336 

30126 

37.3 

26 

28.0 39.6 

24.8 

39.6 

29.833 

36.8 

29.744 

40.1 

36 

37 9 46.3 

32.9 

50.0 

29 479 

44.8 

29.526 

47.8 

47 

50.1 52.5 

46.0 

523 

29.687 

442 

29308 

46.0 

38 

38.3 48.9 

3 7.7 

50.0 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean Mean 

Mean 

Mean 

30.028 

35.3 

30.009 

37.7 

29-3 

32.2 36.9 

29.3 

373 


Rain, in Direction 
inches. of the 
Reid off! Wind at 


SE Overcast and foggy 

ESE f AlM Fme—lighthaze PM Clonfij 
i —brisk wind 

NNWvar Fine-cloudv-bnsk wind 

N Overcast and hazv 

NE A.M Cloudy. P.M Fine—light clouds. 

N Cloudv and hazy 

N Fine and clear—nearly cloudless 

NNE Very fine—nearly cloudless. 

NNE Fine and cloudless—light base 

NNE Fine— light hare. 

NE Overcast and foggv 

N Cloudy and foggy 


N Fine—cloudy—brisk wind 

rc . r CAM Fine—faint hare PM Cloudy 

ESE ( and haiy 

SSW { ons whlte fogalld hoar 
r>cr- / A.M Cloudless P M. Cloudv—tonsk 
Eah. \ wind. 

ENE Cloudy and hazy 

Jy Overcast and hazy 

N Cloudy and hazy 

N Fine and dear—nearly cloudless j 
W S W Fine—cloudy—hazv. 

WSW Cloudy 

1 r A M Very strong % P M Cloudless 
N l —brisk wind 

_ ) Cloudy—brisk wind. Strong gales in 

SSW i the night. 

_ JAM Fine and clear PM Cloudy 

SE 1 —brisk wind. 


y Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr.. j 30^23 


9 A.M. 3 P.M. 1 

30.023 29.998 \ 


OBSERVANDA. 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge .... =83 feet 2§ in. 

*•••■.....above the mean level of the Sea (presumed about) ............ *95 feet. 

The external Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Rain Gauge above the Court of Somerset House ... =79 feet 0 in. 

The hours of observation are of Mean Tune, the day beginning at Midnight 
The Thermometers are graduated by Fahrenheit’s Scale. 

The Barometer is divided into inches and decimals. 












METEOROLOGICAL JOURNAL FOR MARCH, 1827- 


5 



9 o’clock, 

, AM. 

} 3 o’clock, P M 

Dew 

1 External Thermometer j 



j 

1827 





Point at 








March. 

Barom 

Attach 

Therm 

Barom 

Attach 

Therm. 

SAM 
m de¬ 
grees of 

j Fahrenheit, 

Self-registenng j 

inches 
Read off 
at9A.M 

of the 
Wind at 

9 A.M 

Remarks. 






Fahr 

j 9 A M. 

3PM 

Lowest. 

Highest 




V 1 

29.317 

48.9 

29.438 

51.2 

49 

j 50.0 

51.8 

48.1 

51.8 


ssw 

Fine—cloudy—strong wind. 

? 2 

29 284 

49.8 

29.364 

49.1 

47 

j 47 0 

41.7 

438 

47.0 


ssw 

JAM Heavy ram and boisterous wind 
l PM Fine—light clouds 

h 3 

29.465 

47.0 

29.293 

48.3 

43 

i 43.0 

46.8 

38.5 

48.0 


S var 

Cloudy—brisk wind 

0 4 

28 817 

48.5 

28.782 

50 2 

46 

46.2 

47 8 

42.7 

47.8 


S var. 

Fine—cloudy Strong wind 

3> 5 

29.741 

43.2 

29.641 

46.8 

30 

36.9 

43.9 

32.0 

47.9 

1.005 

WSW 

A.M. Cloudy—light wind. PM Fine 

3 6 

29.069 

47.0 

28 957 

49.2 

46 

48.1 

47 5 

42.8 

48.3 


WSW 

fP.M Fine and dear Violent gales, 
l with showers during the day 

5 7 

29.553 

45.9 

29 367 

49.5 

41 

41.2 

48 5 

37.9 

48.8 


SW 

Fine and cloudless—brisk wind 

% 8 

28.856 

48 5 

28.923 

50.8 

46 

46.9 

48.9 

43.0 

48 9 

0.016 

SSW var. 

Cloudy—violent wind 

2 9 

29 407 

44.6 

29.419 

46.2 

32 

37.5 

41.0 

33.5 

41.0 


NNE 

Lightly overcast 

h 10 

29.728 

40.4 

29.830 i 

44.0 

33 

36.8 

43.0 

31.2 

50.0 


N 

Cloudless and very fine—light breeze. 

Oil 

29 527 

45.2 

29.577 

48.7 

47 

50 0 

53.8 

38.0 

53.8 


WSW 

Cloudy—brisk wind 

}> 12 

j 29.676 

49.2 

29.872 

51.6 

47 

48 3 

54.0 

46.2 

54.0 


N 

Fine—light haze 

0 3 13 

! 29 839 

49.8 

29 868 

52.9 

48 

49.3 

54.8 

45.7 

55 0 


SW 

Dissolving clouds—slight fog—light 

5 14 

! 29.762 

50.9 

29 874 

52.8 

40 

47.3 

49.9 

44.5 

49.9 


WNW 

Fine and clear 

n is 

’ 29 627 

18.9 

29 623 

50.0 

42 

44.8 

45.6 

41.4 

45.6 


WSW 

f A M Overcast and foggy P M Fine 
l and clear—light wind 

? 16 

| 30 147 

455 

30.119 i 

48 4 

36 

39.8 

46.9 

34.5 

46.9 


NW 

Fine—lightly overcast. 

hl7 

i 29 367 ! 

48 4 

29.408 

49 2 

44 

46.2 

45.9 

42.1 

46.2 


NW var. 

Cloudy 

Oisi 

! 30.025 ! 

42.3 

30.086 

44.8 i 

32 

38 7 

430 

341 

43.0 


NW var. 

Fine—cloudy—brisk wind 

1> 19 

' 30 330 i 

41.9 

30.306 

45 2 

30 

38.7 

44.0 

32 2 

46.7 


SW 

Cloudy—slight haze 

£ 20 ’ 

30 236 

43.0 j 

30.187 

47 9 

46 

47.0 

52.6 

41.4 

52 6 

0 260 

SSW 

Overcast and foggy 

$ 21 1 

30.079 

48.5 

30.053 

51,2 

47 

50.0 

52.5 

47.8 

52.5 


WSW 

Overcast and foggv 











[haze 

^ 22 ! 

30 083 

30 4 ! 

30 045 

53.o 

48 

49.2 

37 2 

46.1 

57.2 


WNW 

A M. Cloudy P M Very fine—light 

2 23 ‘ 

30.106 

52 6 ! 

30 074 

55 0 

50 

52 2 

57.2 

44.6 

57.6 


WSW 

Fine—nearly cloudless—light wind 

h 24 | 

30 081 

53 2 

30 081 

56 7 j 

50 

50 3 

55.2 

44 1 

55.8 


w 

Fine—cloudy 

0 23 | 

29.977 

52.7 

30.015 

54 2 

49 

49.5 

50.2 

44.3 

50.2 


WSW 

Cloudy 

j 26; 

30.284 

46 1 

30 247 

49.2 

30 

39.7 

46.8 

33.9 

46 8 


NNW 

Fine—hghtly overcast 

® <?27j 

29.971 

47 6 

29 851 

30.3 

40 

44.9 

49 3 

36.3 

49 3 


SSW 

Cloudy—light showers 

5 28! 

29.658 

50.2 

29.455 

53 2 

38 

48.5 

52 2 

40.0 

52.2 


SW 

Fine—cloudy. Violent gales. 

V- 29; 

29 245 

49.7 

29 282 

51.8 

38 

44.8 

47.2 

38 4 

47.6 


W var. 

tAM Fine and dear P.M Cloudv 
l —brisk wind 

? 30 

29.401 

46.5 

29.438 

49 8 

39 

42.0 

45 4 

35.2 

47.1 


WSW 

Overcast—brisk wind—showery 

1*31 

30.141 

48 5 

30.139 

50.4 

30 

47.1 

49.6 

37.8 

50.0 


SW 

Fine—light cloud* 


Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Sum 




29.704 

47 6 

29 697 

50.1 

41 4 

43 2 

48.8 

40.1 

49.7 

1.281 

! 


Month!; 

jr Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr. . 

.... | 

9 AM. 3 PM.) 

29 668 29.655 $ 







OBSERVANDA. 






Valorlm 



. -83 feet 2§ in 






..above the mean level of the Sea (presumed about) 



The External Thermometer 

is 2 feet highe 

r than the Barometer Cistern. 





Height of the Receiver of the Rain Gauge 

above the Court of Somerset House.. 




The hours of observation are of Mean Time, the day beginning at Midnight. 




The Thermometers are graduated by Fahrenheit’s 

Scale. 







The Barometer is 

divided into inches and decimals 
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METEOROLOGICAL JOURNAL FOR APRIL, 1827, 



9 o’clock, A M 

8 o’clock 

P.M 


Externa! Thermometer 









Point at 

_ 








Barom 

Attach 

Barom 

Attach 

SAM 

bide- 

Fahrenheit 

Sdf-registenng 

inches. 
Read off 
.A 

of the 
Windat 

Remarks 






*Fahr 

9 A.Sf 

3 P.M 

Lowest 

Highest 




0 1 

30.169 

47.0 

30.118 

48.9 

41 

43.6 

46.3 

40.0 

48 0 


W 

Overcast—light fog. Showery 

3) 2 

30.120 

48.2 

30.086 

513 

47 

483 

55.8 

44.7 

55.9 


wsw 

Cloudy and foggy. 

$ 3 

30.086 

51.2 

30.068 

53.6 

51 

513 

54.9 

478 

543 


w 

Overcast and foggv 

5? i 

30.121 

521 

30.102 

55 6 

50 

50.8 

56.9 

45.2 

573 


sw 

Cloudy—light breeee 

% 5 

30.109 

54.8 

30.069 

57.5 

49 

543 

60.9 

481 

61.4 


s 

Very’ fine and dear—hght breeze. 

9 6 

29.953 

58.8 

29.982 

61.1 

53 

60.0 

64.6 

511 

65.0 


SSE 

Fine—fleecy clouds—light breeze 

h 7 

30.136 

573 

30.154 

59 2 

43 

51.8 

598 

49.6 

60.4 


WNW 

Fine—light clouds. 

0 8 

30.358 

573 

30.309 

593 

46 

533 

57.1 

47.8 

57.8 


ESE 

Pine—cloudy 

D 9 

30.106 

56.8 

29.990 

59.7 

48 

53.0 

613 

46.9 

61.9 

0.010 

SSW 

CVery fine and dear—thin clouds— 

J 10 

29.872 

55.2 

29.858 

58.5 

48 

51.6 

562 

463 

56.7 


WSW 

Cloudy. 

0 » 11 

29.896 

54.8 

29.887 

583 

51 

52.5 

553 

463 

56.4 


SE 

Cloudy 

if . 12 

29.797 

553 

29788 

5G0 

49 

513 

51.9 

453 

523 


S 

Cloudy—shewerr 

? 13 

30.111 

53.9 

30.128 

56.6 

47 

473 

56.7 

41.1 

56.8 


NW 

Fine—cloudv 

h 14 

30310 

53.0 

30143 

56.1 

40 

49.1 

570 

418 

573 


NNE 

Very fine—light clouds 

015 

30.063 

543 

30 051 

57.0 

50 

51.6 

54.7 

463 

55 0 


NNW 

Cloudy 

3) 16 

30065 

53.7 

30.055 

56.4 

40 

488 

52.0 

45.8 

52.4 


N 

Cloudy 

*17 

30.045 

51.8 

30.007 

54.8 

45 

46.3 

50.8 

413 

51.4 


N 

("Lowering At 5h 30m P M heavy 
\ rain, with hail 

$ 18 

29.913 

500 

29.849 

51.6 

44 

444 

46.8 

413 

47.4 


N 

Overcast and foggy—showers 

n 19 

29.750 

508 

29.700 

53.5 

47 

47.4 

52.0 

443 

522 


£ 

Cloudy 

? 20 

29.655 

48.6 

29.613 

51.8 

42 

42.0 

493 

39.8 

49.8 


ESE 

Fine—cloudy 

h 21 

29.518 

48.9 

29.532 

50.8 

46 

468 

493 

43.7 

493 

0.031 

EKE 

Overcast—showery 

©22 

29.681 

47.8 

29.720 

483 

43 

43.8 

44.0 

41.4 

44 0 


N var 

Overcast—brisk wind. 

D 23 

29.721 

453 

29 684 

463 

33 

42.0 

43.7 

373 

43 7 


NNE 

Lowering 

<? 24 

29.523 

443 

29.566 

47.5 

39 

413 

44.0 

33.1 

45 8 


S var. 

Cloudy—showery j 

^ 25 

29.775 

483 

29.843 

48.8 

30 

453 

51.0 

333 

513 


WSW 

Fine and clear—light clouds 

• ¥26 

30.128 

47.0 

30.187 

49.6 

35 

44.0 

523 

353 

531 


sw 

Fine and clear—light clouds 

? 27 

30.324 

51.8 

30365 

52 9 

36 

51.8 

56.6 

32.8 

57.0 ! 


SSE 

Fine—hght clouds. 

Ti 28 

30.118 

53.8 . 

30.031 

55.6 

48 

54.9 

62.0 

41.8 

63.9 


SE 

Clear and cloudless. 

029 

30.030 

58.5 

30.027 

604 

55 

63.5 

653 

46 7 

67.6 


E 

Clear and cloudless. 

3) 30 

30.079 

62.1 

30.052 

64.3 

55 

65.5 

72.0 

513 

733 


NW 

Fine and clear—light cloud* 


Mean 

Mean * 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean i 

Sum 




29.981 

52.4 j 

29.962 

54.7 

45.0 

49 9 

54.7 

433 

533 

0.041 


j 

Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr. . . 

•-I 

9 A.M. 3 P.M ) 

29.933 29 908 H 







OBSERVANDA 









n 

_ 

vc a Rral Mart an \ 







. -95 feet. 


rhe External Thermometer 

is 2 feet higher than the Barometer Cistern. 
















.. *79 feet 0 m 















The hours of observation ar 

of Mean Time, the day beginning at Midnight. 




The Thermometers are graduated by Fahrenheit’s 
The Barometer is divided into inches and decimals 

Scale. 
















METEOROLOGICAL JOURNAL FOR MAT, 1827- 7 



9 o’clock 

AM 

3 o’clock 

PM 

Dew 

External Thermometer 




1827 





Pomt at 





Rain, in 

Direction 






9AM 





Inches 

ot the 

Remarks. 

May. 

Barom 

Attach 

Barom 

Attach. 


Faoxenheit. 

Sell-registering 

Read off 

Wind at 

Therm 








9 AM 





Fahr. 

9 AM. 

3PM 

Lowest 

Highest. 



3 1 

30.053 

63.1 

30.033 

66.5 

56 

62.1 

69 2 

56.1 

69.8 


WSW 

Fine—cloudy. 

£ 2 

30036 

59$ 

29588 

61 8 

51 

51$ 

60.8 

50.0 

62.6 


SE 

Fine—light wind. 

V- 3 

29.953 

64.0 

29.913 

655 

56 

60.7 

67$ 

51.0 

68.8 


WSW 

Fine—light clouds. 

? 4 

29.906 

63.0 

29,884 

65.1 

54 

57.0 

64.2 

50.7 

64.9 


NW 

Goudy 

h 5 

29.678 

60$ 

29.625 

61$ 

55 

55,9 

56.0 

518 

$6.0 


S 

Lowering—ram 

0 6 

29.302 

59.3 

29.172 

60.0 

51 

54.5 

55.9 

53.0 

56 8 


ssw 

Overcast—showery. 

D 7 

29.667 

56.2 

29.689 

58.1 

41 

49.3 

53$ 

44.9 

53.4 


N 

Goudy 

3 8 

29 869 

53.8 

29 869 

52.8 

38 

47.8 

48.6 

37.8 

49.4 


N 

Goudy 

5 9 

29.829 

49.8 

29,792 

52 8 

45 

46.2 

50.7 

40$ 

52.8 

0.050 

ENE 

Overcast—light fog. 

If. 10 

29.797 

55.6 

29.763 

56.8 

44 

52.0 

54.8 

42$ 

55$ 


E 

Goudy 

0 ¥ n 

29.802 

55.3 

29.S47 

57.0 

41 

52.9 

56.8 

41.1 

57.8 


NNE 

Lightly overcast 

\u 

30.126 

57.6 

30.095 

56 8 

44 

51.2 

53.2 

40.7 

53$ 


NE 

Fine—nearly cloudless. 

013 

29.982 

56.2 

29.882 

56.3 

40 

53.0 

58,0 

39.2 

58$ 


E 

Fine—nearly cloudless—light wind 

J 1 H 

29.832 

50.7 

29.812 

53.6 

50 

49.9 

50.0 

45.8 

49.9 


N 

Overcast and foggy. 

3 15 

29 776 

52.7 

29.738 

56.2 

49 

49.7 

57.6 

47.1 

600 


WSW 

Fine—cloudy 

$ 16 

29.580 

57.3 

29.458 

608 

53 

59.5 

61$ 

46.1 

618 


ENE 

Lowering—unsteady wind, 
r Lowering At 6h 20m P M thunder 
< and lightning, with heavy ram and 

% 17 

29594 

61.8 

29.611 

61.4 

55 

60.2 

63$ 

49.1 

64.8 


ESE 





t violent gusts ot wind. 

? 18 

29.658 

60.9 

29.751 

i 637 

57 

57.8 

65.6 

53.9 

662 


SSW 

Fine—cloudy 

h 19 

29 910 

63.2 

29.989 

642 

55 

62.1 

65.6 

548 

67.6 


NW 

Fme—cloudy. 

; 020 

30 089 

[ 662 

30.051 

64.2 

j 57 

65.7 

688 

52 4 

69.1 


SSW 

Fine—light clouds 

D 2 J 

30157 

66.2 

30 154 

67.8 

57 

64.9 

71$ 

51.8 

73.8 


E 

Fine—nearly cloudless 

3 22 

30137 

63 8 

30.081 

; 65.0 

60 

61.7 

62.1 

53.2 

64.2 

0.062 

WSW 

Lowering. 

! £23 

30.022 

65.2 

29.885 

| 66.1 

58 

62.2 

653 

t 54.1 

66.1 

| 

WSW 

A M Fine. P M Overcast. 

If 24 

29 429 

615 

29.371 i 

62.2 

54 

57.5 

56.8 

53 4 

59$ 


w 

Goudy—light hare 

!#?25 

i 29.375 

59.6 

29571 

625 

! 52 

52.4 

55.9 

45.1 

! 59$ 


WSW 

Goudy—showery 

h . 26 

29.466 

62.1 

29.486 

63.2 

53 

55.0 

60.0 

48.4 

62.6 


SSW 

Goudy 

027 

[ 29 611 

63.9 

29.626 

64.8 

47 

61$ 

63.2 

49.4 

65$ 

, 

SSW 

Fine—brisk wind Showery. 

1) 28 

29.731 

61.7 

29.806 

63.0 

58 

60.9 

63.7 

54$ 

64$ 


SW 

Goudy 

1 ! 

i J2 

! 29.794 

! 63.8 

29.806 

65.0 

58 

62.5 

60.7 

56$ 

64.3 

0.156 

ssw 

! CCloudy. Heavy showers, and strong 
J. boisterous wind. 

£ so 

! 29.918 

| 66.3 

29879 

67.0 ! 

56 

63.5 

66.8 

521 

67.4 


1 SSW 

i Fme—light breeze 

1/.31 

29 726 

67.6 

29 745 

65.8 | 

58 

64$ 

64.7 

571 

65$ 


j SW 

CFme and clear—light clouds Strong 
[ (. wmd 

I—----- 


Mean 

Mean 

Mean 

{ Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Sum 


! 


29,801 

60.3 

29.779 

| 615 

518 

( 56.9 

1 

60.4 

49.1 

61.6 

0.268 


i ...J 


(9 AM, 3 P.M. 

Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr... j 29 732 29.708 


(9 AM, 3 P.M. 

Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr... j 29 732 29.708 


OBSERVANDA. 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge .... =83 feet 2§ m. 

....above the mean level of the Sea (presumed about). =95 feet 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Rain Gauge above the Court of Somerset House ..... =79 feet 0 in. 

The hours of observation are of Mean Time, the day beginning at Midnight. 

The Thermometers are graduated by Fahrenheit’s Scale. 

The Barometer is divided into inches and decimals. 









8 


METEOROLOGICAL JOURNAL FOR JUNE, 1827. 


k. P M. Dew 

_Point at . 

9A.M 
Attach, in de- 
Therm grees of - 
Fahr. J 


External Thermometer 


29.713 62,1 
29.697 61,8 

29.895 69.4 

29.959 68.3 

29.874 65,8 

29.691 60.6 


Fahrenheit. Self-registering, j 
A.M j 3 P.M Lowest.! Highest, 


. Earn, in Direction 
niches of the 
Head off Wind at 
- at9A.M. 9A.M 


64.9 46,3 

63.8 48.7 

54.2 52.6 


0.213 NW 

ssw 


Fine and dear—cloudy 
Fine and dm—light clouds 
Overcast—showery—brisk wind. 
Fine—Cloudy—brisk wind. 


30.247 63.8 

30.363 65.8 

30.336 64.2 

30.235 723 

30.175 73.6 

30.136 67.8 

29 942 65.0 

29.772 65.0 

29.759 66.1 

29.868 67.6 

30.003 66.2 

29.985 73.8 

29.896 68.3 

29.944 71.6 

30.063 68.2 

30136 62.3 

30.159 68.9 

30.139 63.8 

30.090 68.2 

29.969 66.0 

29.665 64.2 


70.8 57 

67.9 50 

69.1 63 

69.6 61 


- 50.2 

70.0 53.1 

71.8 50.2 

72.0 48.5 

70.0 51.6 

74.0 51.8 

64.9 57.3 

64.0 58.9 

73.5 57.8 

66.8 59.0 

66 8 55J 
67.0 54.5 


68.2 48.7 

63.2 56.0 

71.2 53.5 

65.2 57.0 

62.8 50J 

68.8 59.2 


Fine and clear—brisk wind 
Fine and dear—gentle wind. 
Clear and cloudless—bnsk wind 
Fine—cloudy—light breeze 
Cloudy—light breeze. 
Overcast—gentle wind 


Fine—cloudy—light wind 
Fine—cloudy—light wind. 


Lowering—bnsk wind Rain, 
A.M. Cloudy P.M. Fine 


Mean Mean Mean Mean Sum 
62.2 65.8 52.8 67.5 0.268 


Monthly Mean of the Barometer, con-ected for Capillarity and reduced to 32° Fahr. 


OBSERVANDA. 

. Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge .... —83 feet 2f in. 

. ..... above the mean level of the Sea (presumed about) ... =95 feet 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Ram Gauge above the Court of Somerset House ..... =79 feet 0 in. 

The hours of observation are of Mean Time, the day beginning at Midnight. 

The Thermometers are graduated by Fahrenheit’s Scale. 

Hie Barometer is divided into inches and decimals. 








METEOROLOGICAL JOURNAL FOR JULY, 1827. 



9 o’clock, 

AM 

3 o’clock, P M I 

Dew 

External Thermometer. 









Point at 



Ram in 



July. 

Barorn 

Attach 

Barom. 

Attach 

9 AM. 

Fahrenheit j Self-registering. 

inches 
Bead off 

of the 
TVmdat 

Remarks. 






*Fahr, 

9 A.M 3 PM. Lowest. 

Highest 




O 1 

29.779 

65.6 

29.780 

68.0 

61 

63.0 68.9 58.8 

703 


s 

‘AM Lowering. PM Fine—Strong 

J> 2 

29 900 

64.6 

29.823 

67.8 

60 

603 69.6 59,0 

70.8 

0.016 

ESE 

‘ A M Rain P M Fine—Cloudy—light 

3 3 

29.896 

712 

29.964 

69.6 

56 

663 70.7 55.9 

71.6 


WSW 

Fine and clear-light clouds—brisk 

5 4 

30.248 

723 

30312 

700 

52 

683 71.8 52.6 

733 

0.016 

wsw 

Clear and cloudless—showery. 

4 5 

30.295 

673 

30.373 

703 

60 

66.6 69.8 613 

71.0 


NNE 

Fine and clear—cloudy*—brisk wind. 

? 6 

30.498 

683 

30.448 

68.6 

57 

63.4 71.7 52.8 

73.0 


S 

Cloudless—light haze 

h ? 

30 449 

72.5 

30.413 

74.2 

63 

723 76.8 59.0 

77.8 


sw 

Fine—cloudy. 

) 0 8 

30.442 

7421 

30 406 

74.7 

58 

703 763 60.8 

77.0 


NNW 

Fine and dear—cloudy—light wind 

h 9 

30 350 

76.8 

30358 

75.1 

59 

733 80.0 61.8 

80.9 


W 

Clear and cloudless—light breeze 

3 10 

30.206 

75.9 

30.095 

74.7 

59 

703 76.0 583 

760 


WSW 

Clear and cloudless—light breeze 


30.106 

65.8 

30.145 

70.0 

53 

63.7 68.8 58.6 

703 


NNE 

Fine—broken clouds—light haze. 

*12 

30.215 

67.8 

30.211 

703 

55 

63.4 723 543 

73.0 


NNE 

(AM Fine—strong haze P.M Clear— 

? 13 

30.266 

73.0 

30332 

712 

54 

69.0 71.7 57.4 

723 


ESE 

Dear and cloudless. 

h 14 

30.225 

703 

30.157 

70.1 

51 

67.3 703 52.6 

72 3 


ESE 

Clear and cloudless 

015 

30 095 

66.8 

30.061 

69.5 

56 

66.7 71.9 51.8 

73.6 


ENE 

Fine—thm clouds 

D 10 

; 30 087 

683 

30079 

693 

55 

66.8 68.8 55 8 

73.0 


E 

Fine—thin elevated clouds-4ight wind. 

3 17 

30.100 ! 

70.7 | 

30.058 

70,7 | 

59 | 

67.1 75.0 553 

75.7 


ESE 

Fine and clear—light breeze. 

$ 18 

30.021 

70.6 j 

30.039 

72.1 

63 

693 70.7 59.7 

73.8 


SSW 

Fine—cloudy—bnsk wind 

4 19 

30.036 

65 0 j 

29 967 

68.1 

58 

63.8 64 0 573 

673 

0.009 

SW 

C Lowering—strong breeze. Even. dark 
land cloudy, with rain and strong wind. 

$ 20 

j 29 790 

66 9 

29 800 

69.8 

57 

63 1 69.4 60 8 

713 

0.054 

WNW v. 

Fine and clear—cloudy—gentle wind 

h21 

29.978 

66 7 

30023 

68.9 

53 

65.6 68.2 53.0 

703 


I WSW 

Fine—doudy 

022 

30.066 

67.3 

30.024 

66.3 

57 

633 61.4 53 0 

643 

0.054 

1 s 

f Lowering—light, breeze Heavy rain 
l atlOh S5m AM. 

D 23 

30.041 

66.2 

30.073 

693 

60 

606 703 603 

74.0 


SSE 

Lowering. 

| <?24 

30.123 

683 

30.094 

712 

66 

67 6 70 8 633 

72.8 


WSW 

Lowering 

$ 25 

30.006 

683 

30028 

70 7 

66 

66.2 69 8 623 

70.7 


sw 

[A M Dark and lowering—showery. 
1 P M Fine and clear 

4 26 

30.170 

68.9 

30.088 

70.0 

56 

66.6 68 7 543 

733 


wsw 

CAM Fine PM Dark and lowering— 
J brisk wmd—showerv 

? 27 

30.188 

69.4 

30.196 

70.9 

56 

65.7 73.8 604 

75.8 

j 

NNW 

/ Fine—overspread with high fleecy 
l douds—light wmd 

h 28 

30.251 

71.7 

30332 

74.0 

68 

72.1 783 67.0 

783 


WSW 

Clear and cloudless—light breeze 








w 

Dear and cloudless—light breeze 

029 

30347 

76.3 

30.135 

75.7 

68 

74.5 80 0 623 

81.1 


f Fine and clear—brisk wind At4h 30m. 

3> 30 

29.844 

75.3 

29.979 

74 8 

64 

73.7 71.9 67.8 

77.8 


wsw 

\ A.M, a very heavy thunderclap sky 
, . dear, dense masses ol 

<?31 

30.284 

70.9 

30378 

723 

54 

66.6 71.8 55.6 

733 


WNW 

Fine-cloudy- c ] OU( j w ,th edges sharply 

i defined and irregular 


Mean 

30.135 

Mean 

69.8 

Mean 

30.118 

Mean 

70.9 

Mean 

583 

Mean Mean Mean 

67.0 71.6 58.1 

Mean 

73.4 

Sum 

0.149 


1 _ 


Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr. • 


OB8ERVANDA. 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge.......... =83 feet 2j i 

... ..............^bo\e the mean level of the Sea (presumed about) .. =95 feet. 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Ram Gauge above the Court of Somerset House........ — 79 feet 0 ii 

The hours of observation are of Mean Time, the day beginning at Midnight. 

The Thermometers are graduated by Fahrenheit’s Scale. 

The Barometer is divided into inches and decimals. 


MDCCCXXVIII, 
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METEOROLOGICAL JOURNAL FOR AUGUST, 182/. 


9 o’clock, A M 

3 o’clock P.M 

Dew 

Points' 

External Thermometer 


Direction 

_ Attach 

Barom 

Attach 

9AM 
in de- 

Fahrenheit 

j Self-registering. 

inches. 
Read of) 

of the 
Wind at 




f Fahr 

9A.M SPM 

Lowest 

Highest 



1 30.196 71.8 

30.195 

723 

50 

67,7 76 0 

58.4 

77.6 


sw 

2 29.950 71.4 

29.841 

743 

61 

713 77.7 

583 

803 


ESE 

3 29801 73.8 

29.748 

72.7 

60 

713 71.6 

60.0 

75.0 


ssw 

29.701 70.5 

29.807 

723 

64 

67 J 7 713 

61.9 

725 


ssw 

30.088 66.7 

30.152 

71.5 

53 

63.7 693 

60.6 

72.7 

0.014 

NW 

30.319 61.7 

30.345 

673 

59 

60.7 66.1 

553 

665 


NE 

30.347 66.0 

30359 

67.9 

53 

643 673 

533 

713 


ESE 

30.166 62.0 

30.100 

66.8 

54 

625 70.0 

513 

705 


ENE 

30.045 65.3 

29392 

67.7 

58 

63 9 70.0 

545 

70.6 


NNE 

29.691 67.3 

29.600 

703 

63 

643 71.7 

613 

733 


ssw 

29.619 65.0 

29587 

68.8 

50 

63.3 65.7 

543 

69.4 

0.019 

wsw 

29 718 60.3 

29.808 

65.7 

56 

59.7 65.7 

523 

667 


NW 

29.932 62.5 

29.927 

65.8 

46 

6U 65.0 

49.6 

66.4 


WSW 

29.710 65.9 

29.645 

68.6 

65 

64.9 68.9 

59.8 

703 

0.072 

ssw 

29.393 68.2 

29.453 

695 

65 

64.8 695 

623 

715 


sw 

1 29.442 63.8 

29.496 

681 

63 

62.7 65.7 

57.4 

68.5 


N 

29.791 65.2 

29.857 

68.7 

64 

64.8 68.3 

55.7 

703 

0.014 

ESE 

30.022 633 

30.039 

6ao 

63 

62.8 65.6 

56.9 

685 

I 

NNE 

30.026 G33 

30.032 

66.1 

55 

60 3 64.7 

543 

67.7 


NNE 

30.069 613 

30.058 

651 

57 

593 62.8 

543 

65.6 


NNW 

30.083 61.9 

30.095 

66.6 

62 

62.6 67.1 

51.8 

695 


N 

30.194 60.6 

30311 

62.7 

54 

583 613 

543 

62.0 

0,191 

N 

30.363 60.1 

30363 

653 

53 

58.4 69.4 

54.9 

69.6 


N 

30385 64.8 

30341 

66.0 

58 

63.7 633 

56.4 

66.9 


NNW 

30157 613 

30.178 

6i.7 

48 

573 573 

52.6 

60.6 


NNW 

30.181 573 

30.182 

603 

52 

563 593 

50.0 

593 

1 

NNW 

30322 57.9 

30313 

02.7 

55 

56.8 653 

483 

663 

0.106 | 

NNW 

30.317 02.6 

30310 ' 

652 

58 

60.6 64.8 

56.8 

673 


NW 

30.435 57.8 

30.401 

623 

44 

563 653 

485 

063 


NE 

30 305 58.6 

30321 

631 

57 

585 625 

505 

63.8 

0.100 

W 

30327 1 58 8 

30342 

63.9 

56 

57.8 63.9 

53.7 

65.0 


N 

Mean Mean 

Mean 

Mean 

Mean 

Mean Mean 

Mean 

Mean 

Sum 


30.032 63.8 

30 026 

669 

56.6 

62.2 06.9 

553 

685 

0516 



Clear and cloudless—light wind 
Fine—lightly overcast—light breeze 
Fine—light clouds—strong breeze 
CAM Lowering — heavy showers— 
i brak wind. P M. Fine. 

Fine—cloudy 
Lowering—light breeze. 

Fine—light clouds 
Tme—light clouds. 

Fine—cloudy—light haze 
f A M Lowering—heavy shower PM 
t Fme—light wind. 

/ Fine and clear Thunder with ram 
t at noon. 

Cloudy—gentle wind 
f A M Fine—light clouds P M Low- 
l enng—showery 

(AM Overcast P M Fine—cloudy 
\ —brisk wind 

rBmk wind —AM Fine and clear 
4 PM. Lowering—thunder and hght- 
t nmg with ram 

/ Cloudy—light wind. In the evening 

1 lightning with rain 

Fine—cloudy Shower at 111 20m PM 

Fine—light clouds—brisk wind 
/AM Dull and cloudy P M Fine— 
l thm difftwed clouds 
Dull and cloudy—light wind 
A.M Lowering. P.M Fine—showery 
Cloudy. 

Clear and cloudless—brisk wind 
A.M Fme. P M. Overcast. 

Cloudy—brisk wind. 

Fme—cloudy—brisk wind 
Fine and cloudless—feint haze. 

Cloudy 

Fme—light clouds. 

Cloudy and foggy—light showers 
Cloudy—light breeze. 


Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Falir, 


OBSERVANDA. 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge.... =83 feet in. 

. ... above foe mean level of foe Sea (presumed about) .. =95 feet. 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of foe Receiver of the Ram Gauge above foe Court of Somerset House..=79 feet 0 in. 

The hours of observation are of Mean Tame, the day beginning at Midnight. 

The Thermometers are graduated by Fahrenheit’s Scale. 

The Barometer is divided into inches and decimals. 











METEOROLOGICAL JOURNAL FOR SEPTEMBER, 1827. 


II 



9 o’clock, A.M 

3 o’clock PM. 


External Thermometer. 




1827. 

Septemb 













Baroni 

Attach 

Therm 

Barom 

Attach 

Them 

9 AM 
in de-_ 

Fahrenheit 

Self-registering 

inches 
stead off 

of the 
Wntfat 

Remarks. 



“Fatr” 

9 A.M 

3 PM. 

Lowest 

Highest 




b 1 

30.395 

60.2 

30.360 

64 8 

60 

61.0 

66.0 

54.3 

67.9 

0 225 

NNE 

Very fine and dear—light clouds. 

O 2 

30.369 

59 4 

30.326 

65.3 

59 

60.2 

67.4 

522} 

69.6 

0.214 

NNE 

Dull—cloudj 

7i 3 

30 349 

60 1 

30.321 

65.2 

52 

58.4 

67.7 

52.4 

69 2 

0.054 

NNE 

line—light clouds 

S 4 

30.345 

58.6 

30304 

61.5 

50 

56.8 

60.2 

55.0 

60.8 


N 

Dull and cloudy—light wind 

0 ? 5 

30.282 

60 3 

30.251 

65 8 

57 

59.5 

66 8 

54.5 

68.0 


NNE 

/AM Cloudy P M Fine—light clouds 
l —gentle wind 

V- o 

30 321 

61.3 

30 304 

64.9 

50 

59.2 

63.3 

50.1 

64.3 


NNE 

Lowering 

¥ 7 

30 316 

607 

30 242 

632 

56 

58.3 

61.2 

498 

63.0 


N 

Fine—cloudy and hazy—light breeze 

h 8 

30 286 

60,7 

30281 

63.5 

55 

58.8 

62 0 

55.3 

63.2 


N 

Overcast 

0 9 

30 031 

63.7 

29 975 

64 9 

57 

62.8 

63.7 

56.5 

65.6 


SE 

J Overcast and showery Strong un- 

J) 10 

29 929 

62 3 

29 906 

65 0 

60 

592) 

65 0 

58 2 

65 7 

0 030 

WSW 

f Lowering—light fog Showers and 

1 brisk wind 

dll 

29 856 

66 2 

29 775 

67 4 

64 

65 7 

68.3 

62.7 

69.5 

0.128 

s 

Cloudy—light wind 

5? 12 

29 701 

(55.8 

29 793 

66 7 

61 

612 

60.8 

58.9 

66.2 

0.031 

sw 

JAM Frequent showers & boisterous 
l wind PM Fine* clear—brisk wind 

H- 13 

29 951 

63 2 

30 059 

65 2 

57 

59.0 

61,8 

53.6 

64 2 

0 039 

NW 

Fine—cloudy—light fog 

J 14 

30 253 

61.6 

30.221 

65 2 

56 

57.5 

64.9 

49.8 

67 3 


WSW 

line—cloudy—light wind 

h 13 

30 303 

64 3 

30.305 

67 2 

62 j 

630 

67.5 

594 

69.0 

0.017 

NNW 

A M Fine and clear P M Overcast 

016, 

30 351 

66 2 

30.335 

683 

65 

65.5 

673 

61 9 

70 0 


N 

Dark and dfiudi 

D 17 

j 30 370 

65.0 

30329 ! 

67 8 

59 

61.2 

66 8 

58 5 

67.8 


NNE 

Fine—light clouds 

dis 1 

1 30 291 

64.3 

30 229 

672 

! 61 

610 

66 6 

57 0 

67.8 


ESE 

/Dull—light clouds. Thunder and 
\ lightning with rain, m the evening 

5 19 

' 80 196 ! 

60 8 

j 30194 

62J3 

47 

55.3 

57.8 ; 

48 8 : 

! 59 3 


NNW 

Clear and nearly cloudless—bnsk wind 

14 20 

! 29 780 

56 9 

29 841 i 

582 

50 

49 8 

548 

47.7 

57 2 


NNE 

Cloudy and foggy 

• ?21 

j 29.835 

57 8 

] 29.718 

621 

55 

572 

628 

48.5 

638 


ssw 

Dull—light w.nd 

h 22 

29.588 

59 4 

! 29 499 

62.2 

54 

560 

59.0 

53.6 

61 5 


ssw 

AM Overcast, P M. Clear & cloudless, 

023 

! 29 544 

57 3 

1 29588 

60 2 

53 

55.3 

57.7 i 

48 8 

60 3 


ssw 

Cloudy and showery—strong wind 

J 24 

29.701 

57 7 

29 726 

60.8 

54 

568 

5825 

50J 

62 8 


SSE 

Fine and clear—tight clouds—showery 

2 25 

29.720 

57 8 

29 696 

616 

55 

55.2 

61.1 

512 

62 8 


ssw 

f Fine and nearly cloudless—bnsk wind 
l Showery 

? 2G 

29.642 

59.9 

29 595 

631 

58 

59 8 

64.2 

532 

67 3 


1 ESE 

Cloudy and showery 

1127 

29 629 

61.7 

29 707 

65 3 

60 

606 

65.8 

58.2 

66 4 


1 SE 

A M Overcast and foggy P M Fine 

$ 28 

29 748 

62 5 

29.757 

64 6 

60 

60.3 

62 3 

55.9 

638 


j SE 

Clear—heavy clouds. 

h 29 

29 675 

607 

29 672 

61 7 

58 

57 9 

60.0 

54 2 

60.5 


ESE 

Lowering—heavy rain 

[clouds 

Fine—overspread with high fleecy 

030 

29.813 

62 1 

29.794 

63.8 

59 

59 8 

651 

54.3 

65.8 

0 093 

SSE 


Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Sum 




30 021 

61 3 

30 003 

64 2 

56.8 

59.1 

63.2 

542} 

65 0 

0.831 




Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fabr. 


9 A M 
29 949 


3 P.M. I 
29.924 _ 


OBSERVANDA. 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge.... *=83 feet in. 

.. .. above the mean level of the Sea (presumed about) ....... .... =95 feet 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Ram Gauge above the Court of Somerset House . . .. . .... = 79 feet 0 in 

The hours of observation are of Mean Time, the day beginning at Midnight. 

The Thermometers are graduated by Fahrenheit’s Scale 
The Barometer is divided into inches and decimals. 
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METEOROLOGICAL JOURNAL FOR OCTOBER, 1827- 


1827. 

October 



Point at 


__Rain, in 

Direction 

Barom. 

Attach 

Barom 

Attach 

9 AM. 
xn de- 

Fahrenheit 

Self-registering ^off 

at QA M 

of the 
Wind at 
SAM 





8 Fahr? 

SAM 

3PM 

Lowest 

Highest 


: 2* i 

29.820 

61.0 

29.817 

636 

58 

58.4 

60.8 

55.7 

63.5 

E 

a 2 

29.939 

60.3 

29.973 

62 8 

55 

55.6 

61.8 

53.0 

62.2 

E 

5 3 

30.252 

59.8 

30.306 

628 

56 

56.1 

58.3 

520 

59.6 

NNE 

n 4 

30.412 

57.6 

30.398 

61.4 

53 

52.8 

60.9 

48.8 

61.3 

wsw 

CH- 

o 

30.410 

578 

30.339 

6 U 

55 

54 8 

62.3 

50.8 

62.8 

NNE 

k 6 

30194 

54 7 

30103 

60.7 

54 

53.8 

61.0 

46.8 

61.4 

NNE 

0 7 

29.983 

55.3 

29.908 

58.8 

49 

490 

58.8 

46.6 

59.2 

NE 

3 ) 8 

29663 

54.9 

29.535 

591 

54 

55.2 

59.6 

47.7 

608 

ESE 

a s 

29295 

58.2 

29261 

60.9 

58 

57 7 

59.0 

52 7 

60.6 0.177 

SE 

£ 10 

29.407 

57.3 

29397 

58.0 

53 

53.6 

53.3 

508 

66.7 0.192 

SW 

% ii 

29.258 

56.3 

29.253 

57.1 

52 

52.0 

51.3 

47.5 

54.2 

SSW 

$ 12 

29.385 

54 8 

29 472 

57.5 

52 

52.8 

55.7 

46.8 

571 

SW 

h 13 

29.510 

493 

29.465 

53.3 

45 

45.0 

51.6 

40.8 

517 

SW 

014 

29.764 

51.2 

29.806 

55 0 

50 

50.0 

55 4 

441 

55.8 

W 

3) 15 

29.944 

54.2 

29.935 

57.0 

54 

54.5 

60.2 

49 8 

613 

SW 

a is 

29.968 

584 

29.968 

59 8 

58 

593 

59.6 

54.8 

61.0 

SSW 

£17 

29.901 

57.2 

29852 

59.2 

56 

55 7 

58.0 

50.7 

58.8 

SSE 

% 18 

29.777 

54.1 

29.758 

; 58 6 

54 

! 54.2 

601 

48.2 

60.3 

E 

? 19 

29.791 

57.3 

29.788 

60.5 

55 

55 8 

6 U 

53.9 

G2.5 

NE 

• h 20 

29.766 

58.3 

29 726 

! 60.7 

56 

55.9 

596 

54 4 

60.1 

SSE 

021 

29.607 

58.4 

29.554 

604 

55 

55.6 

58.7 

54.9 

60.2 

W 

2 > 22 

29-337 

584 

29.226 

59.8 

55 

55.3 

574 

523 

591 

SE 1 

a 23 

29.186 

58 7 

29.255 

5941 

54 

57.4 

571 

534 

586 0.182 

SSE i 

£ 24 

29653 

54.9 

29 815 

580 

52 

52 7 

57.3 

50.4 

57.3 

NE 

V- 25 

30082 

56.6 

30 086 

585 

55 

55.0 

57.4 

51.7 

57.8 

SE j 

? 26 

30133 

58.0 

30059 

60 2 

55 

55.6 

592 

53 2 

59.7 0.216 

SE 

h 27 

29.744 

56.0 

29.620 

59.1 

54 

53.8 

58.8 

517 

59.0 

ESE i 

028 

29.366 

57.0 

29.476 

51 6 

51 

51.6 

45.9 

45.9 

51.6 

N 

3> 20 

29.903 

43.3 

29.975 

49 7 

39 

422 

492 

37.9 

49.2 

NNE : 

a so 

29 959 

43.7 

29.833 

493 

42 

42.3 

48.8 

36.4 

48.8 

WSW 

£ 31 

29.745 

500 

29 697 

52.6 

49 

49.4 

516 

417 

51.6 U00 

NNW 


Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean Sum 



29.779 

55 6 

29.760 

583 

528 

53.3 

57.1 

49.2 

| 58.5 2367 



Dark and overcast—showery 
Fine and nearly cloudlets—light fog 
Overcast—light fog 

f A.M Strong hare P M Fine—light 
l c ouds 

Fine—light clouds—hazy 
Fine—cloudy 

/AM Strong fog. PM Fine—light 
l thin clouds. 

/ Fine—fleecy cloud* Showers in the 
1 evening 

Cloudy—strong wind Showery 


rAtOh 40m AM Thunder and light- 
1 nmg, with heavy rain and strong 
t boisterous wind Fine—showery 
Fine—cloudv 


Fine—cloudy 

Fine and clear—light clouds 
Lowering—brisk wind 
Clear and cloudless 

fA.M. Strong haze PJVI Fine—light 
t diffused clouds 

CA M Dark—very strong fog—ram. 
I P M Fine—cloudv 
Showery—light fog. 

Dark and overcast—haze. 

C Fine and clear—lightdiseolvingclouds 
£ Showers m the evening 
Cloudv—heavy showers and brisk wind 
A M Strong fog PM Fine Showery 
Overcast and foggy—small ram 
Fine—hazy 

CA M Fine—strong haze. P M. Cloudy 
£ —light showers 

C Overcast—frequent showers and 
£ strong unsteady wind 
A.M. Cloudless P M.Overcast—hazy 
Cloudy and hazy 


Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32® Fahr.. j 


OBSERVANDA. 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge..... =83 feet 2£ in. 

....... above the mean level of the Sea (presumed about) ............ =95 feet. 

Hie External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Rain Gauge above the Court of Somerset House . =79 feet 0 in. 

The hours of observation are of Mean Time, the day beginning at Midnight. 

Hie Thermometers are graduated by Fahrenheit’s Scale. 

Hie Barometer is divided into inches and decimals 
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1827 

Novemb 

9 o’clock 

, A.M 

3 o'clock 

,PM 

Dew 

| External Thermometer 




Barom 

Attach 

Therm 

Barom 

Attach. 

9 A.M 
in de- 

J Fahrenheit. 

Self-registering 

mch'es 
Bead of 

of the 
Windat 

Remarks. 





A Fahr" 

9 A.M. 

3PM 

Lowest 

Highest 




% 1 

29.944 

42.7 

30.026 

466 

33 

39.7 

45.0 

36.0 

49.8 


NNW 

/AM Fine and cloudless, P M Qver- 
l cast and hazv 

/Lowering and foggy—strong wind 
l Showery 

Dull—light clouds—foggy 

9 2 

29.817 

49.2 

29.988 

50 8 

48 

50.0 

50.3 

39.0 

50.6 


NNE 

O h 3 

30132 

44.7 

30.100 

48.0 

40 

42.8 

48.6 

37.0 

48.8 


wsw 

0 4 

30.199 

48.8 

30141 

53.0 

49 

48.8 

53.4 

42.3 

53.7 


w 

Fine—light clouds—bnak wind 

D 5 

30.362 

50.4 

30.392 

55 0 

50 

49.9 

55.3 

46.2 

55.8 

0.035 

wsw 

Fine—hazy 

<J 6 

30.327 

52.9 

30.281 

55 0 

52 

52.8 

54.7 

49.6 

54.8 

0.067 

w 

Dull—hazy 

9 7 

30.205 

52.2 

30.180 

51.1 

50 

49.8 

48.7 

49.0 

49 8 


N 

Dark—foggy 

V 8 

30 109 

48.1 

30.088 

49.4 

43 

46.2 

46.8 

43.7 

48.3 

0.025 

E 

Unusually dark—strong haze. 

? 9 

29 872 

50,6 

29.796 

52.6 

49 

49.3 

52.2 

45.2 

52.2 


SSE 

Lightly overcast—foggy 

h 10 

29.955 

52.2 

29.994 

53.8 

50 

50.6 

52.7 

48.0 

52.8 

0.019 

NW 

Overcast and foggy—showery 

oil 

29.963 

52.3 

29.944 

55.0 

50 

50.9 

54.5 

48.0 

55.4 

0.030 

W 

Fine and cloudless—light fog 

D 12 

30155 

48.7 

30.173 

5 U 

43 

43.2 

49.6 

41.9 

54.2 


WSW 

AM White fog PM Fine—hazy 

<? 13 

30.173 

51.8 

30.154 

55.6 

54 

54.2 

58.2 

42.3 

58.3 


NNW 

Overcast and foggy 

$ 14 

30123 

52.9 

30.036 

51.1 

48 

47.6 

44.7 

46 4 

47.6 

0067 

ESE 

/AM Overcast and foggy PM Fine 
l and nearly cloudless 

31 15 

29 779 

48.2 

29 657 

49.8 

45 

45.0 

46.8 

37.8 

46.8 

0.186 

S 

Overcast and foggy Showery 

9 16 

29.458 

503 

29.509 

50.9 

47 ( 

46.9 

47.7 

4U 

477 

0.041 

ESE 

Lowering—light fog 

h 17 

29.818 

46.2 

29.840 

50.7 

45 

45.2 

50.0 

40.7 

500 

0.055 

E 

Strong fog 

018 

30.074 

1 46.8 

! 30.089 

49.3 

45 

45.2 

49.4 

41.0 

49.4 


NNE 

Strong fog 

• D 19 

30.260 

50.7 

30.225 

51.3 

50 

49.6 

502 

44.6 

502 


' NNE 

Strong fog 

<?20 

30.185 

50.2 

30.088 

50.0 

46 

45.8 

46.4 

45.3 

48.3 


wsw 

Overcast and foggy 

9 21 

30.211 

46.8 

30.159 

44.3 

40 

40.8 

39.5 

31.0 

41.3 


NNE 

Hazy—light clouds 

3122 

29.892 

36.8 

29 749 

39.7 

23 

30.2 

36.7 

27.6 

36.7 


NW 

| Overcastand hazy—Light fall of snow 

? 23 

29.666 

33.1 

29.574 

36.7 

25 

29.0 

33.7 

238 

33.7 


WSW 

Overcast and hazy 

It 24; 

29.787 

34.2 

29.893 

36.8 

26 

31.0 

34.6 

28.1 

34.6 


N 

Fine and cloudless—hazy 

025; 

29.950 

35.0 

29.944 

37.6 

34 

34.3 ! 

37.2 

27.2 

37.8 


SW 

f Overcast and foggy Fall of snow early 

1 AM 

5 26, 

30.285 

38.9 

30.333 

40.8 

39 

38.7 | 

42.7 

336 

42.7 

0.133 

N 

Strong fog 

$27\ 

30.354 

39 6 

30.277 

42.5 

35 

34.8 | 

43.8 

33.1 

43.8 


S 

f A M Dense fog P M Fine and cloud- 
l less 






1 


33.9 



SSE 

f A M Fine and cloudless P M Over- 

9 28 1 

30.051 

41,2 

29.917 

43.7 

36 

38 7 

44.6 

44.6 


l cast—hazy 

/ At 1$ A M violent wind, continuing 
\ 4hours—Strongfog PM Fine 

31 29 J 

29.363 

43.7 

29.443 

46.0 

43 

43.9 

47.7 

37.8 

48.3 

0.319 

NNW 

?30j 

29,512 | 

45.6 

29.494 

47.7 

46 

45.7 

48.6 

42.3 

52.2 


W T SW 

Foggy—showery 

j 

--!• 

Mean 

Mean 

Mean 

Mean 

Mean ! 

Mean 

Mean 

Mean 

Mean 

Sum 



i 

29.999 

46 2 

29 983 

48 2 

42.8 | 

44.0 

47.1 

39.5 

48.0 

0.977 




Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr 


3 P.M. ) 
29 945 J 


OBSERVANDA. 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge ... =83 feet 2§ m. 

.... .above the mean level of the Sea (presumed about) ........ .. .. =95 feet. 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Rain Gauge above the Court of Somerset House .. =79 feet 0 in 

The hours of observation are of Mean Time, the day beginning at Midnight. 

The Thermometers are graduated by Fahrenheit’s Scale. 

The Barometer is divided into inches and decimals. 











14 
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9 o’clock, A M 

S o’clock 

,PM. 

Dew 

I&teraal TSieraemeler. 









Point at 








Decemb. 

Baroxn 

Attach 

Barom 

Attach 

SAM 
in de-^ 

Fahrenheit 

Self-registering 

inches 
Read off 

of the 
Windat 

Remarks. 






8 Fkhr 

9 A.M. 

3PM 

Lowest 

Highest 




h 1 

29.064 

49.2 

28.974 

5L2 

49 

49.4 

51.0 

45.2 

51.8 

0.110 

sw 

Clear—broken clouds—strong wind 

0 2 

29.136 

48.5 

29.186 

48 8 

45 

45.3 

46.3 

44.3 

46 3 

0.018 

w 

Overcast and foggy—showery. 

OJ 8 

29.700 

48,3 

29.775 

49.0 

45 

46.5 

45.7 

43.6 

50 2 

0.114 

N 

Overcast and foggy 

S 4 

29.798 

49.2 

29.847 

50.4 

50 

50.8 

53.7 

43.3 

53.7 

0.103 

wsw 

Overcast and foggy—showery 

5 3 

29.981 

51.0 

29 947 

53.2 

51 

50 8 

54 7 

48 6 

54.7 

0.016 

wsw 

Cloudy—light haze. 


29.845 

521 

29 998 







0.019 



n 6 

516 

42 

47.2 

45 8 

46.2 

47 3 

NW 

-? forming a peculiar arch of uniform 

30.278 

46,5 



? 7 

30172 

48 7 

37 

37.7 

44.8 

35 2 

49.6 


WSW 

Fine—light clouds. [Cloudless 

h 8 

29.871 

49.3 

29.923 

499 

47 

46.9 

46.7 

36.7 

46.9 

0017 

w 

Lightly overcast—hazv 

0 9 

29.907 

44.8 

29.78 2 

46 8 

40 

400 

46.7 

35.3 

51.2 


sw 

Lowering—foggy. 

D 10 

29 609 

49.6 

29 507 

517 

51 

51.2 

52.2 

39.2 

52.6 

0008 

s 

Lowering—showery—strong wind 

Jll 

29506 

50.3 

29 402 

517 

46 

46 1 

50.6 

44.2 

50 7 

0.005 

s 

CAM. Cloudless PM Lowering— 

$ 12 

29.425* 

48 7 

29.369 

48.8 

42 

42.3 

44.7 

41.2 

45.7 

0.611 

sw 

JAM. Dark—very strong fog P M 
l Showery 

% 13 

29 492 

48 5 

29 607 

49.3 

42 

42 2 

44.2 

41.2 

45.4 

0.119 

w 

Fine and cloudless 

¥ U 

29 461 

48 7 

29.336 

49.2 

46 

46 0 

48 2 

38.8 

50 2 


SSE 

Lowering—strong wtnd—showery 

\ 15 

29 698 

48.7 

29 644 

503 

47 

46.9 

50 8 

42.4 

53.1 

0.139 

ssw 

Lowering—shoe en_ 

016 

29.715 

506 

29 794 

51.7 

45 

45 0 

46.7 

44.2 

50.5 

0.250 

wsw 

l —showery 

l 17 

30217 

462 

30.153 

483 

39 

39 0 

45.2 

37.2 

50.7 

0.010 

wsw 

Fine and cloudless—light haze. 

• <?18 

29.814 

50 2 

29 762 

5 U 

51 

51.2 

52.3 

38.2 

52.8 

0.053 

s 

Overcast—showery—bnsk wind 

$ 19 

29594 

529 

29.564 

54.0 

53 

53.0 

53.2 

51.0 

54.2 

0.205 

S var. 

CLowenng—strong boisterous wind— 
1 showery 

11 20 

29.560 

52.3 

29.590 

52.7 

45 

46.2 

46.8 

45.2 

47.7 

0.194 

SW 

A.M Cloudless P M Overcast 

? 21 

29.700 

48.7 

29 615 

50.0 

41 

40.6 

45.7 

38 9 

48.7 


sw 

A.M Cloudless. PM Overcast. 

h 22 

29 412 

49 8 

29.506 

512 

48 

49,0 

50.8 

39.9 

50.8 

0.028 

ssw 

Lowering. 

023 

29.849 

492 

30.073 

49 7 

45 

46.3 

46 0 

45.1 

51.3 

0.228 j 

.N var. 

CAM. Cloudy—brisk wind. PM 
t Cloudless 

D 24 

29 830 

49 8 

29.756 

51.8 

51 

51.7 

54.8 

41 7 

54.8 

0.008 

SW 

Dull—light clouds. 

$ 25 

30.356 

47.9 

30.401 

49.4 

42 

43.4 

47.2 

401 

47.2 

0.005 

WSW 

Lightly overcast 

$ 26 

30.479 

48 8 

30.466 

503 

47 

47.8 

48.9 

42.6 

49.4 

| 

SSW 

A M Foggy P.M Fine—light clouds 

2/ 27 

30.435 

48.7 

30 431 

503 

47 

46 7 

50.3 

43 3 

50.3 

j 

ssw 

Fine—lightly overcast. 

? 28 

30 696 

46.8 

30.657 

470 

39 

39.6 

41.8 

38.2 

41.8 


! N 

Strong fog. 

h 29 

30.556 

43.9 

30 177 i 

442 

35 

[ 35.3 

37.1 

33.9 

37.1 


wsw 

Strong fog 

030 

30361 

41.6 

30.288 | 

42 8 

36 

36.7 

41 0 

30 8 

41.0 


ESE I 

Lightly overcast and foggy 

3) 31 

j 29.925 

42.1 

29 715 j 

43.3 

39 

38.8 

43.8 

35.8 

46.2 

1 

SSE 

A M F.ne P M Overcast—showery 


Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Sum 




29.847 

48 5 

29.829 

! 49.6 

44.6 

45 1 

47.7 

410 

49.1 

j 2.290 



Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr. j 

[ 9 A.M. 3 P.M l 

> 29.809 29.788 J 







OBSERVANDA. 





Height of the Cistern of the Barometer above a Fixed Mark on 

rVaterloo Bridge. 




. 



.... above the mean level of the Sea (presumed about) 

i. —95 feet 


The External Thermomete 

is 2 feet higher than the Barometer Cistern. 





Height of the Receiver of the Ram Gauge above the Court of Somerset House 




The hours of observation ar 

e of Mean Time, the day beginning at Midnight, 




The Thermometers are graduated by Fahrenheit’s 

Scale. 







The Barometer i« 

divided into inches and decimals. 
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A List of Public Institutions and Individuals, entitled to receive a copy of 
the Philosophical Transactions of each year, on making application for the 
same directly or through their respective agents, within five years of the 
date of publication. 


In the British Dominions. 

The King's Library. 

The British Museum. 

The Bodleian Library. 

The Radcliffe Library. 

The Cambridge University Library. 

The Royal Institution. 

The Roj al College of Physicians. 

The Rojal Observatory at Greenwich. 

The Society of Antiquaries of London. 

The Society for the Encouragement of Arts 
The Astronomical Society of London. 

The Cambridge University Philosophical Society. 
The Geological Society of London. 

The Horticultural Society of London. 

The Linnean Society of London. 

The Royal Irish Academy. 

The Library of Trinity College, Dublin 
The Dublin Society. 

The Royal Society of Edinburgh. 

The University of St. Andrews. 

The University of Glasgow. 

The Asiatic Society at Calcutta. 


Germany. 

The University at Gottingen. 

The Palatine Society at Manheim. 

The Caesarean Academy of Naturalists at Bonn. 


Italy. 

The Italian Society of Sciences at Modena. 

The Royal Academy of Sciences at Turin. 

The Netherlands. 

The Imperial Academy of Sciences at Brussels. 
Portugal. 

The Royal Academy of Sciences at Lisbon. 


Prussia. 

The Royal Academy of Sciences at Berlin. 


Russia. 

The Imperial Academy of Sciences at St, Peters- 
burg. 


Spain. 

The Royal Academy of Sciences at Madrid. 


Sweden. 


Denmarl. 


The Royal Academy of Sciences at Stockholm. 


The Royal Society of Sciences at Copenhagen. 
The Royal Observatory at Altona. 

France 

The Royal Academy of Sciences at Pans. 

The Royal Academy of Sciences at Thoulouse. 
The “ Ecole des Mines ” at Paris. 

The Geographical Society at Paris. 


United States. 

The American Philosophical Society at Phila¬ 
delphia. 

The New York Phdosophical Society. 

The Boston Philosophical Society. 

The Library of Havard College. 

The fifty Foreign Members of the Royal Society. 
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A List of Public Institutions and Individuals entitled to receive a copy of 
the Astronomical Observations made at the Royal Observatory at Green¬ 
wich, upon application for the same directly or through their respective 
Agents. 


In the British Dominions. 

The King’s Library. 

The Board of Ordnance. 

The Bntish Museum. 

The Royal Society. 

The Bodleian and Savihan Libraries, Oxford. 
1116 Library of Trinity College, Cambridge. 
The Kmg’s Observatory at Richmond. 

The Observatory at Armagh. 

The Observatory at Cambridge. 

The Observatory at the Cape of Good Hope. 
The Observatory at Dublin. 

The Observatory at Oxford. 

The Observatory at Paramatta. 

The University of Aberdeen. 

The University of St. Andrews. 

The Umversity of Dublin. 

The Umversity of Edinburgh. 

The Umversity of Glasgow. 

The Astronomical Society. 

The Royal Institution. 

The President of the Royal Society. 

The Secretary, and three Resident Members 
of the Board of Longitude 
The Lowndes’ and Plumian Professors of Astro¬ 
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9 o’clock 

AM 

3 o’clock 

iFM 

Dew 

External Thermometer. 





Barom 

Attach 

Barom 

Attach 

9 AM 
inde. 

Fahrenheit. 

Self-registering 

inches 
Read off 

of the 
Wmdat 

Remarks. 






*Fahr/ 

9 A.M 

3PM. 

Lowest 

Highest 




3 1 

29.531 

44.7 

29.379 

45.8 

45 

45.8 

46.6 

38 2 

46.6 

0.044 

SE 

Overcast and foggy, Slower} 

0 5 2 

29.893 

43.0 

29.740 

43.7 

38 

37.7 

43.2 

36.0 

492 

0.522 

wsw 

Overcast, Showery. 

n 3 

29.439 

46,7 

29,582 

47.7 

45 

45.4 

43.8 

372 

46.8 

0.128 

wsw 

Fine and cloudless. Showery 

? 4 

29.853 

42.3 

29.656 

448 

37 

37.1 

39.6 

342 

422 


wsw 

JAM Fine-lightcloud3 PM Heavy 
l ram—brisk wind 

h 5 

29.625 

407 

29.615 

4L3 

35 

35.0 

35.7 

32.6 

35.8 

0.283 

sw 

Cloudy—continued snow, with ram 

O 6 

29.702 

40.2 

29 796 

40.7 

36 

36.3 

37.0 

34.4 

37.7 

0.261 

ESE 

Lightly overcast—foggy 

? 7 

29.963 

39.3 

29.923 

392 

34 

35.3 

35.0 

32.6 

352 


ESE 

Overcast and hazy 

<? 8 

29.868 

37.3 

29.899 

38.7 

27 

3425 

36.8 

32.7 

36.8 


E 

Overcast and hazy 

5 9 

30.004 

36.7 

29.950 

36.6 

30 

33.2 

32.1 

32.1 

322 


NNE 

Hazy. A M Overcast. P.M. Cloudless 

n io 

29.710 

34.6 

29.628 

362 

27 

30.2 

31J9 

282 

312 


SSW 

| Overcast and foggy Light foil of snow 

? n 

29.523 

34.2 

29.525 

362 

30 

30.6 

34.9 

28.0 

40.7 


N var. 

Overcast Showery. 

h 12 

29.763 

37.6 

29.719 

392 

37 

37.6 

42.7 

29.8 

462 

0.230 

SW 

i Strong fog. Violent wind, with ram 
i m the night 

013 

29149 

43.4 

29.278 

44.4 

47 

46.6 

45.8 

36,8 

46.6 

0.569 

SSW 

Lowering Strong wind, with ram. 

5 14 

29,564 

43.3 

29.543 

44.3 

41 

40.7 

414 

39.8 

41.8 

0.069 

SW 

Overcast and foggv Evening showery 

<7 15 

29.721 

41.3 

29.790 

41.7 

36 

36.4 

36.2 

352 

36.4 

0.242 

N 

Overcast & hazy Snow in the evening. 

5 16 

29.547 

39.3 

29.806 

40.2 

36 

3 62 

38.2 

32.7 

432 

0.472 

E 

Overcast and foggy 

• JH7 

29.922 

4 12 

29.944 

43 8 

44 

44.0 

47.8 

35.4 

50,0 

0.208 

ESE 

Overcast and foggy. Rain 

? 18 

30.124 

47.8 

30.177 

51.0 

51 

50.6 

53.7 

43.3 

542 

0.128 

S 

Overcast and foggy 

h 19 

30.263 

49.8 

30.244 

52.8 

46 

47.7 

52.8 

45.8 

53.8 

0.005 

SSW 

Fine and cloudless—hazy 

020 

30203 

5 12 

30.295 

51.9 

50 

50.3 

51.2 

46.4 

512 


sw 

(AM Cloudy P.M. Fme and nearly 
l cloudless 

3) 21 

30274 

48.8 

30.235 

50.8 

43 

43.0 

49.3 

41.7 

492 


SW 

JAM Lightly overcast P M Clear 

1 and cloudless 

,7 22 

30113 

50.0 

30.149 

52.5 

49 

49.2 

52.7 

422 

53.4 


SSW 

Hue—light clouds 

§ 23 

30267 

49.4 

30.282 

51.8 

47 

46,8 

512 

432 

512 


WSW l 

JAM Dull—dissolving clouds. P M 
\ Clear and cloudless 

1124 

30.367 

49.4 

302134 

51.7 

46 

46.6 

50.8 

432 

50.8 


sw 

Overcast and hazy 

? 25 

30.206 

51.8 

30.127 

52 8 

50 

49.7 

512 

46.1 

512 


s 

Lowering—light haze 

b 26 

30.261 

49.2 

30.321 

51.3 

43 

42.7 

48.3 

412 

482 

0.018 

w 

Fine and cloudless—light haze 

027 

30298 

48.6 

30409 

51.6 

44 

44.4 

50.0 

41.9 

50.0 


wsw 

JAM Fine and nearly cloudless. PM, 
l Dull—hazy 

J> 28 

30.432 

45.8 

302574 

471 

39 

39.2 

41.1 

36,7 

42.8 


wsw 

Overcast and foggy 

$ 20 

30.215 

46.6 

30.174 

48.0 

43 

437 

45 2 

38.5 

452 


s 

AM Foggy PM Fine and cloudless 

$ 30 

30.100 

45.7 

30055 

47.7 ! 

43 

42.7 

45.3 

38.8 

452 


SSW 

Fine—hazy 

1131 

30.002 

45.7 

29968 

478' 

43 

42 8 

47.8 

382 

49 0 


SSE 

Overcast. Ram 


Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Mean 

Sum 




29,939 

44.1 

29.933 

45.6 

40.7 

41.4 

43.8 

372 

45.0 

3.159 



Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr. . 

. 1 

9 A.M. 3 P.M. I 

29 912 29 902 J 







OBSERVANDA. 





Height of the Cistern of the Barometer above a Fixed Mark on 

►Vaterloo Bndg 

e.. 







.... above the mean level of the Sea (presumed about) 



The External Thermometer is 2 feet higher than the Barometer Cistern. 





Height of the Receiver of the Rain Gauge above the Court of Somerset House 
The hours of observation are of Mean Time, the day beginning at Midnight. 




The Thermometers are graduated by Fahrenheit’s 

Scale. 







The Barometer is 

divided into inches and decimals 
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1828. 

February. 


] 

Point at 


Hate, in 

Directum 

Barom 

Attach 

Them 

Barom. 

Attach. 

Therm. 

9 AM 
in de¬ 
grees of 
Fahr. 

Fahrenheit, Self-registering 

9A.M. 3P.M. Lowest Highest 

inches 
Bead off 
at9A.M. 

of the 
■Wind at 

9 A.M. 

O ? 1 

29.942 

49*8 

30.057 

53.3 

49 

49.8 50.8 43.4 523 

0.139 

1 ssw 

h 2 

30.124 

49.9 

30.103 

513 

47 

46.8 480 45.2 48.0 


sw 

0 3 

30.439 

46,8 

30.477 

485 

37 

393 4 53 373 46.7 


w 

J 4 

30.250 

47.3 

30.263 

49.9 

47 

47.4 51.2 380 513 

0.019 

wsw 

3 S 

30.192 

49.7 

30.140 

51.6 

48 

48.6 515 46.8 515 


sw 

5 6 

30.054 

50.6 

30.010 

52.3 

48 

48.7 52.8 473 52.8 

0012 

sw 

4 7 

29.944 

50.4 

29.901 

52.6 

45 

45.2 493 445 49,8 


sw 

? 8 

29911 

49.3 

29.831 

4 73 

41 

425 455 41 3 45.8 

0.097 

N 

h 9 

29.660 

45.8 

29.681 

463 

41 

45.4 405 395 405 

0039 

N 

©10 

29.812 

42.7 

29 772 

43.6 

36 

36.2 360 34.4 360 

0.059 

N 

3> 11 

29.454 

383 

29 602 

40.6 

32 

330 33.2 30.2 34.2 


NNE 

3 12 

29.955 

35.8 

29.983 

37.2 

30 

30.8 31.7 29.0 31.7 

0.186 

NNW 

$ 13 

30.115 

35.0 

30.098 

363 

30 

30.8 325 28.8 32.3 


NNE 

[ n 14 

29.723 

36.8 

29.489 

37.6 

31 

33.4 34.8 30.0 34.8 


SE 

a? is 

29 667 

383 

29.742 

41.1 

34 

34.7 39-4 3L2 39.4 


W 

r n 16 

29.872 

38.0 

29.836 

39 8 

32 

32.6 38.0 29.8 38.0 

0.086 

WSW 

017 

29.721 

37.8 

29.632 

40.6 

32 

33.8 390 300 390 


SE 

' D 18 

29.394 

37.4 

29397 

42.0 

34 

34.6 42.2 30.8 425 


E 

3 19 

29.303 

| 39.7 

29533 

42.6 

36 

38.7 45.9 33.8 45.9 

0.078 

WSW 

$20 

29.277 

| 41.8 

29302 

45,3 

41 

42.8 47.4 375 47.7 


SSE 

“if. 21 

29.017 

436 

28.971 

47.0 

40 

405 46.8 390 46.8 

0.011 

E 

? 22 

29.004 

46.3 

29 044 

48.7 

43 

42.8 455 38.8 475 

0.053 

SE 

\ 23 

29.292 

46.1 

i 29.418 

46.7 

43 

42.7 41.8 415 42.7 


N 

©24 

29.771 

44.8 

29.797 

47.3 

41 

41.6 465 37.7 49.7 

0.033 

WSW 

D 25 

29.857 

48.1 

29.867 

50.2 

49 

49.8 515 41.0 52.0 


s 

3 26 

30.029 

51.3 

30.012 

53.3 

51 

52.2 55.0 48.8 550 

0.090 

S 

$27 

30.115 

52.3 

30.144 

545 

51 

515 530 49.1 53.7 


SSE 

If. 28 

30.322 

525 

30.329 

545 

49 

480 505 470 50.7 


N 

$ 29 

30.240 

52.7 

30.257 

54.8 

50 

505 53,6 41,7 53.6 


NNW 


Mean 

Mean 

Mean 

Mean 

Mean 

Mean Mean Mean Mean 

Sum, 



29.809 

44.8 

29.803 , 

46.7 

40.9 

410 44.8 38.4 450 

0.902 



Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fabr. 


I Fine—lightly overcast. 

Lightly overcast—hwv 
Fine and cloudless—hazy, 
lightly overcast—hazy, 
lowering. 

Cloudy 

Foggy—rain. i 

CA.M Cloudless. TM. Lightly over- j 


Lowering 

Continual fall of snow. 

Overcast Fall of snow A M 
Overcast and hazy. 

Overcast Fall of mem P.M 
Fine and cloudless—hazy. 

Overcast —Strong haze A.M. 

CA.M Cloudless P.M Lightly over- 
\ cast. 

Dull—light clouds. 

Fine—light clouds. 

/Fine and clear—light clouds. Show 
l in the evening. 

Lowering. 

Lowering. 

Overcast and foggy. Light rain A.M 
(AM Overcast P.M. Fine—light 
1 douds 

Lowering—light breeze—showery 
Lowering. 

Overcast. 

Overcast and foggy. 

Cloudy—light breeze. 


s 9 A.M. 3 P.M. ) 

* 129.780 29.769 $ 


OBSERVANDA, 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge . =83 feet 2£ in. 

.above the mean level of the Sea (presumed about)... =95 feet. 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Rain Gauge above the Court of Somerset House .. =79 feet 0 in. 

The hours of observation are of Mean Time, the day beginning at Midnight 
The Thermometers are graduated by Fahrenheit’s Scale. 

The Barometer is divided into inches and decimals. 
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9o’clock, AM 3o’clock,P.M 

Dew 

External Thermometer. 

1828. 

Barom £Hach BarQffl Atoch 

9AM 
m de- 

Fahrenheit Self-registering 



*Kihr 

9 A.M 3PM Lowest. Highest 

O h l 

30.290 50.0 30175 50.7 

44 

442 47.9 41.1 472 

O 2 

30.061 503 30.057 51.3 

45 

46*5 482 43.7 482 

D 3 

30006 47.7 29.897 49.6 

43 

42.8 47.8 37.7 47.8 

$ 4 

29.974 47.8 29.858 52.0 

44 

43.9 492 41.3 49.6 

¥ 5 

29.689 47.8 29.682 45.1 

39 

422 42.0 39.7 432 

n e 

29.900 40.0 29.978 42.6 

22 

33.9 38.8 29.1 38.8 

¥ 7 

30.235 402 30.174 44.3 

27 

33.7 41.8 29.8 46.6 

h 8 

30.082 44.3 30151 48.3 

46 

462 54.7 32.8 55.5 

0 9 

30 262 48.3 30.210 51.0 

48 

482 55.8 46.7 562 

2 10 

30242 49.8 30.207 582 

48 

492 56.9 43 8 572 

a ii 

30.260 49.6 30.226 532 

46 

46.0 54.0 41.8 542 

5 12 

30.078 5 0 7 30.025 53.6 

48 

482 53.8 44.0 53.8 

If. 13 

30.135 52.8 30.131 55.8 

50 

502 592 46.8 60.6 

¥ U 

30.284 56.0 j 30270 58 6 

53 

34.0 602 50.1 59.4 

#1,15 

30268 54.3 30.358 58 6 

48 

48.1 59.6 43.8 602 

016 

30.346 55 8 30248 59.6 

52 

52.7 60.8 4 72 612 

D 17 

30169 562 30.140 54.5 

53 

53.4 56.6 50.4 612 

$ 18 

30 074 53.5 30.053 57.7 

50 

50.6 552 47.7 55.8 

$ 19 

29.462 54.0 29.522 5521 

43 

502 51.7 462 52.4 

If 20 

29.439 50.7 29.262 54.3 

45 

462 48.7 40.1 512 

¥ 21 

29 065 51 7 28.998 53 8 

46 

462 48.7 41.7 51.1 

h 22 

29294 492} 29281 51.2 

34 

432 47.9 37.0 47.9 

©23 

29.419 46.6 29.449 49.3 

36 

40.6 462 342 47.6 

1> 24 

29.655 45.8 29 685 482 

36 

41.8 462 35.6 462 

S 25 

29.806 44.6 29.808 472 

35 

432 42.3 35.7 452 

$ 26 

29.861 412 29.791 45.6 

35 

35.7 442 31.7 442 

11 27 

29.465 44.4 29 430 49.3 

43 

432 512 34.7 522 

? 28 

29.476 46 7 29.594 i 47.5 

42 

41.7 43.4 38.8 43.4 

h 29 

29.813 44.3 29.822 4741 

39 

392 422 342 452 

©30 

29.988 45.0 30.010 472 

41 

41.7 45.7 36.4 45.7 

0 3> 31 

30280 43.7 30.292 472 

41 

41.7 472 332 49.4 


Mean Mean Mean Mean 

Mean 

Mean Mean Mean Mean 


29,919 482 29.899 512 

42.6 

442 50.0 40.0 51.0 


Overcast—light tog. - 
Cloudy—light wind 
Cloudy and hazy 
Cloudy—light fog 

{ Busk wmd. A M Fine and nearly 
cloudless P M Cloudy. 

Fine—cloudy—bght wind, 

A M. Fine—hazy. P.M. Overcast 
Overcast and foggy, 
f A.M Overcast P.M. Fine—light 
1 clouds 

f A.M. Lowering PM, Fine—light 
1 clouds 

f A. M Overcast and foggy P.M Fine 
l —light clouds 

A.M. Overcast, P M. Fine—hazy. 

Clear and cloudless 

Fine and cloudless 

Fine—light clouds 

Fine—cloudy. Showery at night. 

Lowering. 

Fine—lightly overcast 

Fine—light clouds—strong brisk wind 

Lowering Bain 

CCloudy. At 3 P M. Hail storm, with 
i thunder 

Fine and clear—cloudy Showery P.M 
Fine, and nearly cloudless. 

Fine—cloudy. 

£ Lowering—brisk wind. Bain and hail 
Fine—hght clouds—hazy. 

Lowering. Showery. 

Overcast—brisk wind. Bam. 

Cloudy and hazy 
Lowering. 

Fine—hght clouds—hazy. 


Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr. .. 12988^' 29854^ } 


OBSERVANDA. 1 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge..... =83 feet 2J in. 

......above the mean level of the Sea (presumed about) ............ =95 feet. 

The External Thermometer is 2 feet higher than the Barometer Cistern, 

Height of the Receiver of the Ram Gauge above the Court of Somerset House.... —79 feet 0 in. 

The hours of observation are of Mean Time, the day beginning at Midnight. 

The Thermometers are graduated by Fahrenheit’s Scale. 

The Barometer is divided into inches and decimals. 
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30.162 48.2 

30.029 48,5 

30.034 47.2 

29.943 45.8 

29.682 48.2 

29.597 49.9 

29.334 49.2 

29.222 49.3 

29.400 52.4 

29.415 52.8 

29.739 53.8 

29,619 56.4 

29.506 57.8 

29.765 582 

29.648 56.4 

29.445 56.8 

29.378 58.0 

29.400 56.7 

29.600 55.6 

29.840 55.8 


29.819 53,0 

29.839 56.3 

29.811 58,7 

30.060 58.7 

30.263 59.6 


_Ram, in 

Self-registering, 

-atSA.M. 

, Lowest Highest 

34.2 48.8 

39.2 47.2 

36.4 44,7 

36.2 43.8 

32.8 51.3 

38.9 50.2 0.186 

40.2 50.4 0,075 

3£k3 48.7 0-136 

41.6 55.3 

41.8 57.4 0.025 

40.3 56.9 0.047 

48.2 57.7 

493 57.2 0.019 

42.8 3JMJ 

45.6 55.8 0.158 

46.4 55.4 0.039 

45.8 57.2 0.028 

43.8 54.2 0.444 

47.2 52.7 0.350 

46.4 51.8 0.078 

44.2 48.7 0.014 

39.8 46.8 0.058 

42.7 54.2 0.019 

46.0 59.5 0.200 

49.9 58.6 0.011 

44.0 60.2 0.139 

43.0 63.3 

46.8 67.7 


A.M, Cloudless, P.M. Lowering 
f A.M. Fine—light clouds, P.M, Over- 
l cast 

Cloudy—brisk wmd. 

Lowering—brisk wind. 

Lowering. Showery P.M, 

A.M. Fine—cloudy. P.M Lowering 
Cloudy Rain 

A.M Lowering P.M. Fine-cloudy 
(A.M Lowering—lightbrcere PM 
t Clear—cloudy 

1 A.M. Cloudy and showery. P M 
Fine—broken clouds 
Fine - A.M. C lear P M. Lightly 
overcast. 

Lowering. Showary 


A.M Fine. PM Lowering & showery 
f Lowering Frequent showers and 
t strong wind 

f A.M Fine—brisk wind. P.M Over. 
I cast—rain 


Cloudy —Showery A M. 

Lowering Light showers T.M 
fCloudi - AM Hazy. PM Clear 
t Evening showeTy 
Fine and dear—light clouds. 

C Lowering—light wind. In the even 
l ing, rain with strong wind. 

Very fine and dear—brisk wind 
r Very fine—dear and cloudless—gen tl 
t wind 

f Fine ami clear—light clouds—gentle 
t wind 

Fine and dear—light clouds 
Overcast—dissolving clouds-bnsk wind 


Mean Mean Mean Mean Mean Mean Mean Mean Mean Sum 

29.775 52 5 29.757 54.6 46.5 50.6 53.7 43.1 55.0 2.026 


Monthly Mean of the Barometer, corrected for Capillarity and reduced to 32° Fahr.^ 29 7*27^ 29^703* }" 


OBSERVANDA. 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge.,,... »83 feet 2J in. 

. above the mean level of the Sea (presumed about) .. —95 feet 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Rain Gauge above the Court of Somerset House.... *79 feet 0 in. 

The hours of observation are of Mean Time, the day beginning at Midnight. 

The Thermometers are graduated by Fahrenheit’s Scale. 

The Barometer is divided mto inches and decimals 
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o’clock, A M 3o’clock, 1 


67.0 29.924 

63.4 29'.973 

61.7 29.494 

613 2^.489 

635 2^.708 

575 -- 

60.9 ?J0194 

62.0 30326 

64.8 m.m 

64.6 110532 

63.7 | J0347 

70.7 30545 

70.0 ft0.230 

63.4 B0.081 

67.7 29.905 

68.7 ! 29.547 

64.8 ' 29560 

67.4 ' 29.994 

66.7 29.989 

63.8 29.855 

685 29.950 

715> 30.110 

63.8? 30597 
735 30597 

71.3 30546 

75.7 30.182 

74*8 30.045 

661.7 29.948 

78.7 29.967 



Dew 
Point at 

External Thermometer. ) 

Rsfaf, in | 

9 A.M. 
m de- 

Fahrenheit Self-registering 

g Fahr 

9AM SP.M Lowest Highest 

51 

63.7 69.3 52.7 70.0 

51 

625 65*4 55.8 67.8 0.050 

55 

59.8 61.8 51.5 643 0.033 

57 

57.6 61.7 56.1 62.4 0.259 

47 

55.7 62.9 49.8 633 0583 

50 

605 635 51.7 64.8 0033 

45 

545 - 495 61.0 0.139 

46 

60.9 635 51.1 65.6 

53 

61.7 66,8 52.7 67.7 

56 

61.4 66.9 51.7 67.7 

57 

63.8 68.9 57.7 713 

51 

62.4 635 58.7 655 

53 

63.8 69.7 53.8 72.7 

54 

683 67.8 A®-® o&.o 

62 

62.7 683 55.6 70.2 

63 

66.8 645 59.8 71.6 

63 

70 7 68.6 57.9 725 

59 

59 7 68.6 57.7 69.8 0.064 

61 

63 7 69.8 595 71.7 

60 

66.0 70.0 60.6 70.8 

59 

59.1 65.8 583 68.4 0.605 

57 

65.0 62.6 55.9 69.8 0,028 

58 

64.7 68.7 53.8 69.6 0583 

58 

62.8 69.7 55.7 715 

57 

703 72.7 56.3 76.6 

60 

70.7 77.6 593 78.4 

61 

74.8 76.7 62.7 785 

65 

73.7 73.9 59.6 77.8 

64 

665 745 595 76.8 

60 

68.7 75.9 605 783 

Mean 

Mean Mean Mean Mean Sum 

56.4 

1 64.1 683 553 703 2.368 


Fine—light breeze. 

/ Fine sad clear—cloudy—light breeze 
t Heavy shower P.M. 

Lowering. 

A M. Foggy—rain, p M. Fine & dear 
\ Fine and dear—light wind. 

/Fine and dear—cloudy. At 28m. 
(PM. Hear) rain, with hail. 
Cloudy—light wind. 

Fme—light breeze. 

Fine—cloudy 
Rue—cloudy 
Fme—cloudy. 

Cloudy 

Clear and cloudtese—light wind, 
i.iear ann cloudless—light wind 
r A.M Cloudy v u r«ie and clear. 
\ Brisk wind 

/ Fine—cloudy—brisk wmd—showery 
1 Lightning m the evening. 

Fme—cloudv—brisk wind. 

Fine—cloudy light shower* 

/A.M Lowering P.M.Fine.—Light 
l wind 

Lightly overcast—bnsk wind. 

[AM Heavy rain, early. P.M Clear 

I —cloudy—light wind 

f Cloudy Heavy showers and frequent 

l thunder at 2Jh PM 

Fine and dear—cloudy—light wind. 

Rne—lightly overcast, 

fFine and clear. A.M. Cloudless 

i PM. Cloudy 

Fine—light clouds. 

Clear and cloudless—light wind 
/A.M Rne and cloudless. PM. 
\ Lightly overcast—light wmd 
Fine—light clouds—gentle wind. 

Rne and clear—light clouds. 


{ 9AM 3 3? M" 1 

29.938* 29.922 / 


OBSERVANDA. 


Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge ... 

........ above the mean level of the Sea (presumed about) 

The external Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Rain Gauge above the Court of Somerset House 
The hours of observation are of Mean Time, the day beginning at Midnight. 

The Theipiometers are graduated by Fahrenheit’s Scale. 

The Barometer is divided into inches and decimals. 


=83 feet 2J in, 
=95 feet. 











